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Foreword 


The staff of the Department of Electrical Engineering at the Massa¬ 
chusetts Institute of Technology has for some years been engaged in an 
extensive program of revising as a unit its entire presentation of the basic 
technological principles of electrical engineering. This new edition of 
Applied Electronics covers a part of that presentation. 

The decision to undertake so comprehensive a plan rather than to add 
here and patch there came from the belief that the Department’s large 
staff, with its varied interests in teaching and related research, could 
effect a new synthesis of educational material in the field of electrical 
engineering and evolve a set of textbooks with a breadth of view not 
easily approached by an author working individually. 

Such a comprehensive revision, it was felt, should be free from the 
duplications, repetitions, and unbalances so often present in an uninte¬ 
grated program. It should possess a unity and breadth arising from the 
organization of a subject as a whole. It should appeal to the student of 
ordinary preparation and also provide a depth and rigor challenging to 
the exceptional student and acceptable to the advanced scholar. It 
should comprise a basic course adequate for all students of electrical en¬ 
gineering regardless of their ultimate specialty. Restricted to material 
which is of fundamental importance to all branches of electrical engineer¬ 
ing, the course should naturally lead into any one branch. 

This book and the reorganized program of teaching out of which it 
has grown are thus products of a major research project to improve edu¬ 
cational methods. The rapid development of electronics brought about 
by the impetus of the recent wars has made desirable revision of the 
original book to include new and improved devices, techniques, and 
methods of presentation. During these developments it has become clear 
that revision of this treatment and extension of it to new areas such as 
are included in this book should become more and more the responsibility 
of individual authorities who could relate their work to the over-ail 
structure. 


Karl T. Compton 




Preface 


During the years since the first ^ufcomlS 

version, communication, and control. We , j . The j m _ 

pectancy for new useful developments of benefit to mankind, 
portance of electronics in science ami engineering 1 gl £ 

in technological education, has thus become even more clearly estal, 
lished than ever before. To facilitate such educat.on, thiss book aims 
to lay a foundation for effective engineering application of the basi 

phenomena of electronics. , . , 

The extent of the use of electronics in the different branches of dec- 

trical engineering-power, communications, measurement, control, and 
others—precludes a complete treatment of the subject in a single vol¬ 
ume. Hence, this book is not exhaustive; details of application are ex¬ 
pected to follow in courses designed for specialization by students in the 
different branches. This book is for a first basic course. Rigor of 
thought and analysis, rather than extensiveness of scope, is its intended 


feature. 

New devices, new principles, and new methods of analysis have ex¬ 
tended the possibilities for application of electronics. The basic pattern 
of the field, and hence of this book, remains, however, essentially un¬ 
changed from that of the original edition. On the premise that proper 
application of electronic apparatus requires a working knowledge of 
the physical phenomena involved in the apparatus, the first part of the 


book is a discussion of those phenomena. The second part is an explana¬ 
tion of the way the phenomena combine to govern the characteristics, 
ratings, and limitations of electronic devices, and the third is a considera¬ 
tion of applications common to the several branches of electrical engi¬ 
neering. Finally, the fourth part is a treatment of semiconductor de¬ 
vices, primarily the transistor, in a manner parallel to the previous 
treatment of vacuum tubes. This arrangement makes practicable use 
of the book as a textbook in a number of different ways. In its entirety, 
it is intended to be suitable for a two-semester course. Assigning the 
early chapters and certain of the later chapters as reference material for 
reading only, with resultant emphasis upon the chapters that treat the 
circuit applications of electron tubes and semiconductor devices, makes 
possible use of the book for a one-semester course. To provide for addi- 
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tional study by particularly apt or advanced students, more material 
than is usually covered in a first course is presented; and to aid inde¬ 
pendent study outside the classroom, graphical data on typical electron 
tubes and answers to representative problems stated at the ends of the 

chapters arc included in appendices. . 

Most of the functional methods by which electronics is employed in 
engineering are included. To make the book adequate as a point of 
departure into independent study and analysis of specialized applica¬ 
tions of electronics, emphasis is placed on care in reasoning, with the 
thought that ease of understanding is synonymous with clarity of con¬ 
ception. Attempt is made to point out all links in the chain of reasoning 
in order to avoid those gaps that arc so easily spanned intuitively by 
experienced engineers, but arc so disturbing to the careful but inexperi¬ 
enced student. In addition to exact logic, this effort involves not ad¬ 
vanced mathematics, but rather scrupulous attention both to aids to 
clearness of thought and to apparently minor details that arc elementary 
but essential. One important aid is precise definitions of symbols and 
interpretation of them in terms of physical quantities. Among the ele¬ 
mentary details requiring attention arc the algebraic signs associated 
with the distinction between actual and reference directions of quanti¬ 
ties, and avoidance of the common error of mixing complex numbers and 
time functions in the same equation. The three categories of mathe¬ 
matical quantities—scalars, complex numbers, and vectors—arc distin¬ 
guished by distinctive type, in accordance with the ASA American Stand¬ 
ard Letter Symbols for Electrical Quantities. Since some of the rules for 
mathematical manipulation of quantities in each of these categories differ 
from the rules for quantities in the other two categories, such a distinc¬ 
tion is essential for clarity. Symbols for the various component currents 
and voltages in electron-tube circuits arc consistent with the recently re¬ 
vised standard for those quantities, and rationalized meter-kilogram- 
second units for physical quantities arc used throughout the book, in 
accordance with almost universal present-day practice. 


During preparation of this revision, it has been a pleasure to recall the 
contributions of colleagues who shared in supplying preliminary drafts 
of sections of the original edition. Many of them are now at other edu¬ 
cational institutions or with industrial organizations; some, however, are 
still my close associates. The fact that many of the ideas and concepts 
in those early drafts continue to be regarded as fundamental and are 
hence retained in this revised book attests to the soundness of their judg¬ 
ment. I have been greatly aided by discussions with and suggestions 
from my present colleagues. In particular, I wish especially to thank 
Professor A. B. Van Rennes and Professor E. F. Buckley for their many 
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. u„„. th- book and their able, generous, 

constructive suggestions thiwig ript ’ and the proof. I am also 

and untiring aid in reading R. E. Scott for them 

indebted to Professor S. J. Mason ana rofcss0 r R. B. Adler for 

suggestions rcg^.f^^^^uctor devices. Dean F. G. 
his advice regarding the p with COU nsel on presentation and 
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To all these individuals, and to n 'l extend , y thanks, with the hope 
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book to students. Truman S. Gray 
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Table of Symbols 


In this book a boldface roman-type or script letter is used to repre¬ 
sent a space vector, and an ordinary italic or script letter to represent 
its magnitude, for example: B, g, B, <§. Similarly, a boldface italic 
letter is used to represent a complex number, and an italic letter 
its magnitude, for example: E, E. Ordinary italic or script letters 
are used to represent the ordinary real scalar quantities. For voltage, 
current, and charge, capital letters generally represent fixed quan¬ 
tities, and lower-case letters represent variable quantities. For tran¬ 
sistors, however, an exception is made, as is explained in Art. 4 
Ch. XIII. In general, each letter stands for a quantity of a particular 
kind, and subscripts are used to distinguish several quantities of 
the same kind from one another. For example, i is used for instan¬ 
taneous current, and i b specifies the instantaneous plate current 
in an electron tube. 

The notation used in this book conforms to that standardized by 
the Institute of Radio Engineers' for use with electron tubes and 
their circuits. In order to make this conformity possible no distinction 
is made between e and v. or E and F.Any one is used to represent a 
voltage whether it be that of a source or not. 

In the table that follows are listed the more important symbols 
used in this book. Many of the special symbols obtained through 
adding subscripts to the letters listed are omitted from this list, but 
are defined in the text where used. The standardized symbols used 
to designate voltage and current components encountered in electron- 
tube circuits are omitted from the main list and appear instead in a 
table at the end of the list. This table is repeated in Art. 20, Ch. VIII 
Abbreviations used in this book are, in general, those approved by 
the American Standards Association. 2 


JStandards on Abbreviations. Graphical Symbols, Utter Symbols, and Mathematical 
Signs. 1948 (New York: The Institute of Radio Engineers, 1948), 1-9. 

S T dU , rd Abbreviation * f° r Scientific and Engineering Terms - ASA 
No. Z10.1 (New York: American Society of Mechanical Engineers, 1941). 
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CHAPTER I 


Electron Ballistics 

Electronics includes in a broad sense all electrical phenomena, for all 
electric conduction involves electrons. The common interpretation ot 
the term at present, however, is expressed by a standard definition o 
electronics, which is “that field of science and engineering which deals 
with electron devices and their utilization." Here an electron device 
is “a device in which conduction by electrons takes place through a 
• vacuum, gas, or semi-conductor." Electronics has become increasingly 
important because of its growing application to the problems of 
the electrical industry. During the early years of the industry, 
electronic conduction—except for the arc lamp—usually took the 
form of annoying and somewhat puzzling accidents, such as puncture 
of insulation, fiashover of insulators, and corona leakage current. 
Recently, however, despite the fact that electronic conduction still has 
many puzzling aspects, scientists and engineers have found an in¬ 
creasing number of ways in which it can be harnessed, guided, and 
controlled for useful purposes. Electronics consequently is now as 
important to the engineer concerned with rolling of steel rails or the 
propulsion of battleships as to the engineer concerned with the 
communication of intelligence. 

The occurrence of electronic conduction is widespread, and its 
nature diverse. Sometimes it is unconfined, as in lightning or some 
arcs; at other times confined, as in the electron tube or the neon sign. 
Sometimes it is visible, as in the arc light; at other times invisible, as 
in the vacuum tube. Sometimes the conduction is undesirable and un¬ 
controlled, as in the example of lightning striking a transmission line, 
or in corona formation on the line. At other times the conduction is 
intentional, and may be controlled by minute electrical forces, as in 
the electron tube. 

The field of application of electronic phenomena already covers a 
very wide range of power. The asymmetric nonlinear property com¬ 
mon to many types of electronic conduction finds application not only 
in the radio detector tube, where the power handled is extremely 
small, but also in the railway mercury-arc rectifier that handles the 
power to move trains over mountains. The property of certain types of 
electronic conduction that makes possible the control of a large How 
of energy by the expenditure of a relatively small amount of power 

1 “Standards on Electron Tubes: Definitions of Terms, 1950," I.R E I*roc 3S 
(1950), 433. 
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finds use over ranges of current varying all the way from that involved 
in the electrometer vacuum tube capable of measuring currents of 
10~ 15 ampere to the enormous bursts of current amounting to thou¬ 
sands of amperes required for modern electric spot-welders and 
nuclear particle accelerators. 

Electronic conduction through a vacuum or gas takes place by 
virtue of the fact that under certain conditions charged particles, 
known as electrons and ions, are liberated from electrodes and pro¬ 
duced in the gas in the conducting path; and that in the presence of an 
impressed electric field these charged particles experience a force 
that causes them to move and constitute an electric current. Thus 
electronic conduction in a vacuum or gas embraces the following 
important physical processes: 

(a) the liberation of charged particles from electrodes, 

(b) the motion of the particles through the space between the 
electrodes, 

(c) the production of charged particles in the space between the 
electrodes, and 

(d) the control of the flow of the particles by the electric field caused 
by electrodes interposed in the space, or by the magnetic field 
produced by an external means. 

Practical circuit elements that embody possible combinations of the 
foregoing processes are almost always nonlinear, and effective utili¬ 
zation of such elements in circuits requires an analysis suited to their 
nonlinearity. 

In the application of electronic devices the engineer must have a 
knowledge of their characteristics and limitations. As in most electrical 
equipment, the electrical aspects of the design of these devices are 
often not the limiting ones; chemical, thermal, mechanical, and 
physical phenomena often govern their rating. A thorough under¬ 
standing of the physical principles underlying the behavior of a device 
is therefore necessary in order that intelligent application be made of 
it. Accordingly, the first part of this book is devoted to a discussion of 
the physical aspects of electronic conduction, the second part is a 
description of the electrical characteristics of typical electron tubes, 
and the third part is a treatment of the fundamental methods of 
circuit analysis and the basic engineering considerations important 
in the application of electronic devices. 


1. Charge and mass of elementary particles 

Over a period of years a number of elementary particles of im¬ 
portance in electronic conduction have been identified, and the charge 
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mass of ..oh h„. boon —d- A 

encountered particles, all of wh.ch are “nsUtuents o the 
together with their charges and masses, are toted m Table I. 

TABLE !• 


Name 

Charge 

Mass 

Electron 


m 0 

Positron 

+<?. 


Neutron 

0 

1,838^ 

Proton 

+Q. 

1,837m, 


* The symbols e and m are generally usea in me ° . . 

the electron; however, in this book the symbols shown are used to be consistent 
thoso introduced in Electric Circuits. 

Note that Q, is the symbol for the magnitude of the charge of an electron it 
positive number and does not include the negative sign associated with the .negative 
charge. The negative sign is indicated separately in all the following analytical work 
whore Q t appears. 

In Table I: 

n __ (1.60203 ± 0.00034) X 10 -19 coulomb ) Electronic ►[!] 
* [ constants in 

m e = (9.1066 ± 0.0032) X 10~ 31 kilogram J m ks units 2 ►t 2 ! 


Of the elementary particles, the electron is basic in the field of elec¬ 
tronics, and the charge and mass of the others are expressed in terms 
of its charge and mass. The neutron and the proton are particles which 
have the next higher quantity of mass ordinarily observed. Mesons, 
which are short-lived charged particles found in cosmic-ray and other 
nuclear studies, have values of mass intermediate between those of the 
electron and the neutron. Neutrinos, which are postulated to satisfy 
the requirements of nuclear theory, have neither charge nor mass. 
Neither mesons nor neutrinos have engineering significance at present. 
The ratio of charge to mass for the electron appears in many of the 
theoretical expressions for the motion of charged particles in electric 
and magnetic fields; hence there are numerous ways of measuring it 
experimentally. Precise measurements 2 give for the ratio the value 


Qel m e = (1.7592 d: 0.0005) X 10 11 coulombs per kilogram ^[3] 


* These values are taken from R. T. Birge, “A New Table of Values of the General 
Physical Constants," Rev. Mod. Phys., 13 (October, 1941), Table a, p. 234, and Table c, 
pp. 236-237, with permission. 
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Use of nuclear resonance as a measuring tool has resulted in a further 
improvement 1 by a factor of about three in the prec.s.on of measure- 

"S chargecUpart.cles of importance in engineering have essentiaUy 
multiples of the charge of the electron or proton. Particles having the 
mass of a molecule and the charge of an electron or proton art > known 
as positive or negative ions, depending on the s.gn of^their charge^ 
Occasionally particles are encountered which have the mass e» th 
molecule and small multiples of the electron s charge These ^caUed 
multiple-charged ions. Ions, which are discussed in Ch. Ill, generally 

result from collision processes in gases. 

The value for the mass m, given above is for the electron moving 
with speeds small compared with the speed of light. This value ot 
mass is ordinarily called the rest mass , although no experimental 
measurements of mass have yet been made on an electron at rest. 
Experiment shows that the apparent mass of the electron increases 
with its speed. The theory of relativity, 4 which is based on the hypo¬ 
thetical law that “it is of necessity impossible to determine absolute 
motion of bodies by any experiment whatsoever,” predicts that the 
speed of light is an asymptotic value unattainable by any material 
body. In other words, the mass of an electron approaches infinity as 
its speed approaches the speed of light. 

The dependence of the mass of any particle on its speed is given by 

the expression 

[ 4 ] 


m. 


m 


V1 — (v/c) 2 ^ 

where 

m is the mass of the particle in motion, 
m 0 is the mass of the particle at rest, 
v is the speed of the particle, 

c is the speed of light*—(2.99776 ± 0.00004) X 10 8 meters per 
second. 

In general, force is given by the time rate of change of momentum; 
that is, 

d{mv) 


F = 


dt 


[ 5 ] 


3 H. A. Thomas, R. L. Driscoll, and J. A. Hippie. “Determination of e/m from Recent 
Experiments in Nuclear Resonance.” Phys. Rev., 75 (1949), 922. 

4 The Encyclopaedia Britannica (14th ed.; New York: Encyclopaedia Britannica, Inc., 
1938), 89-99. 

• See footnote 2 on page 3. 
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The right-hand side of Eq. 5 reduces to the simple product of mass and 
acceleration only when the mass is constant. I torn Eq. 
the mass is not increased by so much as 1 per cent unt 1 the speedLot 
the particle reaches about 15 per cent of the speed of light. It »evdent 
from subsequent considerations that this speed is not^generally 
reached except in devices with impressed voltages that exceed . 
volts. Hence assumption that the mass is constant at the rest \a 
is reasonable in computing the force on charged particles m c evices 
having impressed voltages lower than this value. 

Because of the electric and magnetic fields surrounding a moving 
electron, the mass exhibited in its inertia may be entirely electro¬ 
magnetic. 5 On this assumption, the radius of the equivalent charge 
sphere, which has no mass in the ordinary sense, may be calculated 
to be about 2 X 10" 15 meter. This is to be compared with the radius ot 


a molecule, which ranges around 10" 10 meter. 6 

It is found experimentally that a beam of moving electrons may be 
diffracted by a metallic crystal in a manner similar to the diffraction 
of light-waves by a grating. 7 This wave-like behavior of electrons 
shows that the particle concept is not complete. The wavelength 
experimentally found to be associated with a moving electron is 



where 

h is the Planck radiation constant*—(6.624 ± 0.002) X 10 -34 
joule second, 

m e is the mass of the electron, 
v is the speed of the electron. 

One of the valuable features of electronic devices is the rapidity with 
which they act; it is possible to start, stop, or vary a current with 
them in as short a time as a small fraction of a microsecond. This 
rapidity of action results from the extreme agility of the electron— 
a property associated with the fact that the electron has the large 
ratio of charge to mass stated in Eq. 3. Although both quantities are 
small, their ratio is very large—much larger than that of any other 
charged body dealt with in engineering. The size of this ratio can 


5 H. A. Lorentz, The Theory of Electrons (Leipzig: B. G. Teubncr, 1909). 

* R. A. Millikan, Electrons (-f and — ), Protons, Photons, Neutrons, and Cosmic Rays 
(2nd cd.; Chicago: The University of Chicago Press, 1947), 184, 188. 

7 C. Davisson and L. H. Germer, "Diffraction of Electrons by a Crystal of Nickel,” 
Phys. Rev., 30 (1927), 705-740; C. Davisson, "Electron Waves,” J.F.I., 203 (1929), 
595-604. 

* See footnote 2 on page 3. 
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perhaps be grasped from a computation of the force of repulsion 
between one kilogram of electrons located at each of the poles of the 
earth. Their separation is about 7,900 miles, or 1.27 X 10 7 meters 
Their charge is given by Eq. 3, and, by Coulomb’s law, the force of 
repulsion between them is 

__ __ (1.76 X 10 11 ) 2 _* i .73 x 10 18 newtons [7] 

4t re v d 2 4 tt X 8.85 X 10' lf X (1.27 X 10 7 ) 2 

= 1.95 X 10 14 tons. W 

Clearly, the electron’s charge-to-mass ratio is enormous to produce 
such a large force at such a great distance. Consequently, the electric 
force on an electron in an electrostatic field can overcome the inertia 
of the electron and produce high velocities in a very short time. 

With knowledge of the charge and mass of the particles involved in 
electronics, it is possible to proceed with the analysis of the motion of 
particles in electrostatic and magnetostatic fields given in the follow¬ 
ing articles of this chapter. The source of the charged particles is 
reserved for consideration in subsequent chapters. At this point it is 
sufficient to know that electrons are given off by a heated metallic 
surface, and that electrons and ions are produced in a gas when the 
process of ionization occurs. 


2. The elements of the operation of electron tubes . 

An electron tube 8 is “an electron device in which conduction by 
electrons takes place through a vacuum or gaseous medium within 
a gas-tight envelope.” Ordinarily it consists of two or more metallic 
. electrodes enclosed in an evacuated glass or metal chamber. The elec¬ 
trodes are insulated from one another. If the chamber is evacuated 
until the remaining gas molecules have no effect—chemically or elec¬ 
trically—on the operation of the tube, it is called a vacuum tube. Other 
tubes contain gas introduced after the evacuation process has been 
carried out. These are called gas tubes when the amount of gas is suffi¬ 
cient to have an appreciable effect on their electrical characteristics. 
One of the electrodes, called the cathode , serves as a source of electrons 
by virtue of one or more of the several electron-emission processes dis¬ 
cussed in Ch. II. Another electrode, called the anode (or plate), is 
usually maintained electrically positive with respect to the cathode, 
The resulting electric field in the tube exerts a force on the electrons 
and causes them to move toward the anode, thereby setting up an 

8 “Standards on Electron Tubes: Definitions of Terms, 1950,” I.R.E. Proc., 38 
(1950), 433. 
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electric current in the interelectrode space. A simple circuit involving 
such a tube is shown in Fig. 1. In the external circuit, the electrons 
flow from the anode through the voltage source to the cathode; by 
convention, the electric current is in the opposite direction. 

• When a device of this general character has only two electrodes, one 
of which serves as a source of electrons, it is usually termed a diode. 
By appropriate control of the voltages of other electrodes which may 
be inserted in the chamber, the electric field between the cathode and 
the anode can be modified. The flow of the electrons is theroby 


• # 
t. 

J l 



Cathode Electron Anode or 

\ _/_ /P^ 


Direction 
of electric 
current 


Direction of 
electron flow 


Fig. 1. A simple electron tube 


changed, and the current in the external circuit can be controlled. 
These control electrodes are often called grids because of the form they 
had in early tubes. Tubes with one control electrode are called Iriodes ; 
those with two control electrodes, tetrodes ; and so on, in accoitlance 
with the total number of active electrodes. 

In some electron tubes of the vacuum type, the number of charged 
particles traversing the interelectrode region is so small that the 
electric field established in this region by the charge on the particles 
is negligible in comparison with the field established by the charges on 
the electrodes. This condition is expressed by the statement that the 
space charge of the charged particles in motion is negligible. In devices 
for which this condition is true, the electrostatic force on any single 
particle may be considered to result wholly from the field that exists 
in the absence of all the particles. For example, the motion of the 
single electrons in the vacuum phototube or in the electron beam 
in a cathode-ray tube may often be computed with sufficient accuracy 
on the assumption that space-charge effects are negligible. 

The following articles of this chapter deal with the behavior of 
particles in only those devices in which space-charge effects are 
negligible. The behavior of particles in devices in which space-charge 
effects are of appreciable importance, and some of the fundamental 
properties of these devices, are discussed in Ch. III. The paths of the 
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charged particles in electrostatic and magnetostatic fields discussed in 
this chapter are similar in many respects to the trajectories of pro¬ 
jectiles in the gravitational field of the earth—hence the chapter is 
titled electron ballistics. 


3. Motion of charged particles in electrostatic fields 
in vacuum 


Because the charged particles of interest in electron tubes are so 
small in comparison with the dimensions of the tubes in which they 
move, the forces that act upon them may be calculated as though the 
particles were concentrated at points. Thus the force exerted on such 
a particle by an electrostatic field is given by 

F = Qg . [9] 

where 


F is the force acting upon the charged particle, 

Q is the charge carried by the particle, 
g is the electric field intensity at the location of the particle. 

The quantities F and g in this relation are vectors.* Equation 9 
specifies (a) that the magnitude of the force is the product of the 
magnitude of the field intensity and the charge and (b) that the 
direction of the force is that of the field if the charge is positive and 
is opposite to the direction of the field if the charge is negative. 

If E is the potential at each point in the tube, taken with respect to 
any arbitrary zero of potential, the gradient 9 of E. written grad E } 
is a vector oriented in the direction in which E increases most rapidly 
and whose magnitude is the rate of change of E with distance in this 
direction. Since 

g = — grad E, [10] 

Eq. 9 may be written in the form 

F = — grad E. [11] 

If the particle is free to move, it is accelerated according to the 
equation 

F = ma. [12] 


or 



rf 2 1 



[13] 


• Quantities that are vectors in space are printed in boldface script Of roman (upright) 


type. 

9 X. H. Frank, Introtluction to Electricity and Optics (2nd cd.; New York: McGraw- 
Hill Hook Company, Inc., 1950), 1-14. 
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where 

F is the total force acting on the particle, 
m is the mass of the particle, 
a is the acceleration of the particle, 

• 1 is the displacement of the particle from an arbitrary origin, 

d\ is the differential displacement of the particle, and is along 
the path the particle traverses, 
t is the time measured from an arbitrary reference instant. 

The quantities F, a, and 1 are vectors, and Eqs. 12 and 13 relate both 
magnitudes and directions, just as do Eqs. 9, 10, and 11. 

The only forces experienced by a particle moving in an evacuated 
tube are those caused by the fields of force, such as electric, magnetic 
or gravitational fields, that may be present. In this article it is sup¬ 
posed that no field other than an electrostatic one is present; there¬ 
fore, Eqs. 9, 11, and 13 may be combined as 


or 


and 



m 


dn 

dt *’ 


dj\ = Q 
dt 2 m 


fi-\ 

dt* 


— — grad E. 

in 


[ 14 ] 

[15] 
[lb] 


Equations 13 and 10 do not involve any co-ordinate system. They 
may be expressed, however, in terms of any desired co-ordinate 
system. Jf, for example, a set of rectangular co-ordinate axes is 
chosen, the equations may be used to express the relations among 
the components of the vectors along these axes. Thus, if <g,. <g and 

are the components of g along the a-, y. and axes, respectively. 
Eq. 15 becomes 


dt 2 “ 7 11 

►[IV] 

d 2 u Q r 

dt 2 7/7. ^ 

►[is] 

Q 

dt 2 777 

►[10] 
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Since the components of grad E along the co-ordinate axes are the 
rates of change of E with distance along these axes, 


x component 

o 

»-*> 

ii 

BE 
= Bx ’ 

[20] 

y component 

o 

•-*> 

i 

ll 

BE 

” 

[21] 

z component 

of grad E = 

BE 
= Bz' 

[22] 

d 2 x _ 

QBE 


[23] 

dt 2 

m dx 


d 2 y _ 

Q BE 
^ - » 


[24] 

dt 2 

m dy 


d 2 z _ 

Q BE 

• 


[25] 

dt 2 ~ 

m dz 



If the initial velocity and position of a charged particle and the 
potential distribution in the tube are known, it is possible to determine 
completely the motion of charged particles in electrostatic fields, pro¬ 
vided the differential equations just derived can be solved. However, 
unless the field is uniform, at least one of the field components varies 
with the co-ordinates, and the equations are nonlinear. In addition, if 
the speed of the particle is a large fraction of the speed of light, the 
mass becomes a function of the speed of the particle, and the equations 
are again nonlinear. The solution of the nonlinear equations may often 
require the use of graphical, numerical, or mechanical methods. 

An alternative and powerful attack on the problem of the motion 
of a charged particle in electrostatic fields, which yields much informa¬ 
tion about the motion, is the use of the principle of conservation of 
energy to derive a relation between the potential and the speed of a 
charged particle at any point. Let the particle travel from the point 
P, to the point P 2 . The differential displacement of the particle along 
its path is d\. Since the kinetic energy acquired by the particle 
equals the work done on the particle by the field, 10 



10 For an explanation of the dot-product notation used in the integral of Eq. 26, see 
a textbook such as N. H. Frank, Introduction to Electricity and Optics (2nd ed.; New 
York: McGraw-Hill Book Company, Inc., 1950), 107. 
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where 

v 2 is the speed of the particle at P 2 , 

Vj is the speed of the particle at P v 

In Eq. 26 and the equations derived from it, the assumption is 
made that the speed of the particle never exceeds a small fraction of 
the speed of light. If the speed of the particle is large enough, the mass 
becomes a function of the speed, in accordance with Eq. 4, and the 
kinetic energy is no longer given by \mv 2 . The value of F from Eq. 9 
may be substituted to give the result 

W - Imv* = Q jj'g • dl = - [QE 1 - QEy\, [27] 

where 

E, is the potential at Pv 
E x is the potential at P v 
Equation 27 may be written 

\mv 2 + QE X = \mv 2 -f QE 2 , [28] 

which states that the sum of the kinetic energy and the potential 
energy of the particle does not change during the motion. Equation 28 
could have been written directly, since it is a statement of the principle 
of conservation of energy for a charged particle in an electrostatic 
field. 

An alternative form of Eq. 28 is 

*>, = Jvf - 21 {E t - EJ , K29] 

and this form may be used to find the speed of a particle at any point 
on its path if the speed at any one point is known. In particular, if the 
point Pj is taken as the point at which the particle starts from rest, 
and if the potential of this point is chosen as the reference for potential 
then and E x are zero. Since the point P 2 may be any point on the 
path oi the particle, the subscripts may be dropped from the symbols 
relating to it to give the very useful relation 

V = J~ 2 ^ E ►[30] 

for a particle that starts from rest at a point where the potential is 
zero. 
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. 30 it appears that the speed and the kinetic energy of a 
particle moving in an electrostatic field depend only upon the total 
potential through which the particle moves, and not upon the manner 
in which the potential varies along the entire path. It should be noted, 
however, that the direction of the particle velocity and the time 
required for the particle to move a given distance do depend upon 
the distribution of the electric field. These quantities cannot bo 
determined without the use of information in addition to that 
contained in Eq. 30. 

In the remainder of this article the differential equations and the 
relation between potential and velocity are used to determine the 
motion of charged particles in certain configurations of electrostatic 
fields which have plane symmetry and are of particular interest in 
electron tubes. It is fortunate that approximate plane or cylindrical 
symmetry exists in many practical electronic devices, because the 
symmetry makes determination of the electronic motion in them 
relatively easy. 

3a. Uniform Field; Zero Initial Velocity. In Fig. 2a, A* and p are 
the cathode and plate, respectively, of a simple electron tube. These 
electrodes are assumed to lie in parallel planes separated by a distance 
d , which is very small relative to the dimensions of the electrodes, so 
that they may be treated as infinite parallel planes. If a constant vol¬ 
tage is applied across these electrodes, the potential gradient and the 
field between the plates are constant in time and uniform in space, and 
are directed perpendicularly to the plates. The potential of the plate 
with respect to the cathode* is called e b . Alternatively, e b is the voltage 
rise from the cathode to the plate, or the voltage drop from the plate 
to the cathode. If e b is positive, the vector £ is directed from the 
plate to the cathode, and the potential gradient from the cathode to 
the plate: physically, the force on a positively charged particle between 
the electrodes is in a direction to move it toward the cathode. Because 
of its negative charge, however, an electron tends to move from 
cathode to anode. 

The rectangular co-ordinate axes in Fig. 2a are drawn so that the 
origin is located in the plane of the cathode, and the x axis is perpen¬ 
dicular to the electrode surfaces. The potential distribution in the tube 
can therefore be described by the graph in Fig. 2b. Suppose that a 
charged particle is set free at the origin of co-ordinates in the surface of 
the cathode with zero initial velocity, and the equations of its motion 
are to be found. Under these conditions, equals —( e b ld ); and 

• In general, in this book, constant voltages and currents are denoted by capital 
letters and variable voltnges and currents by lower-case letters. The lower-caso e* is 
used here in preparation for a future use in which becomes a variable. 


From Ec 
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since the field is along the x axis only, <§„ and g z are both zero. 
Thus either Eqs. 17, 18, and 19 or Eqs. 23, 24, and 25 become 


d*z = _Qe_ b 
dt*~ md ' 


[31] 



[32] 


dh 
dt 2 


0 . 


[33] 


In addition, x, y, z, dx/dt, dy/dt, and dz/dt are all zero when t is zero. 
Since the particle starts at rest and is not accelerated in the y or z 




(a) Electrode configuration (b) Potential distribution 

Fig. 2. Potential distribution between infinite, parallel-plane 

electrodes. 


direction, its motion is confined to the direction along the x axis. By 
integration of Eq. 31 and use of the initial conditions to evaluate the 
constants of integration, the equations that describe the motion of the 
particle are found to be 


v = 



[34] 


* = _i« 

■2md ’ 


[351 


where as the speed of the partiele evaluated at any point on its path. 
In th*s .ntegrafon ,t Is assumed that the speed of the particle is never 

Se particlemT h °a ^ ^ ° f ‘ ight ’ 80 ,hat the mass of 
tne particle may be considered a constant. 
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Equations 34 and 35 may bo solved simultaneously to eliminate t 


and give the relation 

v=J- 2 ««. 

[36] 

where 

S m 

— i x 

[37] 


and is the potential at any point in the tube with respect to the cat hode. 
It should be noticed that Eq. 36 agrees with Eq. 30 and might, in fact, 
have been obtained directly from that equation. Furthermore, the 
derivation of Eq. 30 is more general than that of Eq. 36 because it 
does not involve the assumption that the electric field is uniform. 
The speed with which the particle strikes the plate is 


[38] 


and the kinetic energy of the particle as it reaches the plate is 

\mv* = -Qe b , [39] 

which is the decrease in the potential energy of the particle that occurs 
as the particle moves across the tube. Thus, the increase of kinetic 
energy of the particle equals the decrease of potential energy and, in 
accordance with the principle of conservation of energy, the total 
energy of the particle is constant. 

The time of transit from the cathode to the plate is obtained 
through solving Eq. 35 for / when x equals d , and is 



Alternatively, dividing the total distance traveled by the average 
speed will give this time of transit. Since the acceleration in the 
uniform field is constant and the particle starts from rest, the average 
speed is just half the final speed, and thus the same value for the 
transit time is obtained. 

If e b and Q are positive, negative values are obtained for v and x in 
Eqs. 34 and 35, and an imaginary value is obtained for v in Eq. 36. 
These apparently absurd results are explained by the physical fact 
that a positively charged particle will not leave a negative electrode to 
approach a positive electrode. If, however, the charged particle is an 
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electron or other negatively charged particle, Q is itself negative; and 
if e b is positive, v is real, x is positive, and the equations describe 
correctly the movement of the electron toward the plate. 

3b. Uniform Field; Initial Velocity in the Direction of the Field. In 
some electronic devices the charged particles cannot be considered to 
start from rest at the cathode. Consideration of the initial velocity at 
the cathode is required, for example, in an analysis of the motion of 
an electron in a vacuum diode, as discussed in Ch. II, or in a multi¬ 
electrode device in which an electron set free at one electrode acquires 
a velocity by moving through a potential difference between one pair 
of electrodes and then enters the electric field between two other 
electrodes. 

If a particle starts from the origin at the cathode in Fig. 2 with an 
initial velocity that is in the direction of the field and has a magnitude 
v k , then, x, y } z, dy/dt, and dz/dt are zero when t is zero, but dxfdt 
equals v k when t is zero. The equations of motion obtained by 
integration of Eqs. 23, 24, and 25 are then 


d 2 x Q e b 

dt 2 md ' 

[41] 

S~25'+'- 

[42] 


[43] 

y = o, 

[44] 

z = 0 . 

[45] 


The speed with which the particle strikes the plate, v pt may be 
determined through application of the principle of conservation of 
energy. Accordingly, the kinetic energy of the particle as it strikes the 
plate equals the sum of the initial kinetic energy and that acquired 
from the field. Thus, 

\mv 2 = -Qe b -f \mv 2 , [46] 

whence 

V ’ = J~^ + V **- [ 47 J 

The time of transit from cathode to plate, l t „ is the ratio of the 
distance to the average speed. Since the acceleration is uniform the 
average speed is the average of the initial and final speeds. Hence, 

2d 
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3c. Uniform Field; Any Initial Velocity. If in the tube of Fig. 2 the 
initial velocity of the particle is considered to have an arbitrary 
direction, and if for further generality the origin of co-ordinates is sup¬ 
posed to have any location, the general equations for a charged 
particle moving in a uniform field aligned with the x axis are obtained. 
Under these generalized boundary conditions Eqs. 17, 18, and 19 yield 
by integration 

[49] 


d JL-c 

dt ~ Ct ' 

[50] 


--C 

Jt~ c *• 

[51] 

and 

* = i + c x t + c ,, 

[52] 


y = C 2 t + ^6» 

[53] 


z = C 3 t -f- C 6 . 

[54] 


The constants of integration, C, through C 6 . have values that depend 
upon two sets of boundary conditions, of which each set is expressible 
in terms of the three co-ordinates; for example, the boundary con¬ 
ditions are often the initial velocity and initial position of the particle. 

Note that the motion of a charged particle in a uniform electrostatic 
field is strictly analogous to the motion of a material particle in a 
uniform gravitational field, since the acceleration imparted to the 
particle by either field is constant. The path of a charged particle, like 
the trajectory of a projectile, is in general a parabola. If the initial 
velocity is in the direction of the field, or is zero, the parabola de¬ 
generates into a straight line. This fact is seen at once if Eqs. 52, 53, 
and 54 are recognized as the parametric equations of a parabola. The 
equations of the parabola may be placed in a more commonly en¬ 
countered form if the co-ordinate axes are so chosen that the x-y 
plane is in the direction determined by the field and the initial velocity, 
and the particle starts from a point in this plane. It is easy to show 
that the motion is then entirely in the x-y plane. The constants C 3 
and C 6 become zero, and the motion is described by the displacements 
x and y. If the value of t given by Eq. 53 is substituted into Eq. 52, 
there results an expression of the form 

x = C 7 y 2 + Ctf + C 9 , 


[55] 
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where C v C t , and C, are constants. This form is recognized as the 
equation of a parabola. 


4. Units for numerical computations; the electron volt 

In the numerical solution of any practical problem involving the 
motion of charged particles in electrostatic and magnetostatic fields, 
the question of the units to be used always arises. Since the motion of 
the particle is essentially a problem in mechanics, it is desirable to use 
a system of units in which measurement of the motion, or the forces 
that give rise to the motion, is convenient, as well as one in which the 
electrical units are of convenient size. The international meter- 
kilogram-second (mks) system provides such units, and all the derived 
equations in this book hold when numerical values substituted into 
the equations for the quantities involved are expressed in the mks 
rationalized system or any other self-consistent rationalized system 
of units. However, with minor alterations* the equations also hold 
for any self-consistent unrationalized system, such as the cgs absolute 
electromagnetic (aem) system or the cgs absolute electrostatic (aes) 
system. These systems have been, and still are, used frequently in the 
literature of electronics, and familiarity with the commonly en¬ 
countered conversion factors for converting from one system to 
another is desirable. A table of conversion factors is given in 
Appendix B. 11 

For illustration, consider the expression 

F = £Q = ma. [56] 


In the three previously mentioned systems of units this equation may 
be written in the following three ways: 


For the mks system, 

[^Lnrfoiu = [<§!•<*//< per meter [*?lfou/oW>* = [ m ]l,logram, WmHert per tec per see- 

For the aes system, 

[ F]</ynes ~ [Qitaliolls per em[Q]*tate<rulombs = [ m \ram*\ a ]em per see per see- 


[57] 

[58] 


* See Appendix B for an explanation of the distinction between rationalized and 
unrationalized units. Substitution of e t H4n) for f r and Z>/(4 tt) for I) are the only 
changes necessary to convert the particular equations included in this book into the 
form for which unrationalized units are applicable. Only equations that involve e, and 
D explicitly need be changed. All others are suitable for either rationalized or un¬ 
rationalized units. 

11 See also E. E. Staff, M.I.T., Electric Circuits (Cambridge, Massachusetts: Tho 
Technology Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940), 754-756. 
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For the aem system, 

[F]dvm, = [S]flto)/{, per an [Qiabeoulombi = \. m \rami Wcm per $ec per $ee- 

In Eqs. 57, 58, and 59, the units appended to the brackets around the 
terms are the three sets of units in which the quantities within the 
brackets may be expressed. 

Frequently the quantities involved in a problem are known in a 
mixed system of units, and often the result is desired in another system 
of units. For example, electrical measuring instruments usually indi¬ 
cate potential differences in volts and currents in amperes, which are 
in the mks system. However, in electronic work some quantities, 
such as force and length, are often expressed in the cgs system, where 
the unit of force is the dyne and the unit of length is the centimeter. 
When the data are known in a hybrid system, conversion factors 
must be used before a useful numerical result can be obtained. 

To illustrate the use of conversion factors, assume that the field 
intensity & is given in volts per centimeter, and the charge Q is 
given in coulombs. It may be desired to know the force F in dynes. 
Any convenient form of Eq. 56 involving units in which quantities 
are known or desired may be chosen as a starting point; for instance, 
Eq. 58 may be chosen as one containing the dyne. Thus 

[&hpne t = Ltafraft* per em\Q Jrfafr oulombt • [00] 

Any change in the units used for a quantity within a bracket, such 
as F } <§, or Q, can be made, provided the proper conversion factor is 
also included so that the units of the whole quantity within the 
bracket are not changed. For example, 

X 3Q0] ^ J^coulomb. X 3 X 1 [ 61 ] 

The names of the units outside the brackets can be dropped when new 
units are chosen for the quantities within the brackets, and the con¬ 
version factors can then be combined, giving the desired equation, 

[F) d¥net = [SLfc ^ on [Qlon'ornb, X 10’. [62] 

While at first sight this method may seem lengthy, it is sound and is 
often useful, especially when a number of quantities are involved and 
several of them must be converted to different units. 

Publications in the field of electronics frequently use these mixed 
systems of units; hence, conversion factors of 10 7 , 10 8 , and 10 9 are 
often encountered in the equations. Consistent systems of units, 
however, are used for derived equations in this volume, except as 
specifically noted. 
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When the value for the ratio of the charge to the mass of the electron 
given in Eq. 3 is substituted in Eq. 30, the speed of an initially station¬ 
ary electron is given in terms of the potential difference through 
which it moves, as 

v = 5.94 x 10 s VE meters per second, ►[63] 

where E is in volts. This equation holds only for speeds small com¬ 
pared with that of light. The energy of the electron is then 

i my = EQ. [64] 

= 1.60 x 10" 19 x E joule. [65] 

Since for reasonable values of voltage the energy of the electron is 
extremely small, and since its energy is directly proportional to the 
^potential difference through which it moves, it is convenient and 
customary to adopt as a unit of energy the electron volt, abbreviated 
to ev, which is the kinetic energy that an initially stationary electron 
acquires by moving through a potential difference of one volt. Thus 

1 ev = 1.60 x 10- 19 joule. ►[**] 

The electron volt serves as a convenient unit of energy for calculations 
involving the charge of an electron just as the joule, which might be 
called the coulomb volt of energy, serves for calculations involving 
coulombs of charge, or involving amperes. 


5. Deflection of the electron beam in a cathode-ray 
tube 

One application of the analysis of the behavior of charged particles 
in an electrostatic field is in some types of electron-beam tubes. As a 
class such tubes include devices for many different purposes, as sum¬ 
marized in Fig. 3. They find extensive application, especially in tele¬ 
vision, 12 radar, 13 and in experimental studies of time-varying pheno¬ 
mena. 1 * The oscilloscope tube in particular is indispensable for the 

” V - 7 ^Z yk ! n and G - A< Morton - Television (New York: John Wiley & Sons, Inc., 
1940); D. G. Fink, Television Engineering (2nd ed.; New York: McGraw-Hill Book 
Company, Inc., 1952); Scott Helt, Practical Television Engineering (New York: Murray 
Hill Books, Inc., 1950). J 

'2'/' R J d r Ur ' f! t0r - RldaT Sy) ' em Entering, Massachusetts Institute of 
Technology Radiat.on Laboratory Series, Vol. 1 (New York: McGraw-Hill Book Com- 

Company'lnc., iwj F, " k ’ ^ < New York: McGraw-Hill Book 

Books t R 1Z\ J r2£r ^ ^ U3tS (Xew York: M»™y Hill 



classification of radio beam-forming electron tubes 



General classification of electron-beam tubes. (This chart is taken from “Standards on Electron Tubes: 
Definitions of Terms, 1950/’ I.R.E. Proc .. 38 (1950), 428, with permission.) 
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study of cyclic and repetitive transient phenomena in the audible- and 
low radio-frequency range. High-speed oscilloscopes are available for 
the study of nonrepetitive transient phenomena having durations as 
short as a few millimicroseconds. 

A photograph of a typical cathode-ray oscilloscope tube and its 
internal structure is shown in Fig. 4. The essential elements in this 



Fig. 4. Typical cathode-ray tube with electrostatic focusing and deflection. 
(Courtesy Allen B. DuMont Diltortilarics, Inc.) 


1. Base 

2. Heater 

3. Cathode 

4. Control grid ( 0) 

5. Pre-acfcclcratingelectrode (con¬ 

nected internally to A z ) 

6. Focusing electrode (.4 4 ) 

7. Accelerating electrode (.4 2 ) 

8. Deflection plate pair (D 3 D 4 ) 

9. Deflection plate pair (D 4 D 2 ) 


10. Conductive coating (connected in¬ 

ternally to .4 2 ) 

11. Intensificr gap 

12 . Intensificr electrode (.4^) 

13. A 3 terminal 

14. Fluorescent screen 

15. (letter 

16. Ceramic gun sup|x>rts 

17. Mount support spider 

18. Deflection plate structure support 


tube are as illustrated in Fig. 5. They comprise: (a) a source of elec¬ 
trons, usually a heated cathode: (b) an arrangement of electrodes 
termed an electron <jun, which serves to attract the electrons from the 
cathode, to focus them into a fine pencil or beam of rays, and to 
project them from the cathode down the major axis of the tube (hence 
the name cathode ray); (c) an arrangement of electrodes called de¬ 
flecting plates, or of coils, as is discussed in Art. 7b. located bevond 
the gun and used to deflect the electron beam; and (d) a target or 
screen placed in a plane substantially perpendicular to the axis of the 
gun and coated with a phosphor such as willemite. calcium tungstate 
or zinc silicate, which becomes luminescent when struck by the 
electrons. The whole assembly is enclosed in a glass or metal container 
having a glass window, and the container is evacuated to a pressure 
oi about 10” 9 atmosphere. 
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Electrons emitted by the hot cathode k arc accelerated toward the 
final anode p of the electron gun under the influence of the field estab¬ 
lished by the anode-to-cathode voltage E b . In the very simple electron 
gun of Fig. 5 this anode is shown as a disc with a hole in its center. 
Although some of the electrons strike an electrode in the gun and 
return to the cathode through the source of E b , many of them emerge 
from the gun as a fine pencil of rays. In the absence of a voltage e d 



Fig. 5. Electrostatic deflection in a cathodo-ray tube. 


between the deflecting plates d. the region beyond the gun is essentially 
field free by virtue of the shielding effect of the metal container or of a 
conducting film on the inside of the glass container. The electrons 
then pass down the axis of the tube through the field-free space and 
strike the screen s at the point R with substantially the velocity they 
had on leaving the gun. (Secondary-emission phenomena invalidate 
this statement when E b is below about 100 volts or above about 
5,000 volts, the exact values depending on the screen material. 15 See 
Art. 12, Ch. II. for further discussion of this limitation.) 

Since the initial velocity of the electrons as they leave the cathode 
corresponds at the most to one or two electron volts (see Art. 5, Ch. V), 
the velocity v p of the electrons that emerge from the gun is practically 
that corresponding to the change in potential energy E b Q e . Thus, 
from Eq. 30, 



11 W. B. Nottingham, “Electrical and Luminescent Properties of Phosphors under 
Electron Bombardment,’V. App. Phys., 10 (1939), 73-82. 



Art. 5] 


DEFLECTION IN A CATHODE RAY TUBE 


23 


When a voltage is applied between the deflecting plates, the elec¬ 
trons acquire a velocity.component v d perpendicular to the axis of the 
tube as they pass through the field in the region between the plates. 
Instead of striking the screen at the point R . they now strike it at 
some other point, say S. On the assumption that the fringing of the 
field at the edges of the deflecting plates can be neglected and that 
the plates are parallel to the axis of the tube, the field between the 
plates is uniform and perpendicular to the axis of the tube, and a 
relation can be found for the deflection d s of the spot in terms of the 
anode-to-cathode voltage E b , the deflecting voltage e d , and the 
dimensions of the tube and electrodes. 

The axial velocity component v p of the electron is unchanged by the 
deflecting field, because the field acts in a direction perpendicular to 
the direction of that component. The time required for the electron 
to pass through the deflecting plates is therefore 

t d = llv, , [68] 

where l is the length of the deflecting plates. During this time the 
electron experiences a constant sidewise acceleration given by 
where d is the separation of the deflecting plates. Since 
this acceleration is constant, the electron acquires a component of 
velocity v d perpendicular to the axis of the tube given by 




m t v p d ' 


[60] 


Because of the uniform acceleration, the electron describes a parabolic 
path, and it emerges with the speed 


v = vV + v d 2 . [70] 

After the electron leaves the region between the plates, its path is a 
straight line, since it is assumed then to be in a field-free space. If the 
straight-line path is projected backward, it can be shown to pass 
through the point 0 at the center of the plates. Then, by similar 
triangles, 


where l s is the distance from the center of the plates to the screen 
Substitution of Eq. 69 in Eq. 71 gives 
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and elimination of v p by means of Eq. 67 gives 


d. 


hlii' 

2 ’ d E„ ' 


[73] 


The sensitivity of the tube with respect to the deflection voltage is 
therefore 


Electrostatic deflection sensitivity = — =-1 . ►[74] 

2 d Aj 

Since only the ratios of lengths and voltages are involved in Eq. 74 , 
the equation holds for any units of length or voltage, provided corres¬ 
ponding quantities are measured in the same units. The sensitivity is 
evidently decreased as the accelerating voltago E b is increased. 

Often another set of deflecting plates is provided, these plates being 
so located along the axis of the tube that they deflect the spot as a 
function of a second deflecting voltage in a direction perpendicular 
to the deflection caused by the first set of plates. The path of the spot 
on the screen is then a function of the two deflecting voltages. If an 
unknown transient voltage is impressed on one set of plates, and a 
voltage of known waveform is impressed on the other, the path of the 
spot is a curve giving the unknown voltage as a function of the known. 
For example, one voltage may be made directly proportional to time, 
"hereupon the path of the spot delineates the waveform of the second 
voltage as a function of time, and the tube may serve as an oscillo- 
scope. 

For the tube to be useful, the path of the spot must be visible or of 
such a nature that it can be photographed. Hence the anode-to- 
cathode voltage E b must be large in order to transmit sufficient energy 
to the phosphor to make its luminescence visible or sufficiently bright 
to be photographed. On the other hand, the deflection sensitivity of 
the beam decreases as E b is increased, and a compromise between 
sensitivity and luminosity must therefore be made. As a rule, the 
observation or recording of transient phenomena of short duration 
requires a large anode-to-cathode voltage and a consequent sacrifice 
of sensitivity. 

In the foregoing analysis, it is assumed that the deflecting voltage e d 
is constant; yet the real utility of the cathode-ray tube is in the study 
of phenomena involving a time variation of e d . If the speed of the 
electrons is so great that the deflecting field does not change appre¬ 
ciably while each electron moves through it, the deflecting field is 
essentially an electrostatic field for each electron in the beam. How¬ 
ever. although the electron is a very agile particle and the component 
of velocity v p is large, the time variation of e d is sometimes so rapid 
that, during transit through the region between the deflecting plates, 
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the electron experiences a time variation of the deflecting field that 
is not negligible. In such circumstances the position of the spot on 
the screen is not a direct indication of the instantaneous phenomena, 
because the component of velocity v d acquired by the electron is not 
the result of a single value of the deflecting voltage. 

A guide to the conditions for which the electron velocity is im¬ 
portant may be obtained from a numerical example. Suppose the 
accelerating voltage in the electron gun. E b , is 1,000 volts and the 
length / of the deflecting plates is 0.02 meter. The speed of the 
electrons as determined from Eqs. 3 and 67 is 

Vp = V'2 x 1.76 x I0 11 x 10 3 = 1.S7 x 10 7 meters per second, [75] 

and the time required for the electron to travel the distance / through 
the deflecting plates is 

/ = ——- = 1.07 x 10~ 9 second. [76] 

1.87 X 10 7 

Although this time may at first appear to be small, it is not small com¬ 
pared with the duration of 10" 7 or 10~ 8 second observed for many 
transient electrical phenomena, or the period of a radio-frequency 
wave used for deflection. Hence it follows that the anode-to-cathodc 
voltage E b must be large not onty to insure a bright spot on the 
screen but also to insure accuracy in the display of phenomena that 
occur in such a short time, for a large velocity v„ and a correspondingly 
short time of transit through the deflecting plates are then required. 16 

The beam in a cathode-ray tube may be deflected by a magnetic 
field instead of an electric field. An analysis of magnetic deflection is 
given in Art. 7b. 

6. Electron optics 

A second application of the analysis of the behavior of charged par¬ 
ticles in electrostatic fields is that of electron optics. The requirement 
of a cathode-ray oscilloscope tube as well as certain other electronic 
devices, such as electron microscopes, is that the surface concentration 
of electron current leaving a given plane in the device be reproduced 
on some other plane with a surface magnification greater or smaller 
than unity. Usually the magnification desired is less than unity in 
oscilloscope and television tubes but is greater than unity in electron 

16 F. M. Gager, “Cathode-Ray Electron Ballistics,” Communications. IS (1938), 10; 
H. E. Hollmann, “Theoretical and Experimental Investigations of Electron Motions in 
Alternating Fields with the Aid of Ballistic Models.” I.R.E. Proc., 2<J (1941). 70-79. 
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microscopes. 17 In oscilloscope and television tubes, the magnification 
is desired small in order that the electron concentration on the screen 
be intense and the luminescent spot be small and bright. A small, 
bright spot makes possible greater detail in the figure traced out on 
the screen and hence permits greater resolution of the data in electrical 
transient studies. In the electron microscope, the magnification is 
desired large for the same reason that it is desired large in optical 
microscopes. 

Considerable attention has been given this problem during recent 
years, with the result that a new branch of science called electron 

optics 18 has appeared and has 
become of great importance in 
the design of electron micro¬ 
scopes and cathode-ray tubes. 
The term electron optics comes 
from the striking analogy that 
exists between the behavior of 
light when it passes through 
refracting media and the be¬ 
havior of electrons when they 
pass through electrostatic or mag- 
Fig. 6. Electron trajectory illustrating ne tostatic fields. 

the optical analog). As an illustration of this 

analogy, consider that an infinitesimal region separates the two 
equipotential surfaces indicated in Fig. 6. Let the potential of surface 
1 be E x and the potential of surface 2 be E 2 : and let the datum of the 
potentials be the point where an electron that passes through point 
P on surface 1 had zero velocity. When this electron reaches point P , 
its speed is 



If the angle between the path of the electron at P and the normal to 


Equipotential Equipotential 
surface 1 surface 2 



17 R. P. Johnson, “.Simple Electron Microscopes." J. App. Phj/s., 9 (1938), 508-516; 
V. K. Zworykin, "Electron Optical Systems and Their Applications," I.E.E.J., 79 
(1936), 1-10; L. Mart on, M. C. Banco, and J. F. Bender, "A New Electron Microscope," 
RCA Rev., 5 (1940). 232-243. 

18 Several books that include the subject arc: E. Briiche and O. Scherzcr, Qeometrische 
Elektronenoptik (Berlin: Julius Springer, 1934); I. G. Maloff and D. W. Epstein, Electron 
Optics in Television (New York: McGraw-Hill Book Company, Inc., 1938); L. M. Meyers, 
Electron Optics (New York: D. Van Nostrand Company, Inc., 1939); V. K. Zworykin and 
G. A. Morton, Television (New York: John Wiley & Sons. Inc., 1940); V. K. Zworykin, 
G. A. Morton, E. G. Ramberg, J. Hillier, and A. W. Vance, Electron Optics and the 
Electron Microscope (New York: John Wiley & Sons, Inc., 1945). 
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the equipotential surface is denoted by i, the velocity component of the 
electron perpendicular to the equipotential surface is u, cos t. This 
velocity component is in the direction of the electric field at P. Simi¬ 
larly, the velocity component tangential to the equipotential surface 
and perpendicular to the electric field is v l sin i as indicated in the 

When the electron reaches the second equipotential surface its 
speed is 

m 

If the path of the electron where it passes through the second equi¬ 
potential surface makes an angle denoted by r with the normal to the 
surface, the velocity component in a direction perpendicular to the 
surface is v 2 cos r and that tangential to the surface is v 2 sin r. Al¬ 
though in general the equipotential surfaces are curved, they may be 
considered to be parallel planes in the region traversed by the electron 
if they are sufficiently close together. Thus, while the electron is 
passing through the infinitesimal region that separates the two sur¬ 
faces, the velocity component t>, sin i tangential to the surfaces does 
not change, because it is perpendicular to the direction of the force 
exerted on the electron by the electric field. Hence, 


and 


Vj sin i = v 2 sin r, 


[79] 


*i _ sin r _ VEy 
v 2 ~ sin i ~ VJ 2 ' 


[80] 


The angles i and r are analogous to the angles of incidence and re¬ 
fraction in optics, and Eq. 80 is equivalent to Snell’s law if it is con¬ 
sidered that VE x and VE 2 are analogous to the refractive indices r;, 
and rj 2 of the first and second media encountered by a light ray. 

A complication arises when an attempt is made to formulate an 
analogy between light optics and electron optics in an actual problem. 
Instead of the uniform media with well-defined boundaries that are 
used in optical systems, the electric fields established by the charges 
on the electrodes in an electron tube present a continuously variable 
refracting medium for electrons. In most electron-optical systems, the 
field, even though it is a complicated function of the radius and the 
position along the axis, possesses approximate cylindrical symmetry. 
The distribution of such a field is not often readily calculable, but it 
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can often be fpund by an experimental method involving models, 19 
and a point-by-point calculation is then practical for the determina¬ 
tion of the electron’s path. Typical potential distributions for a space- 
charge-free aperture lens and a double-cylinder lens are shown in 
Figs. 7a and 7b. 

A second complication sometimes of importance is that the electric 
field encountered by the particles consists not only of that set up by 
the charges on the electrodes but also of that resulting from the 


Metal diaphragm 

/ Equipotentials 


— To 
anode; 



<a> Aperture lens 


Cylinders 

E t Second anode 



<b» Cylindrical lens* 


Fig. 7. Electron lenses.* 


charges of the particles in the intcrelectrode space. These modify the 
total field to a degree depending on the amount and distribution of the 
charge density in the space. This space-charge effect is frequently of 
appreciable importance near the cathode of an electron tube but is 
usually negligible in other regions. 

The point-by-point solution for the path of an electron in an electron 
tube involves, first, a determination of the electric field intensity £> 
throughout the region and. second, a determination of the motion of 

19 P. H. J. A. Klcynen. "The Mol ion of an Electron in a Two-Dimensional Electrostatic 
Field," Philip< Tech. Her.. 2 (1937). 33.8 345; K. D. McArthur, “Experimental Determi¬ 
nation of Potential Distribution." Electronic*. 4 (June. 1932), 192-194; H. Salinger, 
"Tracing Electron Paths in Electric Fields," Electronic*. 10 (October. 1937), 50-54; 
D. Gabor, "Mechanical Tracer for Electron Trajectories," Nature, 130 (1937), 373; 
V. K. Zworykin and J. A. Rajchman. "The Electrostatic Electron Multiplier,” I.R.E. 
Proc., 27 (1939), 558 566. 

• This diagram is adapted from D. W. Epstein, "Electron Optical System of Two 
Cylinders as Applied to Cathode-Hay Tu»*es," I.R.E. Proc., 24 (1936), Fig. 2, p. 1099, 
with permission. 
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an electron in this field. During the time interval Ain which the 
electron traverses a portion of its path A/j from, say, point P, where 
l equals \ to point P 2 where l equals / 2 , the change in its velocity com¬ 
ponent in the direction of the field is 

Atl =-^6, A[81] 
m e 

where £, is the electric field intensity encountered between P , and 
P 2 , and is assumed to be constant over the interval. If the velocity of 
the electron at P, is resolved into the components v n perpendicular 
and v, parallel to the field, v n does not change during the time 
interval and the speed of the electron at P ? is 

v 2 = Vv,, 2 + (t>, -f At>j) 2 . [82] 

During the interval A/,, the distance the electron moves in the 
direction perpendicular to the electric field is v n A t v and that in the 

direction of the field is v t A/j -|- \ —— Si Af, 2 . Thus the total distance 
moved is 

A/, = J (r, + J ^ A^,») 2 + (v. A/,) 2 . [83] 

The position of P 2 relative to P, and the velocity at P 2 are thereby 
computed. During the next succeeding time interval A/ 2 , the incre¬ 
ment of path A l 2 traversed by the electron may be computed by a repe¬ 
tition of the process; the velocity v 2 is resolved into components along 
and perpendicular to the electric field intensity & 2 encountered 
between P 2 and P 3 and assumed to be constant over that interval. 
By means of this point-by-point method the paths of rays through 
the field can be computed through the use of field plots and compu¬ 
tation charts, and the refractive properties of the field can be deter¬ 
mined. Graphical and machine methods equivalent to the point-by¬ 
point method are also used for a determination of the trajectory. 20 


7. Motion of charged particles in magnetostatic fields 

A charged particle in motion in a magnetostatic field experiences 
a force whose direction is perpendicular both to the direction of motion 
of the particle and to the direction of the field. The magnitude of the 


« V K. Zworykin and J. A. Rajchman. “The Electrostatic Electron Multiplier.” I.R.E. 
Froc., -7 (1939) 5o8-566; J. P. Bleuett, G. Kron. F. J. Maginiss. H. A. Peterson. J. R. 

r " TraCing of E,ectron Trajectories Using the Differential 

Analyzer, I.R.E. Proc., 36 (1948), 69-83. 
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force is proportional to, first, the magnitude of the magnetic flux 
density; second, the charge on the particle; and, third, the com¬ 
ponent of the velocity of the particle that is perpendicular to the 
direction of the field. The relationship among the directions of the 
quantities for a positively charged particle is shown in Fig. 8, where 
F, v, and B are vectors representing the force, velocity, and mag¬ 
netic flux density, respectively. The direction of the force on a 
positively charged particle is the same as the direction a right-hand 
screw having its axis perpendicular to both v and B would advance 
if it wore rotated in the same angular direction that would rotate 
v into B through the smaller of the two angles between those 
vectors. Expressed symbolically, the magnitude and sense of the 
force is given by 

F = BQv sin <j >, ►[ 84 1 

where 

• B is the magnitude of the magnetic flux density, 

Q is the charge on the particle, 
v is the speed of the particle, 

$ is the smaller of the two angles between the direction of the 
magnetic field and the direction of the motion of the 
particle. 

Since sin </> is zero when the charge moves in the direction of the 
magnetic field, the force is then zero; but, when the charge moves in a 
direction perpendicular to the magnetic field, sin <t> is unity, and the 
force is a maximum given by BQv. Equation 84 indicates that for a 
negatively charged particle the sense of the force is negative. In other 
words, the direction of the force is opposite to that of the right-hand 
screw just explained, and is hence opposite to the direction shown 
in Fig. 8. 

Since a current is equivalent to a movement of charged particles, 
the relationship expressed in Eq. 84 should be equivalent to that 
observed experimentally for a conductor carrying a current in a 
magnetic field. The equivalence may be shown as follows. When a 
conductor carrying a current i is placed in a magnetic field of flux 
density B , the conductor experiences a force per unit length given 
by the relation 

F = Bi sin <f> } [85] 

where <j> is the smaller of the two angles between the direction of the 
field and the direction of the current. The direction of this force is 
perpendicular to the plane containing the field vector B and the 
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conductor. This relationship is also illustrated by Fig. 8. An electric 
current in a conductor of small, uniform cross section is equivalent to 
a stream of electric charges moving along the path of the current, all 
with the same speed, and is given by 


% = Qnv, [86] 

where 

Q is the charge on each particle, 

n is the number of charged particles per unit length of the 
path of i, 

v is the speed of the particles, 

nv is the number of charged particles that pass a given cross 
section of the path of i per unit time. 



Fig. 8. Direction of the force 
exerted by a magnetic field on 
a current or a positively charged 
moving particle. 


Fig. 9. Rectangu¬ 
lar co-ordinate 
system for Eqs. 
92, 93, and 94. 


The substitution of i from Eq. 86 in Eq. 85 gives 

F = BQnv sin <f> [87] 

for the force on a unit length of conductor, or the force on n particles. 
Since there is no reason why the force on one particle should be greater 
than that on another, the force on one particle is given by division of 
Eq. 87 by n; whence, 

F = BQv sin <f> [88] 

for one particle, 21 an expression identical with Eq. 84. 


11 This derivation of Eq. 88 from the equation for the force on a current-carrying con¬ 
ductor applies only to the force on a single charged particle moving as a part of a uniform 
stream of charged particles For a discussion of the force on a single moving charge, see 
W. K. Smythe, Static and Dynamic Electricity (2nd ed.; New York: McGraw-Hill Book 
Company, Inc., 1950), 565-567 and 574-576. 
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In the notation of vector analysis. 22 
Eq. 84 is 


the vector force F as given by 


F = <?(v X B), [89] 

and as given by Eq. 85 is* 

F = i x B. [90] 

As a result of the force, acceleration of the charged particle takes place, 
and 


F = ma = Q(\ x B). 


[91] 


In the rectangular co-ordinate system of Fig. 9, Eq. 91 becomes the 
set of three differential equations 


d'x 
dt 2 

d'j! 
dt 2 



►[92] 


►[93] 

_Q\ h d * R rf .'/l 

►[94] 

are the components of the 
• • • _ 

magnetic flux 


uv,,g, v w,v w.icopviimiig mice lu-uruinaie axes, inese equa¬ 

tions are readily derived from the fact that, when the direction of 
motion of the charge is perpendicular to the direction of the magnetic 
field, the force is given by BQv and is perpendicular to these two 
directions as shown in Fig. 8. The foregoing equations hold in any 
consistent system of units. For example, in the mks system the force 
is given in newtons when Q is in coulombs, B is in webers per square 
meter, v is in meters per second, and x, ij , and z are in meters. 

An electric field exerts a force on a charged particle whether the par¬ 
ticle is at rest or in motion, and the force is always in the direction of 
the field. On the other hand, according to Eq. 84 or Eq. 89, a magnetic 
field exerts a force on a charged particle only if the particle is in 
motion and the direction of the motion is not parallel to the direction 
of the field. If a force does act on a particle because of a magnetic field, 


” For un introduction to the cross-product notation, see N. H. Frank, Intrtx/uction to 
Electricity and Optics (2nd ed.; New York: McGraw-Hill Book Company. Inc., 1950), 
107-108. 

* Current is ordinarily defined as a scalar quantity, and current density as a vector. 
Since the current considered here is supposed to be analogous to a stream of charged 
particles, the current-density vector associated with the current crossing a given cross 
section of path is directed along the path at every point on the cross section, and it is- 
therefore possible to define tho vector i whose magnitude is the current, and whose 
direction is that of the current path. 
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the force is perpendicular to the field. Since the force is also perpen¬ 
dicular to the direction of motion of the particle, a magnetic field can 
do no work on the particle. Thus it is not possible for a magnetic field 
to change either the kinetic energy or the speed of a charged particle. 
A magnetic field is capable of changing only the direction of motion 
of the particle. 

In the remainder of this article, the equation for the force on a 
moving charged particle in a magnetic field, Eq. 84 or Eq. 89, together 
with the concept that a magnetic field can change the direction but 
not the magnitude of the velocity 
of a charged particle, is applied to 
determine the path of a charged 
particle in a uniform magnetic field 
for different initial-velocity condi¬ 
tions. 

7a. Circular Path. In Fig. 10 a 
charged particle, assumed to be an 
electron, is projected into a mag¬ 
netostatic field having a direction 
perpendicular to the paper and 
directed into it. The force exerted 
by the field is always perpendicular 
to the direction of motion, and the 
particle therefore follows a curved 
path. The force producing the curva¬ 
ture is 

F = BQv, ►[95] 

where v is the speed of the particle at any point. The acceleration 
caused by this force is, from kinematics, v 2 /r, where r is the radius of 
curvature of the path. By Newton’s second law, 


Boundary-*! 



Fig. 10. Circular path of an elec¬ 
tron that enters perpendicularly 
into a magnetostatic field. 


whence, 


mtr 


F = ma= BQv = — ; 

r 


mu 



[ 96 ] 

[97] 


In this equation v is a constant speed unchanged by the magnetic 
field, and Q and m are constants. If, further, the magnetic flux 
density B is uniform everywhere along the path, the radius is then 
constant and the path is a circle. 

If the particle acquires its speed v from motion through an acceler¬ 
ating electrostatic field of potential difference E. as is indicated in 
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Fig. 10, the speed is given by Eq. 30, and substitution of this relation 
in Eq. 97 gives 



In Eq. 98, Q is negative if the particle carries a negative charge. 
Thus if the particle is an electron, the value of Q,lm e from Eq. 3 may 
be placed in Eq. 98, and the expression for r becomes 


1 / 2 E 

1.76 x 10 n 


VE' 

3.37 x 10 _# - meters, 


►[99] 


where E is in volts and B is in webers per square meter. 

1 he relation given in Eq. 98 may be applied for the experimental 
measurement 23 of the ratio Q/m for electrons or ions. A beam of 
charged particles produced by a “gun” in the form of a filament and 
pierced anode, or by some other suitable source, is directed into a ring- 
shaped tube properly arranged in the magnetic field of Helmholtz coils 
so that the beam is bent in a circle along the axis of the tube. To de¬ 
termine the path of the beam, the charge that impinges on a collector 
electrode located in the tube at a fixed distance away from the source 
of the particles may be measured, sufficient gas may be left in the 
tube to render the path visible through excitation of the gas, or the 
beam may be allowed to fall on a fluorescent or photographic plate. 
The measurements of r, E, and B constitute data for the calculation 
of Q/m. The magnetic field of the earth may contribute to the bending 
of the beam, and this possibility must be taken into account in the cal¬ 
culation unless experimental precautions are taken to counteract it. 

The principle that the radius depends on the mass-to-charge ratio 
of the particle as indicated by Eq. 98 has been applied in a device 
called a mass spectrometer for the identification and separation of 
particles having different values of this ratio. In this apparatus a beam 
composed of a mixture of ions having different ratios of mass to 
charge separates along paths of different radii when it passes through 
a magnetic field. The particle having the desired ratio is then collected 
on an electrode at the terminus of its path. 

Isotopes, which are atoms that have different masses but identical 
chemical properties and are therefore different forms of the same 


“ A - J - Dempster, ' Positive Ray Analysis of Potassium, Calcium, and Zinc,” Phys. 
Rev., 20 (1922), 631-638; F. W. Aston, Mass Spectra and Isotopes (2nd ed.; London: 
Edward Arnold & Co., 1942). 
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chemical element, were first discovered and identified by use of a mass 
spectrometer. Separation of natural uranium to obtain the isotope 
uranium 235 was first accomplished in quantity by application of the 
same principle. 24 

The mass spectrometer also finds wide industrial use as a means for 
locating leaks in vacuum systems. 25 The device is connected to the 
evacuated system so as to sample the gas in it while a small jet of 
rare gas such as helium is passed over the outside surface. Presence 



of that particular gas in the mass-spectrometer indication shows that 
the leak has been reached by the jet. 

7b. Magnetic Deflection in a Cathode-Ray Tube. A magnetic field 
is frequently used as a means of deflecting the electron beam in a 
cathode-ray tube. Usually the magnetic field is produced by the in¬ 
stantaneous current in a pair of coils located near the electron gun 
and oriented so as to direct the field perpendicular to the electron 
path, as is illustrated in Fig. 11 . 

If at any instant the field is uniform between the boundaries indi¬ 
cated and remains constant while the electrons pass through it, the 
beam wh.ch enters the field at A, is deflected to B along a circular 
path, having a radius r. Thereafter it continues along a straight path 

A - AW ”*’ 
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to produce a spot on the screen at the deflected position S. The circular 
path AB subtends an angle 0 at C. The triangle SOR formed by the 
screen, the undeflected path, and the deflected path projected back¬ 
ward to 0 is similar to the triangle BCD because their respective 
sides are perpendicular. Hence, the angle at 0 is also 0, and 


d. _ l 
SO r ’ 


[ 100 ] 


For small values of 0 , point 0 lies at the center of l as is indicated on 
the diagram, and SO is approximately equal to /„ the distance from 
the center point to the screen. When the deflection is small, therefore, 
its value as given by Eq. 100 is 



[ 101 ] 


Substitution for r from Eq. 98 with the values of Q and m for an 
electron gives 


Magnetic deflection sensitivity 


d t 


1 


5=W.Ve,/(2m,)-^,[102] 


where E b is the accelerating voltage in the electron gun. Thus the 
instantaneous deflection is directly proportional to the magnetic flux 
density B , and, in turn, to the instantaneous current in the coils that 
produce the field. 

Note that, for magnetic deflection, the sensitivity is inversely pro¬ 
portional to VT b . For this reason, magnetic deflection is advantageous 
in tubes with high accelerating voltages. It is used extensively in tele¬ 
vision and radar applications. 

Magnetic deflection of the beam through large angles requires a 
more complete analysis than the foregoing because the point 0 is then 
not exactly at the center of the field and the distance SO is not 
closely approximated by l s . In any practical application, however, 
the distance l is indefinite because the magnetic field does not have 
sharp boundaries. Hence, use of a more exact expression than Eq. 102 
is seldom justified. 

7c. Cyclotron. Betatron, and Synchrotron. The angular velocity 
(about the center of curvature of its path) of a particle moving with 
a velocity v along a path of radius of curvature r is 

d0_v 
dt r 


[ 103 ] 
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From Eq. 97, this angular velocity for a moving electron in a magnetic 
field becomes 

- = V - = ?S. ►[104] 

dt r m 

The angular velocity is therefore independent of the translational 
velocity. Thus, a fast-moving particle, which travels in a path of large 
radius of curvature in a given uniform magnetostatic field in accord¬ 
ance with Eq. 97, requires the same time for a complete revolution as 

CYCLOTRON 


BETATRON 


SYNCHROTRON 


To vacuum 
pump 



To radio 
freq. 

oscillator 


Porcelain 

doughnut 


-Ceramic 

doughnut 


Fig. 12. Schematic diagrams of the three principal types of cyclic accelerators 

for elementary particles.* 

does a slow-moving particle, which travels in a path of small radius of 
curvature. 

This principle is applied in the cyclotron , in which it is used to impart 
high kinetic energy to charged particles* Figure 12 shows a sche¬ 
matic diagram of the cyclotron. A short cylindrical tank, cut in two 
along a diameter, forms two metals dees— semicylindrical chambers re¬ 
sembling the letter D in shape. The dees are insulated from each other 
m a vacuum chamber located between the poles of a powerful electro- 

* Th ! 8 di “f am “ ada P ,ed from L A Getting, "Artificial Cosmic Radiation." The 

50 . ,June ' 1948 >' ««• li** « the Massachusetts Institute of 
Technology, with permission. 

”E. 0. Lawrence and M. S. Livingston, "A Method for Producing High-Speed 

HOtTs L S ' W ' 1 , -t 6 l" ° f High V °' ,ageS (Abrt ™ c ‘»'" W (1931 

1707, M. S. Livingston, The Cyclotron,” J. App. Phys., IS (1944) 2-19 1*»8 147- M * 

Livingston, "Partic.e Accelerators," AdnncJZ lolV L^Martiin Pal 

(New York: Academic Press, Inc.. 1948), 269-316. ' ^ 
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magnet weighing many tons in most cyclotrons, and the direction of 
the magnetic field is perpendicular to the semicircular faces of the dees. 
A high-frequency oscillator is connected to the dees, and a source of 
charged particles such as protons or deuterons is provided near their 
center as shown on the diagram. When a charged particle leaves the 
source it is accelerated into the dees in one direction or the other by 
the electric field set up by the oscillator. Inside the dees, the electric 
field is small, because it is concentrated mainly across the gap, and 
the charged particle travels in a circular path at constant speed under 
the influence of the magnetic field. The frequency of the oscillator and 
the magnetic field strength are so adjusted that, when the charged 
particle again reaches the gap, the electric field has reversed. The elec¬ 
tric field therefore gives the charged particle a second acceleration 
across the gap, adding to its speed. The charged particle then travels 
a path of larger radius through the opposite dee, but reaches the gap 
after the same time interval. During this interval the electric field has 
again reversed and is in a direction to accelerate the particle further. 
This process is repeated many times until finally the charged particle 
travels in a path near the periphery of the dee. As long as the speed 
of the particle remains so low that the mass stays essentially constant, 
a fixed-frequency oscillator can be used because the time of a revolu¬ 
tion is constant. Subjected to a hundred or more revolutions with an 
increase in speed corresponding to several thousand volts twice each 
revolution, the particles can be given energies corresponding to several 
million volts, yet the voltage of the source need be only a few thousand 
volts. The particles are finally led off through a side tube to a target 
for experimental purposes, such as the nuclear disintegration of 
elements. 

When the speed of the particles such as protons in a cyclotron 
exceeds that corresponding to energies of 10 or 20 million electron 
volts, the mass increases appreciably, and the angular velocity de¬ 
creases as the energy increases. An equilibrium is reached at which 
the particles cross the gaps at essentially the instants of reversal of 
the electric field. The particles then receive no further energy from 
the field and hence travel in a path of constant radius. If the frequency 
is then decreased, however, the radius and the mass continue to 
increase in such a manner as to maintain the equilibrium. A cyclotron 
with such a changing frequency is called a frequency-modulated 
cyclotron or synchrocyclotron , 27 It has produced particles having 
energies of 400 million electron volts. 

17 W. M. Brobeck, E. 0. Lawrence. K. R. MacKenzie, E. M. McMillan, R. Serber, 
D. C. Sewell. K. M. Simpson, and R. L. Thornton, “Initial Performance of the 184-inch 
Cyclotron of the University of California,*’ Phys. Rev., 71 (1947), 449-450. 
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Magnetic induction, rather than a radio-frequency electric field, is 
used for accelerating electrons in a device also illustrated in Pig. 12 
called a betatron. 2 * A changing magnetic flux in it induces a uniform 
electromotive force tangentially along a circular path for the electrons, 
and accelerates them to high energies. The electrons are held in an 
orbit of fixed radius by a second changing magnetic field located at 
the orbit but perpendicular to it. The flux density of the second field 
is maintained equal to one-half the average flux density inside the 
orbit. An evacuated annular chamber in the shape of a hollow dough¬ 
nut surrounds the circular path. The magnetic flux for inducing the 
electromotive force along the path is produced in a laminated steel 
electromagnet by an alternating or pulsed power source, and the 
second magnetic field for guiding the electrons is produced in an air 
gap in the same or a different electromagnet excited by the same 
source. Bunches of electrons released in the chamber in synchronism 
with the supply travel many times around the chamber, and gain a 
few hundred electron volts of energy each time around. Finally the 
magnetic field is suddenly altered so as to cause the electrons to 
emerge with energies of more than 100 million electron volts. 

The synchrotron 29 shown in Fig. 12 is a particle accelerator that 
utilizes some of the principles of both the cyclotron and the betatron. 
For accelerating electrons, the machine first acts as a betatron while 


imparting an initial energy to the electrons. After they reach energies 
of a few million electron volts, so that their speed is near that of light, 
additional energy is given them by a radio-frequency electric field 
existing between electrodes situated along their path in the doughnut- 
shaped chamber. The frequency of the electric field can be constant 
because the electrons continue to travel at essentially the speed of 
light despite further increase in energy. Thus their angular velocity 
around the center of their orbit is essentially constant. The guiding 
magnetic field at their orbit must continue to increase in proportion 
to their mass, however. Increase of the magnetic field inside the orbit 
is no longer necessary once the betatron action is complete, hence the 
steel inside the orbit may be allowed to saturate magnetically. The 
weight and cost of the machine may therefore be reduced below the 
corresponding values for a betatron. Electron energies of more than 
300 million electron volts are produced by electron synchrotrons. 

Wimu « *« ’ cu C 1° ratl0n > ° f EleCtr0,,S by Magne,ic ““rfion" Ph*. Ife 

pJrtmn A f 1 f ? ° n W - F - Wesfen<| orf. “A 100-Million Volt Induction 
Electron Accelerator, J. App. Phys., 16 (1945), 581-593. 

U ? *r,- Ieth0d ° f Acceleration of Relativistic Particles.- J. Phys. 

£fofTs e r erat0r ’ :,E ^ McM^f ‘The 

Or g n of the Synchrotron,” Phys. Rev., 69 (1946), 534. 
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A synchrotron for accelerating protons must include a changing 
radio frequency as well as a changing magnetic field at the orbit, 
because an auxiliary means for accelerating protons to speeds near 
that of light before injection for synchrotron action is not available. 
Increase of the frequency by a factor of ten while the guiding magnetic 
field increases from zero to about 10,000 gausses is expected to produce 
proton energies of several billion electron volts. Such a proton synchro¬ 
tron 30 is hence also known as a bevatron from the initials bev for billion 
electron volts. 



Fig. 13. Helical path of a moving electron in a uniform 
magnetostatic field. 

7d. Helical Path. In each of the foregoing illustrative examples a 
charged particle moves in a direction perpendicular to that of the mag¬ 
netic field. If the particle has a constant speed but does not move 
perpendicularly into the magnetic field, it describes a helical path. 31 
This is shown in Fig. 13, where a particle, assumed in the figure to be 
an electron, starting from the origin has a velocity v, which, at the 
initial instant, lies in the y-z plane and makes an angle with the 
z axis. Since Q is negative for this diagram, the angle </> on it has the 
same significance as that between the magnetic flux density B and 
Qy on Fig. 8. The component of velocity of the particle parallel to the 
field and along the z axis, v cos <f >, is unaltered by the field. Hence the 

50 M. S. Livingston, J. P. Blewett, G. K. Green, and L. J. Haworth, “Design Study for 
a Three-Bev Proton Accelerator,*’ R.S.I., 21 (1950), 7-22; E. J. Lofgren, “Berkeley 
Proton-Synchrotron,” Science, 11 (March 25, 1950), 295-300. 

11 H. Busch, "Eine neue Methode zur e/m Bestimmung,” Phys. Zeits., 23 (1922), 
438-441; H. Busch, “Berechnungder Bahn von Kathodenstrahlen im axialsymmetrischen 
elektromagnetischen Felde,” Ann. d. Phys., 81 (1926), 974-993. 
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particle continues to move in the direction of the z axis with a speed 
v cos (f>. However, the velocity component v sin <f> gives rise to a force 
on the particle, and, although the magnitude of this component 
remains constant, its direction is altered continuously. By Eq. 97, the 
projection of the path in the x-y plane is a circle whose radius is 


r 


mv sin <f> 


The time of one revolution of the projection is 


2nr 2irm 

v sin <f> BQ ' 


►[105] 


[106] 




(b) End view of paths 


Fig. 14. Focusing by a longitudinal magnetic field. 


The superposition of the uniform circular motion in the plane normal 
to B and the uniform translational motion parallel to B is the con- 
ltion for a helical path. The vertical distance covered in one revo¬ 
lution is the pitch of the helix, which is given by 


Pitch = t 0 v cos * = fgy 008 * 

BQ 


►[107] 


7e. Magnetic Focusing. The helical paths described above are some¬ 
times utilized for focusing cathode-ray tubes and high-voltage x-rav 

let*' “fIZ ST 1 ° f l, 1 ' 6 traject0nes in some ma gnetic electron 
g T , S *° WS the method of focusin g a divergent beam of 
electrons produced by an electron gun. The divergent electrons in the 

Snv the If X 7^1 ^ by the magnetic field directed 
along the ax.s of the tube. The electrons follow paths whose pro 

jections on a plane perpendicular to the axis of the tube are circles 

Inr,mO),m7 2 k oVjD G » A ' MOr Tr T :‘~ (NeW York: John "'Uey * Sons. 
(1931), 685; and 42 (1932), sscT™ “ " “ Electron Lenses -” «*»• »«., 38 
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that pass through the axis, as is shown in Fig. 14b. The time of a 
revolution is independent of the angle of divergence, and, if this angle 
is small enough for its cosine to be essentially unity, all the electrons 
have the same translational velocity parallel to the axis of the tube. 
Thus all the electrons are at the same phase of their revolution at 
any distance from the source. By adjustment of the magnetic field, 
which may be produced by a solenoid, all the electrons can be allowed 
to complete one or any integral number of revolutions during their 
travel down the tube, and they then focus at the screen. 


8. Motion of charged particles in concurrent electro¬ 
static AND MAGNETOSTATIC FIELDS 


When electrostatic and magnetostatic fields simultaneously in¬ 
fluence the motion of charged particles, the net force on the particle 
is the sum of the electrostatic and magnetostatic forces which would 
appear if each field acted independently. Both forces may be repre¬ 
sented as vector quantities; hence, in vector notation, the net force is 

F = Q[g + (v x B)] = ma, [108] 

this expression being the sum of Eqs. 9 and 89. On resolution of the 
vectors into components along the axes of the rectangular co-ordinate 
system of Fig. 9, Eq. 108 becomes the set of three equations: 


d 2 x 
dt * 



<Py 

dl 2 



dh 

df* 



R dy 

B -di~ 

*.£]■ 

►[109] 

_ dz 

dx 1 


B 'dt ~ 

B -H\' 

►[110] 

R dl 

B -Tt~ 

b 41 

►[HI] 


These equations completely describe the motion of a particle in com¬ 
bined electrostatic and magnetostatic fields. Their solution, however, 
is a simple one only when special field configurations having symmetry 
are involved. 

Since, as is shown in Art. 7, the component of force on a moving 
charged particle caused by a magnetic field is always perpendicular to 
the direction of motion, the magnetic field cannot alter the kinetic 
energy of the particle. If a charged particle moves in a combined 
electrostatic and magnetostatic field, the changes in its kinetic energy 
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and speed are the result of the electric field alone, and Eqs. 29 and 
30 are applicable just as though the magnetic field were not present. 
The paths in concurrent fields are not, in general, circles, since the 
speed of a particle is altered as the particle moves through the electric 
field. A discussion of several important examples of such motion 

follows. . 

8a. Motion in Parallel Fields. Perhaps the simplest example ot 
motion in combined fields occurs when the fields are parallel. A particle 
liberated with zero velocity is then accelerated along the electric 
field, but experiences no force from the magnetic field, because the 
particle has no velocity component perpendicular to that field. This 


+ B into the page 




X X X X X 


X X X X X 


Fig. 15. Arrangement for measurement of particle velocity. 


situation also holds if the particle has an initial velocity parallel to 
the direction of the fields, but not if the initial velocity has a com¬ 
ponent perpendicular to them. 

If the particle has an initial velocity component perpendicular to 
the parallel fields, the path that results is a “helix” whose pitch 
changes with time as the particle is accelerated in the direction of the 
electric field. The diameter of the “helix,” however, is constant, 
because neither of the fields can contribute energy to the component 
of velocity perpendicular to them. 

8b. Measurement of Particle Velocity. When the electric and mag¬ 
netic fields are perpendicular to each other, several useful forms of 
trajectory arise. One of these forms occurs when part icles (for example, 
the electrons in the beam of a cathode-ray tube) are deflected simul¬ 
taneously by both fields. In Fig. 15 a stream of particles having a 
velocity v enters the evacuated region between the parallel deflection 
plates in a direction parallel to the plane of the plates. A uniform 
electric field intensity g and a uniform magnetic flux density B 
are produced in the region between the plates, and are so oriented that 
they tend to deflect the beam in opposite directions; that is, the direc¬ 
tions of v, B, and g are mutually perpendicular. If the magnitudes 
of the fields are so adjusted that the forces they exert on the particles 
are equal, the particles pass through the region without deflection 
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from their original path. For this condition, 

g<? + <?(vx B) = 0 , [112] 

or 

SQ = QvB , [113] 

since the fields are perpendicular. Hence, 

v = S/B. [114] 

Since <§ and B can be determined, this arrangement of the fields 
provides a method of measurement of the velocity of the particles, and 
it was so used in early experiments on the properties of electrons. 33 


EWtrfKtAtir ficM A i« 



Fig. 16 . A secondary-emission electron-multiplier tube. 

Special precautions are necessary to limit the fields effectively to the 
region between the deflecting plates. 

8c. Secondary ^Emission Electron Multiplier. An important engin¬ 
eering application of a particular form of electron trajectory en¬ 
countered in crossed electrostatic and electromagnetic fields is found 
in an early form of a device called an electron multiplier . M The arrange¬ 
ment of the electrodes and the trajectory of the electrons are shown in 
Fig. 16. The dotted straight lines show connections between the upper 
and lower parallel plane electrodes. The direct-voltage source and the 
voltage divider create an electric field in the tube that tends to 
accelerate electrons from the cathode on the left to the anode on the 
right through the set of plates. An electron emitted by the action of 
light on the photoelectric cathode is drawn toward the first upper 
plate by the electric field. However, a magnetostatic field set up by an 
external coil or permanent magnet is directed perpendicularly to the 
electric field, that is, perpendicularly to and into the page of the 

M J. J. Thomson, “Cathode Hays,” Phil. Mag., 44 (1807), 293-316. 
u V. K. Zworykin, G. A. Morton, and L. Matter, "The .Secondary Emission Multiplier 
—A New Electronic Device," I.R E. Proc., 24 (1936), 351-375. 
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diagram. The path of the electron is therefore bent until it hits the 
second lower plate. This plate and all the other lower horizontal 
plates have specially prepared surfaces so that, when one electron 
strikes them with considerable velocity, several electrons are emitted 
by the process of secondary emission discussed in Art. 12, Ch. II. 
These secondary electrons start toward the second upper plate, but 
their paths also are bent by the magnetic field, and they strike the 
third lower plate, where each causes the emission of several secondary 
electrons. This process is repeated in several similar stages down the 
length of the tube, the number of electrons in the path increasing in 
each stage until finally the stream of electrons is made to strike the 
anode and is led to the external circuit. If the ratio of the number of 
secondary electrons that leave a plate to the number of primary ones 
that strike it is d, and if the device has A r stages, the current at the 
anode is <5* v times the current that leaves the photoelectric cathode. 
The current is thereby multiplied in the 
tube. By this means very sensitive photo¬ 
electric devices can be constructed. 

The electric field in the electrode configu¬ 
ration of Fig. 16 is not uniform in magni¬ 
tude or direction; hence an exact derivation 
of the trajectory of an electron is difficult. 

However, the trajectory is somewhat similar 
to that for an electron released with zero 
initial velocity at the negative electrode of 
the parallel-plane configuration of Fig. 17, 
where a uniform magnetic flux density B 

exists in a direction perpendicular to that Fig . I7 . Cycloi(Ial motion 
of the electric field. By adjustment of the in crossed fields, 

magnetic field strength, the electron path 

can be curved to such an extent that the electron does not reach the 
positive electrode. 

The trajectory of the electron in Fig. 17 is conveniently described 
y reference to the rectangular co-ordinate axes x , y , and z oriented as 
shown. Then, if the electrodes are infinite in extent, 



S,= -E/d, [115] 

where E is the potential of the right-hand electrode with respect to the 
left-hand electrode and d is the distance between the electrodes. Also, 


B *= B > [116] 
and ail other components of the crossed electrostatic and magneto- 
sta m fidds are zero. Equations 109, 110, and 111 apply in this co¬ 
ordinate system, and, upon substitution of the above conditions and 
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— ( Qel m e) f° r the charge-to-mass ratio of the electron, they become 

E +R d,J ) 

d 2 y 
dt 7 




[117] 

[118] 


d 2 z „ 
dt 2 ~ 0m 


[H9] 


From Eq. 119 it follows that there is no force on the electron in the z 
direction; hence the electron moves only in the x-y plane. The position 
of the electron may therefore be expressed in the notation of complex 
numbers.* Thus if 

umx+jy, [120] 

Eqs. 117 and 118 may then be combined to express the motion in 
terms of this single variable, for multiplication of Eq. 118 by j and 
addition of it to Eq. 117 give 


whence, 


or 


d'* , - d2 y _ Q. 

dt* + J dt* m. Id B dt +jB dt\' 

d* u _Q. \E 

dt* m, [d +jB dty 


d*u _ Q, du _ Q, E 

dt 2 J m, dt m e d 


[ 121 ] 


[ 122 ] 


[123] 


The solutionf of this differential equation subject to the initial con¬ 
ditions that at 

. du 

t = 0, u = 0, and d = 0 or - = 0, 


is 


dt 

u - i — \ t - i 1 (1 - 

U - J BdV V )\- 


B(QJm t ) 


[124] 

[125] 


* Boldface italic (slanting) type is used for letters denoting complex numbors. 
f This solution may be recognized as similar in form to that for the charge in tho 
problem of an electric circuit containing resistance and inductance in series and subject 
to a suddenly applied electromotive force E. Thus, if 


T ^ J. P d<i 

L di? +R di 


E, 


the current is 




and by integration, 
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Solutions for the variables z and y contained in u may be obtained 
from Eq. 125 through expansion of both sides into their real and 
imaginary parts. As a first step, the equation may be put in the form 


E 


u = 


BHQJm 


_ (l [126] 

,)d L m t \ 7 J 


Expansion of the exponential term into its equivalent trigonometric 
expressions gives 


u = X + jy 
E 

” B 2 (Q 


-- [ jB—t + (l — cos B — t - j sin /)]. [127] 

Jm e )d [ J m t \ m e m e J J 


This equation of complex numbers is equivalent to two equations of 
real numbers given by equating separately the reals and the imaginaries 
on the two sides of the equation. Thus 


and 


E 

1 - cosfi—<1, 

►[128] 

B 2 {QJm e )d 

m ( J 


E 

B t - sin B —' 1 1. 

►[129] 


m, m t J 


These equations for the components of motion parallel to the x and 
y axes may be recognized as being those for a cycloid. Such a path for 
the electron is shown in Fig. 17. The x co-ordinate of the electron 
always lies between zero and 

2 E 

~BHQjm e )d • 

The y co-ordinate, however, increases continuously with time. The 
average velocity along the y axis is E/Bd. The distance along the 
y axis between the points for which x is zero is 


2t tE 

B 2 (QJm e )d ' 


If d is greater than the maximum x co-ordinate, 


2E 


B 2 (QJm e )d ’ 

an electron cannot reach the positive plate. Therefore, for a fixed 
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separation, a magnetic flux density greater than the critical magnetic 
flux density, 

B 0 = l V 2Em,IQ ,, , [130] 

is sufficient to interrupt the electronic current between the electrodes. 

The relation given by Eq. 130 was used to measure 35 the ratio of 
charge to mass of the particles emitted by the photoelectric effect, 
which were thus identified as electrons. 

Because uniform fields are seldom established with the electrode 
configuration of limited size employed in practical electronic devices, 
the expressions derived above are useful only as a guide to the con¬ 
ditions for critical control or production of the desired paths, such as 
those in the electron multiplier. In the electron multiplier the electric 
field is nonuniform, and the arrangement of the electrodes produces 
longitudinal as well as transverse components of varying magnitude 
with respect to position in the tube. The path of the electrons in that 
device therefore only approximately resembles a cycloid. 

Most present-day electron multipliers do not require an auxiliary 
magnetic field to produce the desired path of the electrons. 36 The elec¬ 
trodes are shaped so that the electrostatic field alone causes the 
electrons to impinge upon the electrodes in succession. Figure 28 of 
Ch. II shows one configuration of electrodes used. Discussion of the 
operating characteristics of multiplier phototubes is given in Art. 13, 
Ch. II. 

8d. Magnetron. Another practical application of the motion of 
electrons in perpendicularelectrostatic and magnetostatic fields occurs 
in an electron tube called the magnetron . 37 Its chief application is as an 
oscillator to generate high radio-frequency power for such purposes as 
microwave radar. 38 In its elementary form the magnetron consists of a 

34 J. J. Thomson. “On the Mosses of Ions in Gases at Low Pressures," Phil. Mag., 48 
(1890), 547-567. 

34 V. K. Zworykin and J. A. Rajehman, “The F.leetrostatic Electron Multiplier,” 
I.R.E. Froc.. 27 (1939). 538 566; C. C. Larson and H. Sulinger. “Photocell Multiplier 
Tubes.” R.S.I., 11 (1940). 226 229; J. S. Allen. “Recent Applications of Electron 
Multiplier Tubes." I.R.E. Froc., 38 (1950). 346-358. 

37 For early work along these lines, see: H. Gerdien, United States Patent, 1,004,012 
(September 26. 1911); A. \V. Hull. “The Effect of a Uniform Magnetic Field on the Motion 
of Electrons between Coaxial Cylinders." Fhys. Rev., 18 (1921), 31-57; E. G. Linder, 
“Description and Characteristics of the End-Plate Magnetron," I.R.E. Proc., 20 (1936), 
633-653. 

3 * G. B. Collins, Editor. Microuttve Magnetrons. Massachusetts Institute of Technology 
Radiation Laboratory Series. Vol. 6 (New York: McGraw-Hill Book Company, Inc., 
1948); K. Ii. Spangenberg, Vacuum Tubes (New York: McGraw-Hill Book Company, 
Inc., 1948). 
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cylindrical anode and a coaxial cylindrical cathode inside an evacuated 
chamber as shown in Fig. 18a. The electrons emitted by the cathode 
are attracted to the anode by the radial electric field set up by an 
external source of voltage connected between the anode and cathode 
If a sufficiently strong longitudinal magnetic field is impressed parallel 
to the axis, the paths of the electrons are curved, and they can be pre¬ 
vented from reaching the anode. The magnetic field is therefore a means 




(c) Id) 

Fig. 18. Electron trajectories in a magnetron. 


of current control. Furthermore, under certain conditions mentioned 
subsequently, the tube may exhibit negative resistance, and the 
magnetron may then be employed in conjunction with a resonant 
circuit to generate oscillations of a very high frequency. 

Electrons that leave the cathode of the magnetron follow curved 
trajectories such as paths 1, 2. or 3 in Fig. 18b for decreasing strengths 
of the magnetic field. The trajectory 2 corresponds to the condition 
that the electrons graze the anode. For magnetic flux densities greater 
than the critical value that corresponds to trajectory 2, the electrons 
miss the anode and are turned back to the filament; for magnetic flux 
densities smaller than this critical value, all the electrons reach the 
anode. A determination of this critical value of magnetic flux density, 
denoted by B 0 , is therefore of interest. 
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In the derivation of the relation involving the plate voltage e bt the 
critical magnetic flux density B 0 , and the dimensions of the tube, it 
is necessary to make certain simplifying assumptions in order to 
obtain a solution with reasonable effort. The tube has cylindrical sym¬ 
metry, and cylindrical co-ordinates can be used to advantage if the 
fringing of the electric field at the ends of the cylinder is considered 
negligible. Accordingly, it is assumed that (a) the effect of the fringing 
of the electric field is negligible, (b) the electrons are emitted from the 
cathode with zero initial velocity, (c) the radius of the cathode is small 
compared with the radius of the plate, and (d) the voltage drop along 
the cathode is small compared with the plate voltage e b . The relations 
derived on the basis of these assumptions are found to be in good 
agreement with the results of experimental measurement of the 
characteristics of such tubes. 

To utilize the cylindrical symmetry, it is convenient to express the 
position of an electron between the filament and anode, say at point P 
in Fig. 18a, in terms of the radius r and the angle 0. The solution is 
independent of z, since the fields are oriented so that the electron 
experiences no component of force along the z axis. The radius of the 
plate is denoted by r p , and that of the cathode by r k , where r k is small 
compared with r p . A solution for the trajectory might be obtained by 
employment of Eq. 108 in cylindrical-co-ordinate form and substi-, 
tution of boundary conditions. However, in the following analysis the) 
relations are built up as they are needed from fundamental physical 
principles. 

For the critical magnetic flux density, the electron grazes the plate, 
and the radial component of its velocity dr/dt is therefore zero when r 
is equal to r p . In order to utilize this important boundary condition, 
the first objective of this analysis is to obtain an expression involving 
dr/dt; and the second objective is to evaluate each term of this ex¬ 
pression for the point on the grazing trajectory at which it touches the 
plate. A critical relation involving the plate voltage e b , the critical flux 
density B 0 , and the dimensions of the tube for the grazing condition 
is thereby obtained. 

The velocity of the electron at any point may be resolved into a 
radial component 


and a tangential component 






[1313 

[132] 


as is shown in Fig. 18c, and the square of the speed of the electron 
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is then 



[133] 


Each term of Eq. 133 may be evaluated for the condition of an electron 
grazing the plate. Because of the boundary condition already stated, 



[134] 


for a grazing electron at the plate, and, from Eq. 30, if the initial 
emission velocity of the electron is neglected, 

V 2 =2 9le b - [135] 

m e 

when the electron reaches the plate. Evaluation of the third term of 
Eq. 133 is then the only remaining step. 

This third term may be determined through equating the torque 
tending to rotate the electron about the axis of symmetry of the tube 
to the rate of change of the angular momentum of the electron about 
the same center. The torque is the result of the radial velocity com¬ 
ponent dr/dt and the magnetic flux density B producing the tan¬ 
gential force BQ t (drjdt) and hence the torque rBQ f (drjdt). The 
angular momentum is the product of the moment of inertia m e r 2 and 
the angular velocity dO/dt, and therefore 



which, upon integration, gives 

m ' rS t = l r ' BQ - + c- t 137 ] 

The constant of integration C may be evaluated from the initial 
conditions. When 

t = 0, r = r k and ^ = 0; [138] 

thus 

C= r k B Q ,. [139] 

and 

dd 1 

mj2 di = 2 BQ ' {T * ~ r ‘ 2) ' [ 14 °] 

For an electron to graze the plate, B must have its critical value 
B 0 and r must be r p . Since r k is assumed to be much smaller than 
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r pt r k 2 may be neglected in comparison with r 2 . Thus, from Eq. 140 
is obtained 



. 1 R Q. r 

~2 B °m/’ 


[141] 


as the value to be used in the third term of Eq. 133 when the electron 
just grazes the plate. 




Fig. 19. Characteristic curves of a magnetron. 


The values from Eqs. 134, 135, and 141 may be substituted into 
Eq. 133 to obtain the relation 


m a 4 \m t J 


or 


B P 




[142] 


[143] 


Q. 


Substitution of the numerical value of — from Eq. 3 yields, in the 
mks system, 

B 0 = 6.74 x 10 _e •— 6 webers per square meter. >[144] 


Equations 143 and 144 give the critical value of the magnetic flux 
density at which the anode current is interrupted as the flux density 
is increased. They show that the current in a tube with a large anode 
radius and small plate voltage may be interrupted by a smaller mag¬ 
netic flux density than for the opposite conditions. Fig. 19 presents the 
general form of the characteristic curves of a cylindrical-anode mag¬ 
netron. The dotted lines indicate the idealized characteristics based on 
Eq. 143; the solid lines the experimental ones. The difference between 
the idealized and the experimental curves results from the influence of 
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Resonant 

Split circuit 



Fig. 20. Magnetron oscillator circuit. 



Fig. 21. Cutaway view showing internal construction of a magnetron 
capable of generating 50 kilowatts of peak power at 3200 megacycles per 
second under pulsed conditions. {Courtesy Raytheon Manufacturing 

Company.) 
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such causes as the initial velocities of the electrons at the cathode, the 
fringing of the electric field, the voltage drop along the cathode, and 
deviations of the cathode from true axial alignment. 

An early form of the magnetron for use as An oscillator to generate 
high-frequency power involves separation of the anode into two 
segments 39 as is shown in Fig. 20. The two semicylinders are con¬ 
nected to the opposite ends of a resonant circuit with a return path 
through a direct-voltage source to the cathode. Frequencies of the 
order of 300 megacycles per second and higher can be generated in this 
way with relatively high efficiency. 

Placing the resonant circuit inside the tube, 40 and increasing the 
number of pairs of anode segments, have made possible production of 
frequencies as high as 30,000 megacycles per second and instantaneous 
power outputs of several million watts. The internal structure of a 
typical magnetron for high-frequency generation is shown in Fig. 21. 
Each slot and associated hole forms a resonant cavity that is excited 
to oscillation by the passage of electrons across its mouth. 

At the high frequencies produced by magnetron oscillators the 
electric field changes in magnitude during the passage of an electron 
from the cathode to the anode. Hence the conditions are no longer 
those of static fields, and the analysis of the behavior of the tubes 
requires that the time variation of the electric field be taken into 
account. Other tubes in which this time variation is important are 
discussed in Ch. IV. 


PROBLEMS 

1. What is the speed of an electron in miles per second after it has moved 
throngh a potential difference of 10 volts? 

2. An electron and another particle, starting from rest, fall through a potential 
difference E in an electrostatic field. The particle has the same charge as the 
electron and 400 times the mass of the electron. 

(a) Is the time of flight of the part icles affected by the distribution of potential 
which they encounter on their journey? 

(b) For a given potential distribution, do the times of flight of the two particles 
differ? If so, by how much? 

(c) What is the kinetic energy of each of the particles at the end of the journey? 

3. Assume the parallel plane plates of Fig. 2 to be large and spaced 1 cm apart 
in vacuum. Instead of the battery shown, an impulse generator with polarity as 

3 * G. R. Kilgore, “Magnetron Oscillators for the Generation of Frequencies between 
300 and 600 Megacycles," I.R.E. Proc., 24 (1936), 1140-1157; L. Rosen, “Character¬ 
istics of a Split-Anode Magnetron Oscillator as a Function of Slot Angle,” R.S.I., 9 
(1938), 372-373. 

40 E. G. Linder, “The Anode-Tank-Circuit Magnetron," I.R.E. Proc., 27 (1939), 
732-738; J. B. Fisk, H. D. Hagstram, and P. L. Hartman, “The Magnetron as a Gener¬ 
ator of Centimeter Waves," B.S.T.J., 25 (1946), 1-188. 
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indicated supplies a potential difference which increases at a uniform rate from 
zero to one volt in 1(H sec. At the end of this time the plates are short-crcmted. 

(a) If an electron is at rest very near the negative plate at the begmnmg of the 
voltage pulse, where is it at the time of short circuit? 

(b) What is the total electron transit time to the positive plate. 

4. Two large plane plates separated by a distance of 1 cm in a high vacuum 

are arranged as shown in Fig. 2. Instead of the battery, square 

wave of voltage having an amplitude of 1 volt and a period of 2 x 10 

impressed between the plates. . . - , G 

If an electron is at rest near the negative plate at the beginning of tho first 

cycle, where will it be at the end of that cycle? 

5. Two large plates separated by a distance d in a high vacuum are arranged as 
shown in Fig. 2. Instead of the battery a voltage source of instantaneous value 

e b = E m cos M + VO 

is applied between the plates. The electric field between the plates is essentially 
uniform at any instant of time. Electrons are emitted from the left-hand plate and 
may be assumed to have zero initial velocity. 

(a) Derive a general expression for the position of an emitted electron with 
respect to the left-hand plate as a function of time. 

(b) Is it possible that some of the emitted electrons may never reach the right- 
hand plate’ Either show that this condition cannot occur, or derive the 
conditions for which it can occur. 

6. An electron is initially at rest at the surface of the left-hand plate of the 
parallel-plate configuration shown in Fig. 2. Instead of the battery a sinusoidal 
voltage sourco having a 1-volt peak value and a frequency of 50 megacycles per 
second is applied to the plates. The voltage is passing through its zero value at the 
instant of application and is increasing in the direction which makes the right- 
hand plate positive. The plates are infinite in extent and are placed 1 cm apart 
in vacuum. 

(a) What is the maximum speed attained by the electron, and at what positions 
does this speed occur? 

(b) What is the speed of the electron at time t equals 2 X 10 -8 sec? 

(c) Describe completely the motion of the electron. 


7. The screen of an electron oscilloscope is 20 cm from the anode. Two electrons 
pass through the aperture in the anode traveling in parallel paths 0.1 mm apart. 

(a) Tho electrons are 0.11 mm apart when they reach the screen. What is their 
transit time from anode to screen? 

(b) If it is assumed that the electrons started from rest at the cathode, what is 
the accelerating voltage of the anode? 

(c) Determine the anode accelerating voltage corresponding to an electron 
separation of 0.101 mm at the screen. 

8. The voltages E Y and E in the diagram of Fig. 22 each have a magnitude of 
100 volts. An electron starts from rest at the left-hand electrode, passes through 
the hole in the center diaphragm, and finally reaches the anode on the right. The 
left-hand and right-hand electrodes are each 1 cm from the centrally located 
diaphragm. 

(a) With what energy in electron volts does the electron strike the electrode at 
the right? 
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(b) On the assumption that the electrodes arc infinite parallel plates, what is 
the time of transit of the electron between the left-hand electrode and the 
diaphragm? 

(c) On the samo assumption, what is the time of transit of the electron between 
the diaphragm and the right-hand electrode? 

(d) If the voltage E is changed to 200 volts, what then is the answor to (c)? 

9. An electron is moving at a speed of 10 8 cm per sec. Through how many volts 
of potential difference must it pass to double its speed? 


-——- E,— - 



f-0 

Fig. 22. Electrode configuration 
for Prob. 8. 



Fig. 23. Electrode 
configuration for 
idealized Barkhausen 
oscillator of Prob. 11. 


10. A cathode-ray oscilloscope is built with a fluoroscent screen deposited on a 
metallic conducting plate. A lead is available from the conducting screen. Three 
different connections are tried as follows: 

(1) The screen is left without connection, that is, insulated from the anode. 

(2) The screen is connected through a high resistance to the anode. 

(3) The screen is connected directly through a low-resistance wire to the 
anode. 

If secondary emission from the screen is neglected: 

(a) How do the velocities of the electrons as they reach the screen differ in the 
three cases? 

(b) Which of the connections should be employed in practical use of the tube? 

11. In a Barkhausen oscillator, the grid of a triode is maintained at a positivo 
potential, and the plate is maintained at essentially the cathode potential. The 
transit time of the electrons in such an electrode configuration is to be found. 

In order to obtain an approximate solution, consider that the vacuum 
triode has parallel plane electrodes as shown in the diagram, Fig. 23, with inter- 
electrode spacings <f, and d 2 , each equal to 1 cm. The plate p and cathode k are 
connected together, and the grid g is maintained at a positive potential of 100 
volte with respect to them. The space charge is negligible, so that the potential 
distribution is an inverted V with its apex at the grid. An electron leaves the 
cathode with zero velocity. It may be assumed that the electron passes freely 
through the grid structure. 
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(a) What time elapses before the electron reaches the anode? 

(b) On the assumption that the grid may be moved with respect to the plate 
' and cathode, show what effect the location of the grid has on the transit 

time of an electron from cathode to anode. Is there a position of the grid 
that gives a minimum transit time? If so, where is it? 

12 Find the electrostatic deflection sensitivity of the cathode-ray tube of 
Fig 6 in volts per centimeter, if d is 1 cm, l is 4.5 cm, and l a is 33 cm, for acceler¬ 
ating voltages E b of 300, 1,000, 5,000, and 10,000 volts. 

13 Electrons accelerated by a potential difference of 1,000 volts are shot tan¬ 
gentially into the interspace between two concentric semicylinders of radii 4 cm 
and 5 cm respectively. What potential difference must be applied between the 
plates to make the electron paths circular and concentric with the plates? 





Fig. 24. Configuration for Fig. 25. Diverging plate arrangement 
Prob. 14. of Prob. 15. 


14. Two large capacitor plates are spaced a distance d apart and charged to a 
potential difference E as shown in Fig. 24. It may be assumed that the field 
intensity between the plates is uniform and that there is no fringing. A stream of 
electrons is projected at a velocity corresponding to an accelerating voltago E 0 
into the electric field at the edge of the lower plate and at an angle 0 with the 
plates. 

(a) Find the relation among the voltages and 0 necessary in order that the 
electrons may just miss the upper plate. 

(b) If 6 is 30°, d is 1 cm, and E is 50 volts, what initial kinetic energy- should the 
electrons in the beam have in order that they may just miss the upper 
plate? Express the result in electron volts and joules. 

A . electron g un shoots an electron horizontally into an electric field estab- 

/hshed by a pair of diverging plane electrodes, with a velocity corresponding to a 
kinetic energy of 400 electron volts, as shown in Fig. 25. At any distance z from 
the origin the electric field intensity is assumed to be given by the following 
approximate expression h 

p 200 

G>» — 4 volts per cm, 

where x is in centimeters, and the field may be considered to be entirely in the 
vert,cal drrect.on and to be directed upward within the space under consideration 
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' Using the axes indicated in the figure, find the equation of the path of the 
electron in the form 

y =/(*)• 

16. The mass of an alpha particle is 7,344 times that of an electron. Its charge 
is twice that of an electron. If its velocity corresponds to a fall through a potential 
of 5 x 10® volts, what magnetic field is required to bend its path into a circle of 
radius 1 meter? 




17. Find the magnetic deflection sensitivity of the cathode-ray oscillograph 
tube of Fig. 11 in centimeters per gauss for accelerating voltages of 100, 1,000, 
5,000, and 10,000 volts. The distance l is 5 cm, and /, is 35 cm. 


18. An electron and an ionized hydrogen atom are projected into a uniform 
magnetic field of 10 gausses. Their velocities correspond to 300 volts, and they 
enter in a direction normal to the magnetic field. 


(a) Find the ratio of the diameters of the circular paths traced by the particles. 

(b) Find the time required for each of the particles to make a complete 
revolution. 



19. An electron oscilloscope (see Fig. 5) is located with its axis parallel to and 
spaced 2 meters from a long conductor carrying direct current. The return con¬ 
ductor for the direct current is very far away, so that the magnetic field from it is 
negligible. The distance l t from the anode to the screen is 50 cm, and the accelera¬ 
ting voltage E b is 1,500 volts. 

(a) What current in the conductor will cause a deflection of 1 cm? 

(b) Is it possible to reorient the tube so that the deflection is zero for all 
values of current in the conductor? 


20. Electrons are projected into a uniform magnetic field of 100 gausses. The 
speed of the electrons corresponds to 300 volts, and the beam makes an angle of 
30° with the direction of the magnetic field. Find the diameter and pitch of the 
spiral path described by the electrons. 


21. It is desired to find some of the relations among the size of a cyclotron and 
the voltage, frequency, and magnetic flux density applied to it. 

In the cyclotron a proton is whirled in a succession of semicircular paths of 
increasing radius, and is alternately under the influence of an electric field which 
imparts linear acceleration and under that of a magnetic field which bends its 
path of flight. As indicated in the plan view of Fig. 12, the electric field lies in 
the plane of the paper and is normal to the magnetic field, which is perpendicular 
to and into the paper. The path of the proton is also in the plane of the paper. 
The magnetic field may be considered uniform in this plane, and its effect within 
the slit between the dees may be neglected because of the narrowness of the slit. 
The electric field, however, may be assumed to exist only in this slit and to be 
produced by an alternating potential difference 

e = E cos lot. 

Owing to the narrowness of the slit, the time of flight of the proton through the 
electric field is small compared to the time it is acted upon by the magnetic field 
alone, so that if the proton is assumed to cross the slit at the times t equals 0, 
tt/co, 2t t/io, etc., the corresponding values of e are +E, - E , -f E, etc. 

(a) Derive the analytic relation between the angular frequency io and the 
magnetic flux density B which must exist in order that the proton may 
cross the slit at the specified time intervals. 
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, e r^rntnn in its final semicircular path is to correspond to 
<b> Sfctaid the magnetic flux density is 1,000 gausses, what will be the 
radius of'the final patfand what must be the angular frequency « of the 


(c) 


?£f .jLtkn of travel of the proton counterclockwise as shown or 


clockwise? , . . 

22 Electrons emerge from a small hole in the anode of a cathode-ray tube m all 
di^iiorlsconUined m a cone of small angle. The acce.eratmg potenfal difference 



Fig. 26. Hollow cylinder of Prob. 23. 


between cathode and anode is 200 volts. The distance from the anode to the screen 
is 20 cm, and the cathode is 5 mm from the anode. 

The tube is placed in a long solenoid of 10 cm diameter having six turns per 
centimeter along its entire length, the tube and solenoid axes coinciding. 

What is the smallest value of current in amperes in the coil that will produce 
a magnetic effect on the beam of electrons sufficient to cause them to focus on a 
spot the same size as the hole but at the screen? 

23. An electron gun directs a beam of 1,000-volt electrons through a hole A in 
the wall of a hollow cylinder 2 cm in diameter, as indicated in Fig. 26. The axis of 
the gun intersects that of the cylinder at an angle 0. The cylinder wall has another 
hole B, removed 90° circumferentially and 5 cm axially from the hole A. 

Determine the angle 0, and the density B and direction of the uniform axial 
magnetic field required to cause the electron beam to emerge from the hole B. 

24. A region in space is permeated by a constant electric field parallel to the 
x axis and a constant magnetic field parallel to the y axis in a system of rectangular 
co-ordinates. 
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If an electron is projected into this space with a finite velocity, what are the 
necessary and sufficient conditions that must be fulfilled if is it to remain 
undeflected? 

25. An electron leaves the origin with an initial velocity v 0 in the positive 
direction along the x axis. There are a uniform electric field of intensity § in the 
positive x direction and a uniform magnetic field of flux density B in the 
positive z direction. 

(a) \V hat differential equations determine the motion of the particle in the x-y 
plane? 

(b) How can these equations be solved? 

20. A magnetron contains an axial tungsten filament of 0.03 cm diameter. The 
plate is a 1-cm diameter right-circular cylinder concentric with the filament, and 
it is 100 volts positive with respect to the filament. A magnetic flux density of 
50 gausses is impressed parallel to the filament. Consider that the potential of all 
parts of the filament is the same and that the lengths of the filament and plato 
are equal and are large compared with the diameter of the plate. 

(a) What is the tangent of the angle between the velocity vector and the 
radius at the point where an electron strikes the plate? 

(b) What is the ratio of the speed with which an electron strikes the plate when 
the magnetic field is on and the speed with which it strikes when the Hold 
is off? 

27. Find the approximate path of an electron emitted from the filament of a 
cylindrical-anode magnetron. The filament radius is r k and is very small compared 
to the anode radius r p . Assume no space charge and assume that the initial 
velocity of the electron at the filament surface is negligible. 
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The dominant concept presented in Chapter I is the relative ease 
and precision with which the motion of a charged particle in free space 
may be controlled. To the imaginative mind this concept, together 
with a recognition of the many and varied trajectories that a particle 
may be made to follow by appropriate location of electric and mag¬ 
netic fields, abounds with engineering possibilities. Since a charged 
particle in motion constitutes an electric current, control of the 
motion of the particle provides a new and effective means of con¬ 
trolling current. The development of many new and unusual devices 
thus is possible through different applications of controlling fields to 
the region traversed by the particles. 

A matter that until now has been given only passing mention is the 
provision of a sufficient supply of charged particles to be controlled. 
The electron oscilloscope, the electron microscope, and a great number 
of other electrostatically or electromagnetically controlled devices, to 
be discussed subsequently, depend for their effectiveness, first, on 
relatively simple means for controlling the trajectory of the charged 
particles and, second, on an adequate supply of particles at the 
electrode where the trajectory begins. 

The current in the devices previously mentioned is seldom greater 
than a few milliamperes, and the electric power involved is usually 
relatively small. In order that the features of the electrostatic or 
electromagnetic control may be applied to large amounts of power, 
a means for liberating charged particles from an electrode at a rapid 
rate is necessary. The factor often limiting the amount of power that 
can be controlled is the liberation of charged particles at an adequate 
rate. Usually the particles of major importance are electrons, and the 
liberation of them is known as electron emission. 

1. Structure of solids 

The several processes by which electrons are liberated from metals 
may be explained in terms of the atomic theory of matter. The essen¬ 
tials of this theory are discussed in this and following articles to assist 
in fitting into an orderly pattern the great number of diverse experi¬ 
mental data about the electrical conductivity of metals and electron 
emission from them. 
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According to present concepts, a metal is regarded as a conglom¬ 
erate of crystals of various sizes and shapes. The crystals are usually 
small, though it is possible to grow single ones to dimensions of several 
inches. Within each crystal the atoms are held by interatomic forces 
in a regular pattern or space lattice whose dimensions can be measured 
by means of x-rays. 

Each atom, in turn, consists of a nucleus surrounded by a dynamic 
array of electrons. The nucleus is a complex particle 1 which, though 
not much larger than an electron even in the heaviest atom, has most 
of the mass of the atom. The lightest nucleus so far discovered is that 
of the common form of hydrogen, which consists of a single proton, 
approximately 1,837 times the mass of an electron and of equal and 
opposite charge. Comparatively stable nuclei exist throughout the 
table of natural chemical elements up to the heaviest, uranium, which 
has an atomic number 92 (indicating that the atom contains 92 elec¬ 
trons) and a nuclear mass approximately 240 times that of a proton, 
or 441,000 times that of an electron. Heavier nuclei, such as pluto¬ 
nium, are produced in nuclear reactions between uranium nuclei and 
elementary particles, but they are not known to exist in nature. 

The electrons in the atom are grouped in a more or less spherical 
distribution around the nucleus. The outermost ones, called the valence 
electrons , determine the chemical behavior of the atom, for they can 
interchange from one atom to another when the atoms are brought 
close together. In a metal, the atoms are closely spaced in a crystal 
lattice, and the valence electrons may move from atom to atom. 
Experiments show that, for every atom in the metal, approximately 
one electron may move about in this fashion; hence some 10 22 elec¬ 
trons in every cubic centimeter are free to move. An impressed electric 
field causes them to move in the direction of the field and constitute 
an electric current. Because of the large concentration of the free 
electrons, the drift velocities, or average velocities of the electrons in 
the direction of the*field, do not exceed a few centimeters per second, 
even when very large electric currents are carried by conductors of 
small cross section. 


2. Electron gas in a metal 

The study of the behavior of the free electrons in a metal and the 
methods by which they may be liberated constitutes a large field of 
investigation in physics at the present time. Though the theories 

1 E. C. Pollard and W. L. Davidson, Applied NucUar Physics (2nd ed.; New York: 
John Wiley & Sons, Inc., 1951); R. E. Lapp and H. L. Andrews, Nuclear Radiation 
Physics (New York: Prentice-Hall, Inc., 1948). 
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cannot be given in detail here, a few of the fundamental concepts 
are helpful in understanding the operation of electronic devices. 

* Consider a single electron in the field of an isolated nucleus. The 
nucleus has a positive charge, and, when the electron is brought near 



Fig. 1. Force on and potential energy of an electron in the vicinity of 

an isolated nucleus. 


it, an attractive force occurs between the two in accordance with Cou¬ 
lomb’s law, 


F = 


where 


ZQrQ' 

4 w v 2 ’ 


X ' 




of 


[ 1 ] 


F is the attractive force, 

Q e is the charge on an electron, 

Z is the atomic number of the nucleus or atom, which is unity 
for hydrogen, 

r is the distance between the nucleus and the electron, 
e v is the dielectric constant of free space. 


This force has radial symmetry about the nucleus and can be repre¬ 
sented as in Fig. 1 . The potential energy of an electron at any point, 
with respect to an arbitrarily assumed zero of potential energy at 
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infinity, is the work required to move the electron from infinity to 
that point, or 


W = 



4 7T£ v r' 



where W is the potential energy of the electron at a distance r from the 
nucleus. This equation also may be plotted as in Fig. 1. The forces near 
a more complex atom can be represented in a similar manner, but the 
mathematical formulation is more complicated, because the atom 
consists not only of a small nucleus but also of a distribution of elec¬ 
trons in the near-by space. 

Next consider two similar atoms close together. The force on an 
electron at any point is the sum of the forces due to the separate 



Fig. 2. Potential energy of an electron along a line through two 

adjacent atoms. 


charges. Between the atoms, the forces on an electron tend to cancel. 
The net force is smaller than before, and for this reason the potential 
energy along a line through the two atoms is also smaller and can be 
represented qualitatively as in Fig. 2. The maximum of the potential 
energy is less than the potential energy at the same distance from an 
isolated atom. 

In a metal, the atoms are spaced closely in a three-dimensional 
crystal lattice, and the potential energy is determined by the charges 
of all the electrons and nuclei. A two-dimensional diagram hence can¬ 
not show the potential energy of an electron at every point in the 
crystal; the potential energy along a line through a row of the nuclei 
of these atoms can, however, be represented as in Fig. 3. Within the 
metal, the potential-energy distribution is a series of humps between 
the nuclei, and at the boundary there is a potential-energy rise. If the 
net charge on the metal is zero, there is no electric field outside the 
metal, and the potential energy rises to a plateau flat to infinity. In 
view of this picture it is difficult to define the “boundary” of the 
metal to an accuracy smaller than the distance between nuclei. Since 
the forces acting on an electron extend some distance beyond the 
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plane defined by the nuclei of the surface atoms, the boundary is not 
sharply defined from an electronic point of view. 

The electrons in an atom have both kinetic and potential energy, 
and they tend to revert to the position of lowest potential energy, 
which is close to the nucleus. Atomic theories predict, however, and 
experiments confirm that only a restricted number of electrons can 
have any particular value of possible total energy. The atom may 
therefore be described as having a number of energij levels which elec¬ 
trons can occupy. All the energy levels have certain features govern¬ 
ing the maximum number of electrons that can be accommodated in 
them. The lower the energy of the level, the more tightly bound is the 
electron. The lowest energy level accommodates only two electrons, 
which are considered to be closest to the nucleus. These two electrons 


Metal 



Fig. 3. Potential energy of an electron along a line through a row 

of atoms in a metal. 


form a shell, which is often described as the innermost or K shell of an 
atom. The next higher group of energy levels, usually known as the L 
shell, accommodates eight electrons, and so on. 2 In the normal state 
of the atom, the electrons always fill the energy levels in the order of 
their energy value until all the electrons are accounted for. This rule 
requires that some levels in one shell be filled before higher energy 
levels in shells interior to it. The outermost shell is often not com¬ 
pletely filled; the extent to which it is determines the chemical valence 
ascribed to the atom. The electrons in this outermost shell are the 
valence electrons. 


Normally the electrons in an atom cannot leave it—they do not 
have enough energy to surmount the potential-energy barrier shown 
in Fig. 1. In a metal, however, the potential-energy barriers between 
the atoms are lowered, owing to their close proximity; and the energy 
of some electrons is sufficient to enable them to move beyond the 
point where they are attracted to what might be called their “parent” 
nucleus. Some of these valence electrons therefore move very freely 
through the lattice in such a.way as always to maintain the time 


*, W ' G : Dow ’ Fundamentals of Engineering Electronics (2nd ed.; New York: John 
Wiley & Sons, Inc., 1952), 564-567. 
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average of the total charge within a region equal to zero. These are the 
free electrons', those that lie in energy levels well below the top of the 
humps and cannot leave their parent atoms are called the bound 
electrons. A superposed electric field caused by a potential difference 
applied between two parts of the metal can cause the free electrons 
to drift through the metal and constitute an electric current. 

The very numerous free electrons move about in the metal with a 
random, chaotic motion, exchanging energy with each other and with 
the atoms in the lattice, which vibrate around their average positions. 
The random velocities of the free electrons have a wide range of values 
and on the average are very much larger than any velocities that 
may be imparted to the electrons by means of an external field. In 
fact, the random current density, or current crossing a unit surface in 
the metal because of random electron velocities, found by counting 
the electrons crossing in one direction and neglecting the equal number 
crossing in the reverse direction, is of the order of 10 13 amperes per 
square centimeter. The exact value depends upon the metal and, to 
a slight degree, upon its temperature. The drift velocities acquired by 
the electrons because of an external electric field constitute only a 
very minor modification of their random velocities. 

Just as the electrons within a single atom must have energies in 
certain energy levels, and cannot have intermediate values of energy, 
the energies that may be attained by an electron within a metal are 
limited. As a group of atoms is brought together to form a metal 
crystal, the energy levels of the individual atoms expand into bands 
of allowed energies separated by forbidden energy intervals. 3 The 
lower energy levels are only slightly affected and become very narrow 
bands separated by wide intervals. The bands nearer the tops of the 
humps in the potential-energy curve are wider; the one in which the 
energies of the valence electrons lie extends from a little below the 
tops of the potential-energy humps to a level several electron volts 
above them. Allowed bands of still higher energy exist, but ordinarily 
only a negligible number of electrons have sufficient energy to occupy 
levels in them. Only a limited number of electrons may have energies 
lying within each allowed energy band. The band is said to be filled, 
or all the energy levels in it are said to be occupied, if as many electrons 
as possible have energies within it. 

The random motions of the valence electrons from atom to atom 
are possible because the band in which their energies lie is in part 

a N. F. Mott and H. Jones. The Theory of the Properties of Metals and Alloys (Oxford: 
Oxford University Press, 1936); F. Seitz, The Modem Theory of Solids (New York: 
McGraw-Hill Book.Company, Inc., 1940); W. Shockley, Electrons and Holes in Semi - 
conductors (New York: D. Van Nostrand Company, Inc., 1950). 
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above the humps in the potential-energy curve. Since in a metal this 
band is not filled, an external field applied to the metal is capable of 
causing a shift in the energy distribution among the electrons in such 
a way that the electrons drift through the metal in the direction of the 
field; thus the electrical conductivity of a metal is obtained. 

In a crystal of an insulator , the band of energy levels corresponding 
to the valence electrons is completely filled at a temperature of 
absolute zero, and a relatively wide gap of forbidden energy values 
exists above it. The net current associated with electron motion is zero 
despite any externally applied electric field because in a filled band 
each electron moving in one direction is accompanied by another 
moving in the opposite direction and with exactly the same energy. 
As the temperature of the insulator is increased from absolute zero, 
the thermal energy tends to induce some of the valence electrons to 
jump the gap of forbidden energy levels and occupy allowed unfilled 
levels above. Under the influence of an electric field these electrons 
could drift and constitute a conduction current. But the conductivity 
of such an insulator is small because the forbidden region is so wide 
that with practical temperatures only a negligible fraction of the 
thermally excited electrons can escape across it. 

/ A semiconductor is a material with an energy-level distribution 
/similar to that of an insulator, but having either a relatively narrow 
/ forbidden energy region or additional allowed energy levels lying in 
the otherwise forbidden region. These additional levels are associated 
with the presence of impurities or with imperfections in the crystal 
lattice of a pure substance. Semiconductors generally fall into one of 
three classes. In an intrinsic semiconductor, the forbidden energy 
region is so narrow that appreciable numbers of thermally excited 
electrons can jump across it. Electric conduction through drift of 
these electrons can then take place if an electric field is applied. 
Furthermore, the vacancies, left in the formerly filled band, called 
holes , can also contribute to the conduction by drifting in an electric 
field just as though they were electrons with a positive instead of a 
negative charge. In an n-type extrinsic semiconductor, also called a 
donor type, impurity or imperfection levels which are filled at a tem¬ 
perature of absolute zero lie near the top of the otherwise forbidden 
region. Upon elevation of the temperature, thermal excitation of 
electrons from these levels into the unfilled band above can cause 
appreciable conductivity. Finally, in a p-type extrinsic semiconductor, 
also called an acceptor type, impurity or imperfection levels which 
are unoccupied at a temperature of absolute zero lie near the bottom 
of the otherwise forbidden region. Electrons thermally excited from 
the filled band into these unoccupied levels leave vacancies or holes 



68 


ELECTRON EMISSION FROM METALS 


[Ch. II 


which can drift in an electric field and constitute a current. A dis¬ 
tinguishing feature of the p-type and n-type semiconductors is that 
the sign of the Hall effect for one is opposite to that for the other. The 
Hall effect is the development of a potential gradient across a current- 
carrying conductor situated in a magnetic field. The direction of the 
potential gradient is normal to the directions of both the current and 
the component of magnetic field perpendicular to the current. Most 
semiconductors have a large and negative temperature coefficient of 
resistivity. 

The picture of the behavior of electrons in a metal presented so far 
is entirely qualitative. For quantitative results, statistical methods 
must be used. In the study of the behavior of a single planet in motion 
about the sun, the positions of both bodies can bo fairly closely speci¬ 
fied at any instant in terms of a system of co-ordinates, and other 
properties such as velocity and momentum can be specified in terms 
of the co-ordinates and time. But when a problem involves a large 
number of particles, such as the electrons in a metal, and the experi¬ 
mental measurements concern the average behavior of very large 
numbers of them, an analytical method is appropriate which leads to 
average values of the properties of the particles and does not even 
consider exact positions and velocities as functions of time. Statistical 
methods are particularly well adapted to the calculation of such 
average values of the properties of great numbers of elementary par¬ 
ticles. Statistical theories that utilize such methods are characterized 
by distribution functions. These functions make possible the calcu¬ 
lation of various distributions—the distribution of particles in space, 
of velocities among the particles, of energy among the particles, and 
of other quantities. 

An accurate determination of such distributions for electrons mov¬ 
ing in a metal would be exceedingly difficult because of the complica¬ 
tions introduced by the nonuniform potential energy of the electron 
within the metal, and because of the restrictions upon the values of 
energy that an electron may possess. An approximation that yields 
very useful results may, however, be obtained through calculating 
instead the distribution of kinetic energies among the electrons 
moving in a space of constant potential. This approximate distribution 
has been obtained by Fermi and Dirac; it takes into account the re¬ 
strictions upon energies of the electrons, as prescribed by the Pauli 
exclusion principle, for electrons in a field-free space. The distribution 
is 


N(W)dW = 


8 rtV'< 


h 3 


Vw 

— w=w , dw . 
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kT 




Art. 2] 


ELECTRON OAS IN A METAL 


69 


where 

W is the kinetic energy of an electron, 

W t is the so-called Fermi level of energy, 

N{ W) is the number of electrons per unit volume per unit range of 
energy, 

T is the absolute temperature of the electrons, 
k is the Boltzmann constant, 4 (1.38047 ± 0.00026) X 10- 23 joule 
per degree Kelvin, 
h is the Planck constant, 
m e is the mass of an electron, 
c is the Naperian base. 


At T equals zero, W t is given by 



h 2 /3n\*'t 

8 m, \ 7 t ) 



where n is the concentration, or number per unit volume, of the elec¬ 
trons. If n is expressed as the number of electrons per cubic meter, 

W, = 3.64 x 10“ 19 n ,/ » electron volts. [5] 


The Fermi level W ( varies with temperature, but the variation is 
small, and the value ip Eq. 5 holds to a high degree of accuracy for all 
temperatures below the melting point of metals. In Eqs. 3 and 4 
h, m„ and k are all universal constants that may be determined by 
appropriate experiments. For example, spectroscopic experiments 
serve well for a determination of h, and k can be determined from the 
study of ideal gases. The concentration of electrons n, however, is a 
specific property of the particular metal and varies from metal to 
metal. It may be determined by experiments on the diffraction of elec¬ 
trons from crystals, but the results have only a fair degree of precision. 

It is well to examine the meaning of the kinetic-energy distribution. 
The quantity N(W)dW signifies the number of electrons in a unit 
volume that have kinetic energies between the values W and W + dW. 
Thus the distribution function N( W) is the number of electrons per 
unit volume per unit range of energy. To give the number that lie in a 
small range of kinetic energies AW, N(W) at the middle of that range 
may be multiplied by AW. If the range A IF is not small, the result 
must be found by integration of N(W) between the limits of the 
range AW. 


pa R ' T;^ rge, u' A NeW TabIe of Values of the General Physical Constants,” Rev. Mod. 
Phya., 13 (October, 1941), 233-239. 
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Although this energy distribution is a relatively complicated ex¬ 
pression, certain facts regarding it when T is zero may be deduced 
rather simply. Inspection of Eq. 3 shows that, when T is zero, the 
exponential term is infinite for W greater than W f , and zero for W less 
than W t . Also, when W is less than \V t , all quantities in the expression 
except the term V \V in the numerator are constant as W varies. A 
plot of the distribution function is therefore parabolic, as in Fig. 4, 
which also shows the shape of the curve for a typical temperature, 
1,500 degrees Kelvin. The number of electrons per unit volume that 
have kinetic energies between any pair of values of W is the integral 
of the function, or the area under the curve, between those values. 
The area under the whole curve is necessarily equal to n, the total 
number of electrons per unit volume. 

Thus, according to the Fermi-Dirac statistics, electrons moving in 
a field-free space have kinetic energies because of the velocities associ¬ 
ated with their temperature, and the 
distribution of energy among the 
electrons depends upon their tem¬ 
perature. Even at the absolute zero 
of temperature, the energy of the 
electrons is not zero but is distri¬ 
buted according to the curve of 
Fig. 4, and the maximum kinetic 
energy possessed by any electron is 
then W t . At higher temperatures, 
more heat energy is stored in the 
electrons, and their average kinetic 
energy is increased. Some of the electrons attain energies greater than 
W t , as is indicated by the second curve in Fig. 4. 

The Fermi-Dirac distribution has been applied by Sommerfeld and 
others to the distribution of kinetic energy among electrons in a metal. 
The result must be regarded as only an approximation to the actual 
conditions, since it is derived on the assumption of a space of constant 
potential, whereas the potential in a metal is known to vary periodi¬ 
cally in space because of the lattice structure of the crystal. Though 
the Fermi-Dirac distribution does not take into account the alternate 
bands of allowed and forbidden energies existing in a metal, the energy 
distribution of valence electrons, whose energies lie in a band extend¬ 
ing above the potential-energy humps, is very similar to that of 
electrons in the field-free space assumed by the Fermi-Dirac distri¬ 
bution. Electrons that have energies well above the tops of the humps 
are particularly little affected in their motions as they pass over the 
peaks and valleys of potential energy. The Fermi-Dirac theory hence 



Fig. 4. Distribution function for 
the kinetic energies of electrons in 
a space of uniform potential. 
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makes possible a good approximation to the kinetic-energy distribu¬ 
tion of those electrons in a metal that occupy the range of energies 
well above the tops of the potential-energy humps. It is a poor 
approximation in the range of energies near the tops of these humps, 
and it is entirely inapplicable in lower energy ranges, where the 
motions of the electrons are very nearly what they would be in isolated 
atoms. Since, fortunately, the phenomena of interest in electron 
emission depend upon the energy distribution in the upper ranges, the 
Fermi-Dirac distribution is useful in studying them. 


3. Work function; electron escape from a metal 

The fact that at normal room temperatures a metal does not lose 
electrons in appreciable quantities is evident, because a metal does not 
become positively charged when standing idle and well insulated. 
According to the theory of behavior of free electrons, the reason for the 
failure of the electrons to escape is the potential-energy “hill” or 
“barrier” at the boundary of the metal as shown in Fig. 3. Practically 
none of the electrons have total energies sufficient to enable them to 
surmount this barrier by changing their kinetic energy to potential 
energy. The barrier occurs because of the lack of symmetry in the 
arrangement of the charges about the positively charged nuclei at the 
boundary of the metal. An electron deep in the metal is surrounded 
by a symmetrical array of positive charges and, on the average, 
experiences no net force in any direction. On the other hand, an elec¬ 
tron that starts through the boundary of the metal finds behind it 
positive charges pulling it back but none pulling it onward. 

The way the potential-energy barrier holds the free electrons in the 
metal despite the fact that they move in all directions with con¬ 
siderable energy may be compared to the behavior of elastic balls 
placed in a dish and agitated with a stirrer at the center. In the 
numerous collisions that occur, some of the balls acquire considerable 
kinetic energy and start up the sloping sides of the dish. However, 
they are held in unless their kinetic energy is greater than the change 
in potential energy represented by the climb up the side. 

</In the metal, the number of electrons capable of passing over the 
potential-energy barrier is indicated by the distribution of energies 
associated with the component of velocity directed perpendicular to 
the boundary of the metal. If a rectangular co-ordinate system is set 
up with the x axis perpendicular to the metallic surface/an electron 

rl , °? ln , etic ener sy K. and \V X associated with its three 
components of velocity along the three axes. For brevity, IV, is called 
the ^-associated kinetic energy of an electron, and W, and W, are 
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similarly named. For an electron to have a total kinetic energy 
greater than the potential-energy barrier is not enough; \V Z , the 
kinetic energy associated with its component of velocity perpendi¬ 
cular to the barrier, must be greater than the potential energy of the 
barrier to make escape possible. 

From the kinetic-energy distribution, Eq. 3, the following expression 
can be derived for the number of electrons d\V x that arrive 

per unit time at a unit surface in the y-z plane with x-associated 
energy in the range from W x to W x + d\V x : 


\r mr \ jnr ImnJcT , Hi lr * , 

dW * = -JT- In (‘ ir +1) dW z L [6] 

The distribution function N x (is sketched in Fig. 5 for tern- 
peratures of zero and 1,500 degrees Kelvin. 

For further discussion of the liberation of electrons from metals, 
the concept of the space distribution of the potential energy of an 

electron in a metal, or near the 
' * surface of a metal, may be combined 

s. with the concept of the ^-associated 

kinetic-energy distribution among 
the electrons within the metal. The 
/i' 500 K combination is made graphically in 

p--S<- 0 K F *g- 6, where the curves of Fig. 3 and 

W ' W ‘ F ‘g- 5 are combined. To make this 
Fig. 5. Distribution function for combination, a common reference 


✓ 1.500 K 

4^-0 K 

W, W ■ 


Fig. 5. Distribution function for 


the ^-associated energy among the level of energy in the two concepts 
electrons that arrive at unit area of must be found. In this connection it 
a boundary in unit time. should be observed that at abs0 , ute 


zero all the energy levels in the band 
ot the valence electrons below a certain level are occupied, and all 
the higher levels in this band are unoccupied. This situation corre¬ 
sponds to the Fermi-Dirac distribution at absolute zero, where electrons 
possess all allowable values of kinetic energy below W, but none above. 
Accordingly, the diagrams of Fig. 3 and Fig. 5 are aligned so that, at a 
temperature of absolute zero, the W, level of the Fermi-Dirac distri¬ 
bution coincides with the highest occupied level in the band of allowed 
energies occupied by the valence electrons. This alignment specifies 
the correct distribution of energies in the range well above the tops of 
the humps-the only range of energies in which the Fermi-Dirac 
distribution is a good approximation. 

<The energy difference between the zero level of kinetic energy and 
the potential-energy plateau outside the metal is called W a , and the 
band of energies between this zero and the Fermi energy level W, is 
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known as the Fermi band.yihe exact location of the kinetic-energy 
zero level is indefinite. It cannot be determined directly, since it lies 
in the poor-approximation range of the Fermi-Dirac distribution. 
Hence no specific potential in the metal can be said to correspond to 
the constant potential of the field-free space. Moreover, the kinetic- 
energy zero level cannot be located definitely by reference to W it since 
the height of W t above the zero level depends upon the effective con¬ 
centration of the electrons, and this concentration is known only very 
approximately. In Fig. 6 the zero level is placed a little below the 



Zero of potential 
energy at infinity 


Fig. 6. Superposition of the potential-energy diagram of Fig. 3 and the 
kinetic-energy distribution function of Fig. 5. 

tops of the potential-energy humps in order that the band of occupied 
levels above it may correspond to the levels actually occupied by the 
valence electrons. Fortunately, the location of this level is not im¬ 
portant in the analysis of the phenomena of electron emission, for, as 
is apparent from the remainder of this chapter, the phenomena of 
electron emission depend not on it but only on the energy difference 
between the W a and the W, levels and the electron energies near and 
above the W i level. 

In order that an electron may escape from a metal, the electron 
must have an ^-associated kinetic energy equal to or greater than K', 
as Fig. 6 indicates. At zero degrees Kelvin, the maximum ^-associated 
energy of any electron is W„ which is less than IF.; hence none of the 
electrons escape at this temperature. The amount of energy IF - IF 
is called the work fu nction of the metal. It may be a function of the 
temperature, ITCKough experiments indicate that its dependence on 
the temperature is comparatively small. At a temperature of absolute 
zero the work function is the smallest amount of energy that can 
enableanjdecfron to escape from the metal; at other temperatures 
the work function is not the smallest amount. If the voltage equivalent 
of the work function is denoted by <f>, then 

^ 4Q. = W a - [7] 

and * in volts is numerically equal to IF. - W, expressed in electron 
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volts. The experimentally measured values of the work function of 
various metals generally lie in the range from one to seven electron 
volts. 


4. Contact difference of potential 5 

The concept of the work function is essential for an understanding 
of the process of liberation of electrons from metals. It is also useful 
in the explanation of the contact difference of potential. If two metals 
of different work function are brought into contact, an electric field is 



(a) 



Fig. 7. Contact potential difference between two unlike metals. 

observed between the surfaces not in contact. The magnitude of the 
field is that which would be produced if the two metal surfaces 
differed in potential by an amount equal to the difference in the work 
functions of the metals. This apparent difference in potential, called 
the contact potential difference of the metals, may be explained in terms 
of an equilibrium among the electrons of the metals in contact. 

When two metals are joined, as shown in Fig. 7a, the potential- 
energy barriers of each disappear at the surface of contact, and elec¬ 
trons flow from one metal into the other because of their kinetic 
energies. If the metals are dissimilar, the rate of flow across the surface 

* W. G. Dow, Fundamentals of Engineering Electronics (2nd ed.; New York: John 
Wiley & Sons, Inc., 1952), 252-254. 
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in one direction will be greater initially than that in the other, even 
though the metals are uncharged. The metal which receives electrons 
at a greater rate, however, quickly acquires a negative charge which 
reduces its potential and sets up a retarding field that decreases the 
tendency for electrons to move in this direction. This reduction in 
potential continues until the rates of electron flow in the two directions 
are equal. At the absolute zero of temperature, this equilibrium con¬ 
dition occurs when the energy levels in the two metals are aligned, 
as indicated in Fig. 7b. From this figure it is apparent that points 
just outside the surface of the two metals differ in potential energy by 
the difference in the work functions and hence differ in potential by 
an amount fa given by 

4>c = 4>\ ~ > K 8 J 

where fa and fa are the voltage equivalents of the work functions in 
the two metals. The potential difference <f> c gives rise to an electric 
field between the surfaces of the metals and is the contact potential 
difference. Notice that an electron just outside a metal of high work 
function has an excess of potential energy and will move toward the 
metal of low work function. Thus the contact potential difference is in 
such a direction as to make the metal of low work function positive 
with respect to the other. At higher temperatures, the equilibrium 
condition of the electrons requires that the contact potential difference 
have a value only slightly different from its value at absolute zero. 

5yTHERMIONIC EMISSION 


. Several different means of giving energy to electrons are available. 
^If, for example, the temperature of the metal is increased, the kinetic 
energy of some of the electrons increases, as is indicated by the distri¬ 
bution of kinetic energies for 1,500 degrees Kelvin in Figs. 5 and 6. A 
sufficient increase of temperature may give some electrons enough 
^-associated kinetic energy to enable them to surmount the potential 
barrier and escape. The liberation of electrons by this process is called 
thermionic emission. Electrons in a metal can also secure the additional 
energy required for liberation from photons of light impinging on the 
surface or from electrons or ions that strike the metal surface from the 
outside. The corresponding names for the electron liberation by these 
two processes are photoelectric emission and secondary emission. A fourth 
means for liberation of the electrons differs from the other three in that 
additional energy is not given to the electrons. Instead, an intense 
surface electric field produced by an adjacent positively charged elec¬ 
trode is used to modify the confining potential-energy barrier to such«- 
an extent that electrons with an energy near the level penetrate it 
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and escape. The resulting liberation of electrons is known as field 
emission. Since these four modes of electron emission are basic in 
the operation of many electronic devices, they and their engineering 
significance are discussed in more detail in this article and in those 
that follow. 

Although it has been known for some 200 years that a negatively 
charged metallic body loses its charge more rapidly when heated than 
when not, the phenomenon of thermionic emission was not studied 
intensively or put to practical use until economic demand arose for 
efficient sources of electrons in radio communication. Edison 6 dis¬ 
covered the emission of electrons in a vacuum; Elster and Ceitel, 7 
Preece,® Hittorf,* and others made experimental studies of the effect; 
and Fleming 10 applied the principle to a wireless-telegraphy device. 
Richardson, 11 however, took the first important steps toward a clarifi¬ 
cation of the mechanism of thermionic emission from a theoretical 
standpoint. By application of the principles of thermodynamics and 
quantum mechanics, he, and later Dushman, derived a relationship, 
Eq. 13, between the emission current and the temperature of the 
metal. This result has since been shown to agree essentially with one 
derivable from the Fermi-Dirac statistics as applied to the electrons 
in a metal. The derivation from the Fermi-Dirac kinetic-energy 
distribution in Eq. 6 follows. 

The discussion of Fig. 6 points out that only those free electrons 
with an ar-associated kinetic energy W x greater than W a can escape 
from the metal. Analyses which take into account the wave nature of 
the electrons predict that not all these electrons will escape. Rather, 

I • T. A. Edison, "A Phenomenon of the Edison Lamp,” Engineering (December 12, 

I 1884), 553. 

7 J. Elster and H. Geitel. "Cber die ElektrizitAt der Flammo." Ann. d. Phys., 16 
(1882), 193-222; “Cber ElektrizitAtserregung beim Contakt von Gascn und gliihonden 
Korpem,” Ann. d. Phys., 19 (1883), 588-624; -Cber die unipolare Leitung erhitzter 
Gasc, Ann. d. Phys., 26 (1885), 2-9; “Cber die Elektrisierung der Case durch gliihende 
Korper,’ Ann. d. Phys., 31 (1887), 109-126; "Cber die ElektrizitAtserregung beim Con¬ 
takt verdiinnter Case mit galvanisch gliihenden DrAhten,” Ann. d. Phys., 37 (1889), 
315-329. 


• W. H. Preece, "On a Peculiar Behavior of Glow-Lamps When Raised to High Incan¬ 
descence," Roy. Soc. Proc. (London), 38 (1885), 219-230. 

• W. Hittorf, “Cber die ElektrizitAtslcitung der Gase," Ann. d. Phys., 21 (1884), 
119-139. 

10 J. A. Fleming, “On Electric Discharges between Electrodes at Different Tempera¬ 
tures in Air and in High Vacua," Roy. Soc. Proc. (London), 48 (1890), 118-126; "A 
Further Examination of the Edison Effect in Glow Lamps," Phil. Mag., 42 (1896), 
62-102; United States Patent 803,684 (April 19, 1905). 

" °' W - Richardson, "On the Negative Radiation from Hot Platinum," Camb. Phil, 
Soc. Proc., 11 (1901), 286-295; Emission of Electricity from Hot Bodies (2nd ed.; New 
York; Longmans, Green & Co., 1921). 
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the electrons when approaching an irregularity behave as waves; some 
go on unimpeded, while others are reflected. Measurements of the 
energy distribution of the escaping electrons confirm these predictions. 
However, the probability of escape is very nearly unity whenever 
W x exceeds W a by more than a few hundredths of an electron volt. 
Since only a few electrons approach the surface with such a small 
excess of energy, it is a sufficiently good approximation to assume that 
all electrons for which \V Z is greater than W a will escape. On the basis 
of this approximation and Eq. 6, the number n x of electrons that 
escape per unit area per unit time is 



electrons per unit [9] 
time per unit area. 


For values of W x — W t much greater than IcT, which are the con¬ 
ditions of importance since the usual value of )V a — W f is of the 
order of 20kT, the quantity € < IK < r > j s very small compared 
with unity, and an approximate form of Eq. 9, valid for the entire 
range of integration, is 



4 nm t kT f® 

A 3 Jw/ 



[ 10 ] 


Since each electron carries a charge Q e , the electric current density 
through the surface of the metal is Q,n x> or 




current units 
per unit area 


4nm,Q,k 2 

A 3 


T 2 


kT 


current units per unit area. 


in] 

[ 12 ] 


Equation 12 has the form 


J, = AT*t~r, 


►[13] 


where A is a constant but b may vary slightly with the temperature. 
This relationship is one of two derived by Richardson and is known 
as Richardson’s equation. 

The quantity J, is the emission current density ; it is determined by 
the rate of electron escape through the surface of the metal. Later it is 
explained that the current actually conducted from the cathode 
across the space does not always equal the emission current because a 
fraction of the escaping electrons may return directly to the cathode. 
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Experiments purporting to determine the quantities A and b are 
described subsequently. A word of caution is necessary at this point, 
however. Because of the assumptions made in deriving Richardson’s 
equation (Eq. 13) and because of the fact that b may vary with the 
temperature, none of the experimental measurements actually deter¬ 
mines the terms in Eq. 12 that correspond to A and b in Eq. 13. Con¬ 
sequently, in the following discussion, Eq. 13 should be regarded as an 



Fig. 8. Emission current density from various thermionic emitters. 

empirical equation that when both A and b are considered constant 
will fit, within the limits of experimental error, the data obtained from 
measurements. The derivation of Eq. 13 is, then, a guide to the form 
of the empirical equation, and the values of A and 6 determined by 
experiment are merely numerical constants that make the empirical 
equation fit the experimental data. 

Since the constant A in Eq. 13 corresponds to a factor in Eq. 12 in¬ 
volving only quantities independent of the particular metal, A should 
apparently be the same for all metals. But substitution of numerical 
values gives for A, 120.4 amperes per square centimeter per degree 
Kelvin squared, and the values of A found to fit Eq. 13 to experi¬ 
mental data for pure metals when A and b are considered constant 
are usually about 60, or one-half of the theoretical value. This dis¬ 
crepancy may be attributed to the assumptions made in deriving 
Eq. 12 and to the fact that b is considered constant in making the 
empirical fit. 
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The current-temperature characteristic curve described by Richard¬ 
son’s equation is shown in Fig. 8 for several pairs of values of the con¬ 
stants. Because of the exponential form of the relation a small change 
in the temperature produces a large change in the current. For the same 
reason, at a given temperature the emission current depends markedly 
on the constant b, while the constant A plays a relatively unimportant 
part. 

The foregoing derivation of Richardson’s equation shows that the 
constant 6 is related to the work function and its voltage equivalent <f> 
by the expression 

b = ^ degrees Kelvin, [14] 

#v *v 

where 

Q e is the electronic charge in coulombs, 
k is the Boltzmann constant in joules per degree Kelvin, 
tf, is the voltage equivalent of the work function. 

When numerical values are substituted, this becomes 

b = 11,605 <f> degrees Kelvin. ^[15] 

Representative values of the experimentally determined emission 
constants for several different pure metals are given in Table I. These 
values are taken from the International Critical Tables; the measure¬ 
ments were made on pure metals in the best obtainable vacuum with 


TABLE I* 

REPRESENTATIVE VALUES OF THERMIONIC-EMISSION CONSTANTS 

FOR PURE METALS 
J . = ATit-WT) 


Metal 

A in 

amplcm 2 /deg K 2 

6 in deg K 

Melting point in 
deg K 

Calcium 

60.2 

26,000 

- 1,083 

Carbon 

60.2 

46.500 

3,773 

Cesium 

16.2 

21.000 

299 

Molybdenum 

60.2 

51,500 

2,893 

Nickel 

26.8 

32,100 

1.725 

Platinum 

60.2 

59,000 

2,028 

Tantalum 

60.2 

47,200 

3 123 

Thorium 

60.2 

38,900 

2,118 

J Tungsten 

60.2 

52,400 

3,643 


/Wo,, vi xf /■* .. irom tne international Critical Tables 

£ !u SW B °° k C ° mpany ' Inc " 1929 >. Vol. 1, pp. 103-104; Vol. 6, 
pp. 53-54; with permission. 
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careful, refined, and precise methods. Even with these precautions, 
considerable disagreement remains among the results of different ex¬ 
perimenters—a matter in part explained by studies indicating that the 
work function 12 \V a — W { may differ at different temperatures. 
Furthermore, electron emission does not take place uniformly over 
the surface of the metal 13 but depends on the type of crystal face 
exposed; hence to establish identical conditions for different investi¬ 
gations on the same metal is difficult^^ 

6. Measurement of thermionic emission 


To determine the emission constants for a particular metal, an 
experiment is usually performed in which a cathode in the form of a 

filament F, Fig. 9, surrounded by 
a cylindrical anode A fitted with 
guard rings G to eliminate end 
effects, is heated in the best 
vacuum obtainable. The tem¬ 
perature of the filament can be 
measured by an optical pyrometer 
sighted on it through hole H. The 
emission current /, is drawn to 
the anode by the field set up by 
the voltage e b , which is raised to a 
value large enough to collect all 
the electrons emitted. The current 
under these conditions is called 
the saturation current. From the 
measured values of current and the dimensions of the filament, the 
current density J t may then be found for any particular filament 
temperature T. In order to determine the constants A and b from 
these data, it is convenient to plot* log ( JJT 2 ) as a function of 1/T. 
The logarithm of Eq. 13 is 



— 


Fig. 9. Experimental measurement 
of the thermionic-emission 
constants. 


4 


\n A — 

T 


or 


lo 8 J 2 =- °- 434 * J + log A. 


[16] 


►[17] 


11 J. A. Becker and W. H. Brattain, "The Thermionic Work Function and the Slope 
and Intercept of Richardson Plots,” Phys. Rev., 45 (1934), 694-705. 

** R. P. Johnson, "Simple Electron Microscopes,” J. App. Phys., 9 (1938), 508-516. 
• In this book, the symbol log is used to indicate the logarithm to the base 10, and the 
symbol In to indicate the logarithm to the base c. 
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When the data are plotted in this manner, therefore, the result should 
be a straight line with a slope of —0.4346, and an intercept on the 
axis of ordinates of log A, as is shown in Fig. 10. The fact that most 



Fig. 10. Determination of the constants in Richardson’s equation. 
The curves are plotted with J t in amperes per square centimeter and 

T in degrees Kelvin. 


measured data, when plotted in this way, give a straight line is taken 
as evidence for the validity of Richardson’s equation. 

The accuracy of the resulting values of A and b depends on the 
measurements of current, dimensions, and temperature. As an indi¬ 
cation of the relative importance of these measurements in deter¬ 
mining the constants, the temperature coefficient of the emission 
current may be derived from Eq. 13 as 


_ 2 , b 

dr/T ~ + r 


[18] 


The ratio b/T for tungsten has a value of about 23 at its usual 
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operating temperature. Thus the measurement of the absolute tem¬ 
perature should be some 25 times as precise, on a percentage basis, as 
that of the current, to yield a result for A of the same precision as 
that of the measurement of J s . 

The temperature of a hot cathode may be obtained most precisely 
by means of an optical pyrometer. This instrument utilizes the ability 
of the eye to match the brightness of the image of the cathode, at a 
given wavelength of light, to that of the calibrated filament in the 
instrument. Since the brightness varies much more rapidly than the 
temperature, the method gives rather precise results. But because the 
brightness^of a body at a given temperature depends not only upon 
the temperature but also upon the spectral radiation emissivity of 
the surface for the given wavelength, this emissivity must be known 
and must be properly used in the interpretation of the pyrometer indi¬ 
cations. Otherwise, the instrument is useless for accurate temperature 
determinations. While the spectral radiation emissivity of tungsten 
is accurately known, that of some of the other thermionic emitters is 
not definite because of their varying composition. 

Another method of depicting the emission characteristics of ther¬ 
mionic cathodes is by power-emission charts. 14 These are based on the 
Stefan-Boltzmann law of radiated power, which is 

P = Ke t T\ KU] 

the power per unit area radiated from a hot body, 
the temperature in degrees Kelvin, 

the Stefan-Boltzmann constant 16 —(5.673 ± 0.004) x 10~ 8 
watt per square meter per degree Kelvin fourth, 

the total radiation emissivity (see Table II). 

When Richardson’s equation, Eq. 13, and the Stefan-Boltzmann law, 
Eq. 19, are combined to eliminate the temperature T , an expression for 
J, in terms of P is obtained. 16 By skewing the co-ordinates, Davisson 
devised a cross-section paper upon which a plot of log J s as a function 
of log P for an emitter is a straight line. Such a diagram is shown in 
Fig. 11. This type of plot has the advantage that measurements of the 


where 


f 


Pis 
T is 
K is 

e, is 


14 R. W. King, “Thermionic Vacuum Tubes and Their Applications,” B.S.T.J., 2 
(1923), 31-37. 

14 R. T. Birge, “A New Table of Values of the General Physical Constants,” Rev. Mod. 
Phys., 13 (October, 1941), 233-239. 

14 W. G. Dow, Fundamentals of Engineering Electronics (2nd ed.; New York: John 
Wiley & Sons, Inc., 1952), 210-211. 



Emission current density J s in milliamperes per sq cm 



Power in watts per sq cm " ~ f§§ 


Fig. 11 . Power-emission charts 


A/E h E d rj° r ,:r,trr r th ° de9 are from S - Du9hman ' “Electron Emission,” 
are from R w'K ‘ i g " P ‘ 1059> With P 6 ™^ 0 "' Thos ® forthoriated tungsten 
... R ' W ' *' ng ’ Thermionic Vacuum Tubes," B.S.T.J., 2 (1923), Fig. 2 p 4 
i h permission. Those for tungsten are computed from Table III. 








84 


ELECTRON EMISSION FROM METALS 


[Ch. II 


emission at a few values of low power, where the current from the 
cathode and the heating of the anode are small, may be extrapolated 
to give the emission at larger values of power. It is to be noted, how¬ 
ever, that the straightness of the line depends upon the assumption 
that the total radiation emissivity of the surface is constant. Table II, 
which gives values for the total radiation emissivity of several metals, 
shows that it varies appreciably with temperature. 


TABLE II • 


Metal 

• 

Total radiation emissivity 

e t at 

1,000 deg K 

1,400 deg K 

2,000 deg K 

Tungsten 

0.114 

0.174 

0.260 

Platinum 

0.134 

0.182 


Molybdenum 

0.096 

0.145 

0.210 


• The constants of this table are taken from the International Critical Tables (New 
York: McGraw-Hill Book Company, Inc., 1929), Vol. 5, p. 243, with permission. 


In general, a metal with a small value of b has a large emission cur¬ 
rent at a low temperature and therefore provides electrons at high 
emission efficiency. The value of b is not, however, the sole criterion of 
merit of an emitter—the maximum practical operating temperature 
must also be considered. This temperature is the highest value con¬ 
sistent with a rate of metal evaporation that will yield a reasonable 
life of the cathode. The rate of evaporation may be described by an 
equation containing an exponential term similar to that in Richard¬ 
son’s equation, and this rate usually becomes excessive at a tem¬ 
perature considerably below the melting point. Tantalum and tung¬ 
sten, because of their low vapor pressures and high melting points, 
can be operated at a sufficiently high temperature to give an emission 
greater than that from any other pure metals despite their relatively 
large values of b. The metals with low values of b and consequent high 
emission at a given temperature are not practical emitters, because 
the maximum temperature to which they can be raised in a vacuum 
without excessive evaporation is low. Tantalum is seldom used as an 
emitter because of its tendency to become brittle as a result of re- 
crystallization into large crystals. Also, the action of residual gases in 
the tube, such as oxygen and water vapor, may cause a great reduction 
in the emission from tantalum. Tungsten, then, is the only pure metal 
that is practical as an emitter at present. 













Art. 7] 


EMISSION FROM PURE TUNGSTEN 


85 


7. Thermionic emission from pure tungsten 

The emission current from a pure tungsten cathode is given by 
Richardson’s equation with the values of A equal to 60.2 amperes per 
square centimeter per degree Kelvin squared, and b equal to 52,400 
degrees Kelvin. Figures 8, 10, and 11 show the emission current in 
different ways. r, A tilngsten cathode usually takes the form of a wire 
filament heated by an electric current passed through it in the manner 
illustrated in Fig. 9. The practical life” of the filament ends when its 
cross section decreases by about 10 per cent, because burn-out usually 
occurs soon thereafter. Economic considerations indicate that the 
temperature should be adjusted to produce this reduction in cross 
section in about 1,000 to 2,000 hours. Since the rate of evaporation 
depends on the circumferential area or first power of the diameter of 
the filament, while the amount of material to be evaporated depends 
on the cross section or second power of the diameter, the operating 
temperature for the same life is different for filaments of different 
sizes. Large-diameter filaments may be operated at higher tempera¬ 
tures than may those of small diameter, because their cross section is 
greater in proportion to their circumferential area. 

Often an optical pyrometer is not available or cannot be used to 
determine the temperature of a filament, because an unobstructed 
view of the filament is not possible. In these circumstances the tables 
of Jones and Langmuir 18 are particularly useful if the filament is pure 
tungsten. An extract from these tables is given in Table III. 

The Jones and Langmuir tables give, for a wide range of tempera¬ 
tures, the values of many properties of a unit filament of tungsten; 
that is, of a filament one centimeter long and one centimeter in dia¬ 
meter, having a radiating area of tt square centimeters. The tabulated 
values apply only to an ideal filament defined in the tables and are 
not applicable if the filament is not straight or if the filament is cooled 
by gas in the tube. A correction for loss of heat through the leads is 
necessary for accurate results. The characteristics of a straight cylin¬ 
drical tungsten filament of any known dimensions may be found with 
the help of these tables by simple methods explained in the tables 
and illustrated in the following example. 

An ideal tungsten filament has a length l of 10 centimeters and a 
diameter d of 0.01 centimeter (about 0.004 inch) and operates at 2,400 

Y. Kusunose, Calculations on Vacuum Tuba and the Design of Triodes: Researches of 
the Electrotechnical Laboratory , No. 237 (Tokyo. Japan). 135-139; J. J. Vormcr, “Filament 
Design for High-Power Transmitting Valves,*’ I.R.E. Proc., 26 (1938). 1399-1407. 

“ H> A - Jones and Langmuir, “Characteristics of Tungsten Filaments as Functions 
of Temperature,” O.E. Rev., 30 (1927), 310-319. 354-361, 408-412. 
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* I he values given are taken from H. A. Jones and I. Langmuir, “The Characteristics of Tungsten Filaments as Functions of Temperature,” 
G.E. Rev., 30 (1927), Table I, pp. 312-313, with permission. The notation of Jones and Langmuir is retained in this table and in the example 
of its use. 
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degrees Kelvin. The electrical operating conditions and the life of the 
filament are to be found. 

Solution: From the Jones and Langmuir Table I, W = 181.2, R' = 89.65 x 10“ 8 , 
A' = 1,422, V' = 127.5 x 10" 3 , /' = 0.364, M' = 1.37 x lO* 9 , R‘ T /R 293 . = 12.83. 
Thus: 


Power radiated = W = W'ld = 181.2 x 10 x 0.01 = 18.2 watts, [20] 
Resistance = R = R'(l/d *) = 89.65 x (10/10~ 4 ) x 10" 8 

= 8.965ohms, [21] 

Heating current = A - A'd™ = 1,422 x 0.01 3 /* = 1.422 amp, [22] 

Voltage drop = V = V'(l/Vd) = 127.5 x (10/0.1) x 10" 3 

= 12.75 volts, [23] 

Emission current = I = I'ld = 0.364 x 10 x 0.01 = 0.0364 amp, [24] 
Rate of evaporation = M = M’ld = 1.37 x 10" 9 x 10 x 0.01 

= 1.37 x 10 -10 gram per sec, [25] 

Ratio hot to cold resistance = R T /R 293 . = R' T /R 29r = 12.83. [26] 


From the rate of evaporation, the life—or time for 10 per cent evaporation—may 
be computed, if the effects of temperature and area variation on the evaporation 
are assumed to be negligible. The lifo is the ratio of the weight of tungsten to be 
evaporated to the rate of evaporation, or, since the density of aged tungsten is 
19.35 grums per cubic centimeter, 

t ;f„ «*** X 19 - 3 5 nd x 19.35 

‘ ° ” 4 x 10 x 3,600.1/ “ 4 x 10 x 3,600Af' 


= 4.222 x 10 -4 ^ hours. 

For the filament of this example, 

Life = 4.222 x 1CT< — ° , 

1.37 x 10~ 9 


= 3,080 hours. 


[28] 

[29] 


Since the emission current and the power radiated are directly 
proportional to the surface area of the filament, their ratio—the emis¬ 
sion efficiency —is given by the ratio I'j W' from the Jones and Lang¬ 
muir tables. The emission efficiency found in this way is 2.01, 4.27, and 
8.56 milliamperes per watt at temperatures of 2,400, 2,500, and 2,600 
degrees Kelvin, which cover the normal operating range for the 
common sizes of filaments. In comparison with the emission efficiency 
of other practical emitters discussed subsequently, that of tungsten 
is very low. Tungsten is, therefore, an expensive source of electrons 
because of the power required, and is not used unless some other 
compensating advantage makes it desirable. 

An outstanding advantage of tungsten over other types of emitters 
is that it is much less subject to loss of emitting properties as a result 
of the bombardment by positive ions occurring because of the small 
amount of residual gas always present in commercial vacuum tubes. 
While mechanically fragile because of recrystallization, tungsten is 
electrically rugged and finds its greatest application in high-voltage 
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x-ray and power tubes where the positive ions have the greatest 
energy and the bombardment is therefore most severe. Tungsten, when 
hot, is effectively attacked even by traces of some gases, 19 particularly 
water vapor. Emission from tungsten is impaired by other gases, es¬ 
pecially nitrogen, but in the presence of mercury vapor and the noble 
gases, neon, helium, argon, krypton, and xenon, it is unaffected. 

8. Thermionic emission from thoriated tungsten 

During the early stages of the development of tungsten filaments for 
incandescent lamps, operation on alternating current shortened the 
life of filaments because of the tendency of the material to “offset”; 
that is, the tendency for one part of the filament to slip sideways with 
respect to the remainder across a transverse crystal face. The addition 
of a small percentage of a foreign substance, such as thoria, to the 
tungsten was found to inhibit crystal growth and prevent offsetting. 
Later, measurements of the emissive properties of thoriated tungsten 
revealed that under certain conditions its electron-emission currents 
were enormously greater than those from pure tungsten. This increased 
emission is now thought to occur because thorium has a lower rate of, 
evaporation from tungsten than from itself, 20 and thus a thin, possibly 
monatomic, layer of thorium may remain on the surface of hot 
tungsten at a temperature that would cause rapid evaporation from 
thorium metal. The emission properties of thorium may therefore be 
utilized at temperatures that would otherwise be impossibly high 
because of rapid evaporation. The work function of thoriated tungsten 
proves to be lower than that of either thorium or tungsten. This're¬ 
duction is attributed to the fact that the adsorbed layer of thorium on 
the filament surface is electropositive with respect to the tungsten. 
Consequently, it constitutes a dipole layer with its positive side away 
from the tungsten, and thus lowers the potential barrier at the surface. 

In the preparation of thoriated tungsten, 1 to 2 per cent of thorium 
oxide (thoria) is added to the tungsten powder before it is sintered, 
swedged, and drawn into wire form. After being mounted in the tube, 
the filament is usually carburized 21 by being heated to a temperature 
of about 2,000 degrees Kelvin in a low pressure of hydrocarbon gas 

*• I. Langmuir, "The Effect of Space Charge and Residual Gases on Thermionic Cur¬ 
rents in High Vacuum," Phys. Rev., Series 2. 2 (1913). 4(51-476. 

10 I. Langmuir, "Electron Emission from Thoriated Tungsten Filaments." Phys. Rev 
22 (1923), 357-398. 

21 L. R. Roller, The Physics of Electron Tubes (2nd ed.; Now York: McGraw-Hill 
Book Company, Inc., 1937), 34-38; C. W. Horsting, “Carbide Structures in Carburized 
Thonated-Tungsten Filaments," J. App. Phys., 18 (1947), 95-102; H. J. Dailey, 
Designing Thoriated Tungsten Filaments," Electronics, 21 (January, 1948), 107-109. 
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,w! P ° r ’ u UC ^ aS aC ° tylene ' na P hth alene, or benzol, until its resistance 

lhor!a S to me Ml ,1 ^ ^ 7^ Pr ° C<!S3 al ‘ 0WS the reductio " of the 
the fibm , ? nUm at l0W6r tem P eratu res and is necessary if 

a hifl vou ' 3 t H-T nd aPPreClable P os 'tive-ion bombardment in 

an lm»te g ’ ' gh ' P ?T VaCUUm tube ' Tba life of the filament as 

from H,e ' S ' nCrea f d ' because ‘he rate of evaporation of thorium 

InrLe f surface is sov eral times smaller than from a 

surface of pure tungsten. 

JtoZs ™ ti0n ° Pa thor ' ated 'tungsten filament involves two steps, 

<a) t™?, ^ 6V r Uat r ° f th6 tube ' the hlamont is heated to a 

Thorium Td r ' ^ KelWn f ° r ab0ut one m >nute. 

Thorium ox,de decomposes at this temperature, the oxycen is 

pumped out, and thorium metal is left in the tungsten. At this 

(b) til th t e avac “ ation P rocess is C0m plete, or during it if the tube 
•s operated on the pump.ng system, the temperature of the fila- 
■/ment ,s held at about 2,400 degrees Kelvin for a few minutes. 
At this temperature, the thorium diffuses to the surface more 
rapidly than it evaporates and gradually builds up a thin layer 
there. However, the temperature of the filament must be 
owered to 1,900 to 2,000 degrees Kelvin for continuous opera¬ 
tion, in order that the rate of evaporation of thorium may be 
low enough to give a reasonable life. 

Because the electric field used to draw the electrons to the anode 
has a marked effect on the emission from thoriated tungsten, the 
emission constants in Richardson's equation are difficult to obtain 
and they yield information of little value for the practical use of the 
materia 1 \ alues of A and b ranging from 3 to 59 amperes per square 
centimeter per degree Kelvin squared, and from 30,500 to 36,500 
degrees Kelvin, respectively, have been published for fully activated 
thoriated tungsten. The abnormally great effect of the electric field 
vitiates any attempt to use these data in predicting the performance 
of a particular thonated-tungsten filament in a vacuum tube em¬ 
ploying considerable anode voltage, for a doubling of the anode voltage 
may increase the emission current by as much as 50 per cent. The same 
uncertainty applies to the power-emission plot for thoriated tungsten 
shown in Fig. 11 since the position of the curve shifts up or down con¬ 
siderably for different values of anode voltage. Possibly it is for this 

reason that such emission plots given by different authorities do not 
agree. 
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Fortunately this uncertainty regarding the emission properties of 
thoriated tungsten is not of great engineering importance, because this 
type of cathode is almost always used under conditions where the 
current is not limited by the emission itself. The filament is usually 
designed to furnish ten or more times the current normally required. 
For practical purposes, carburized thoriated tungsten may often be 
operated at a temperature as high as 2,000 degrees Kelvin with a 
reasonable life, and at that temperature it emits about 2.75 amperes 
per square centimeter and requires a heating power of 24 to 29 watts 
per square centimeter, depending on the degree of carburization. The 
total radiation emissivity increases with the degree of carburization, 
and the power required to maintain the given temperature of 2,000 
degrees Kelvin increases accordingly. The emission efficiency of 
thoriated tungsten in practical use is therefore about 100 milliamperes 
per watt. 

Despite the improved performance obtained by carburization of 
thoriated-tungstcn filaments, the limitation on the use of them remains 
their susceptibility to deactivation by the action of positive ions. Al¬ 
though, as is discussed in Art. 2b, Ch. V, the deactivation is negligible 
for anode voltages below a low critical value, in most high-vacuum 
tubes the anode voltage is higher than this critical value, and a trace 
of residual gas pressure too small to affect the emission from a pure 
tungsten filament can cause rapid deactivation of a thoriated-tungsten 
filament. The action of even a few ions is severe at high anode voltages, 
and, because of the difficulty of maintaining a very high vacuum in a 
commercial tube, it was believed for many years that the practical 
limit of anode voltage with a thoriated-tungsten filament was about 
6,000 volts. Refined techniques, however, now permit use of thoriated • 
tungsten filaments in tubes with anode voltages as high as 17,00u 
volts. 22 Pure tungsten, on the other hand, is used in x-ray tubes with 
voltages of 350,000 and more. 

9. Thermionic emission from oxide-coated cathodes 

Wehnelt 23 discovered in 1903 that, when coated with certain oxides 
of the rare earths, a platinum ribbon used as a hot filament is a source 
of copious electron emission. However, because the technique of 
making durable coated filaments was undeveloped, most of the early 
vacuum tubes employed comparatively inefficient pure-tungsten 

** R. B. Ayer, “Use of Thoriated-Tungsten Filaments in High-Power Transmitting 
Tubes,” I.R.E. Proc., 40 (1952), 591-594. 

2S A. Wehnelt, “Ober den Austria negativer Ionen aus gluhcnden Metalverbindungen 
und damit zusammenhangende Erscheinungen,” Ann. d. Phys., 14 (1904), 425-468. 
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emitters. Even now, when oxide-coated cathodes are used almost 
exclusively, and coating methods are highly developed, difficulties 
with emission are common in the manufacture of vacuum tubes. 

Platinum was first used as a base, or core material, upon which to 
put the coating of oxides but because of its high cost other materials 
have been substituted. Pure nickel, nickel with a few per cent of either 
silicon or cobalt, and Konel metal, which consists of nickel, cobalt, 
iron, and titanium, have all been found satisfactory. 

Numerous methods of coating the base are used, but most of them 
have as a final object a surface coating of barium oxide and strontium 
oxide The emission from a mixture of the two oxides is higher than 
that from either alone. Because the oxides tend to form hydroxides 
(which are poor emitters on nickel) in humid air, either the carbonates 
or the nitrates are usually applied originally. The application may be 
made either through dipping the filament in a water suspension of the 
salts or through spraying the cathode with a suspension of them in 
amyl acetate or other suitable vehicle containing a little nitrocellulose. 
After the vehicle dries, the nitrocellulose serves as a binder to hold the 
carbonates together on the surface. 

During the evacuation process, the coated cathode is heated to a 
temperature of 1,200 to 1,500 degrees Kelvin. At this temperature, the 
salts decompose into the oxides, and gas is evolved. This gas is re¬ 
moved by the pumps, and the oxides are left on the cathode surface. 
Unless the decomposition is carried to completion before the tube is 
sealed, the slow evolution of gas will eventually destroy the vacuum. 

After the tube is sealed and separated from the pumping system, the 
cathode must be "activated” to build up the emission. Activation 
usually consists of the application over a period of time of 100 to 200 
volts through a protective resistor to the tube. The cathode is made 
negative, and all other elements of the tube are connected together as 
a collector and made positive. The activation is continued until the 
emission reaches a stable value; the process may take several hours. 

The action of the oxide-coated cathode is not fully understood at 
present, although many investigations of it have been made. 24 A 
thin film of barium metal is believed to be formed on the cathode sur¬ 
face by electrolysis, and, in addition, small particles of barium are 
thought to be distributed throughout the oxide. The oxide is a semi¬ 
conductor and has a relatively high conductivity at the operating 
temperatures. The rather complex structure of the resulting composite 

U J. P. Blewett, “Properties of Oxido-coated Cathodes.” J. App. Phya., 10 (1939), 
668-679, 831-848; “Oxide Coated Cathode Literature, 1940-1945,” J. App. Phya., 17 
(1940), 643-047; A. M. Bounds and T. H. Briggs, “Nickel Alloys for Oxide-Coated 
Cathodes,” I.R.E. Proc., 39 (1951), 788-799. 
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surface is particularly effective in reducing the potential-energy 
barrier, and hence the work function, of the surface. The supposition 
of a surface film of barium is borne out by the fact that in gas tubes 
oxide-coated cathodes exhibit a tendency to become deactivated 26 
under positive-ion bombardment as do thoriated-tungsten cathodes. 
They are, however, somewhat more rugged in this respect than 
thoriated-tungsten cathodes. 

Two factors make it difficult to determine experimentally the 
emission constants in Richardson’s equation for oxide-coated cathodes. 
The first factor is that the total radiation craissivity varies widely 
from an average value of 0.35 and the spectral radiation emissivity 
also varies with the preparation of the cathode. 26 Temperature 
measurements on different cathodes require separate determinations 
of the emissivity unless the resistance-temperature characteristic of 
the core material is accurately known. When this characteristic is 
known, the temperature of the filament can be determined from the 
ratio of hot-to-cold resistance if proper correction is made for the 
effect of the leads. This method is of no avail with indirectly heated 
cathodes, which are commonly used. The second factor is that the 
emission current varies markedly with the anode voltage. As the 
anode voltage is raised, the emission current continues to increase even 
though the cathode temperature is fixed. This effect is much more 
pronounced with oxide-coated cathodes than with thoriated-tungsten 
cathodes, which, in turn, exhibit the effect to a much higher degree 
than do pure-tungsten cathodes. Consequently, a true saturation 
current does not appear with oxide-coated cathodes. 

Despite these difficulties, the characteristics of oxide-coated cath¬ 
odes have been measured, and values of A and 6 are often stated. 
The work function is apparently about one volt, which corresponds 
to b equal to 11,605 degrees Kelvin, and A has a value of the order of 
0.01 ampere per square centimeter per degree Kelvin squared. 

The representation of the characteristics of oxide-coated cathodes 
on a power-emission chart, Fig. 11, is also subject to the uncertainty 
caused by the lack of saturation of the emission current. As with 
thoriated tungsten, the curves given by different investigators do not 
agree, and they cover a wide range. The variations among the cathodes 
may be explained to some extent by the fact that continual improve¬ 
ment in coatings has been made, as is shown by the dates on the 
different curves of Fig. 11. 

15 A. W. Hull. "Gas-Filled Thermionic Tubes,” A.l.E.E. Trans., 47 (1928), 753-763; 
“Hot-Cathode Thyratrons," O.E. Rev., 32 (1929), 213-223. 390-399. 

** Pr escott, Jr. and J. Morrison, “The True Temperature Scale of an Oxide- 

Coated Filament,” R.S.I., 10 (1939), 36-38. 


94 ELECTRON EMISSION FROM METALS* [Ch. II 

The usual operating temperature for oxide-coated cathodes is 
about 1,000 degrees Kelvin, although some types of core materials 
permit lower values. 27 If the temperature of the cathode is raised 
above the normal value, the life of the cathode is materially shortened. 
During the life of an oxide-coated cathode, the emission sometimes 
rises at first but eventually drops off, despite the fact that coating 
material is still left on the surface. Evidence suggests 28 that the loss 
of emission is caused by the preferential evaporation of barium from 
the coating. Only the strontium oxide is left, and it is relatively 
inactive. 

As with thoriated-tungsten filaments, oxide-coated cathodes are 
almost always designed to furnish considerably more emission than 
they are called upon to supply. If an attempt is made to draw satura¬ 
tion current from them by application of high plate voltage, hot spots 
usually develop that sometimes give off enough gas to initiate an arc 
in the tube. Lack of accurate knowledge of the maximum current 
that an oxide-coated cathode will furnish is therefore not a serious 
engineering difficulty from the standpoint of design. In general, such 
a cathode may be expected to supply about 100 to 200 miliiamperes 
per watt when operated at a temperature to give an economical life. 

Since oxide-coated cathodes are subject to deactivation by positive- 
ion bombardment, they are ordinarily used only in tubes with rela¬ 
tively low plate voltage. Because of their tendency to evolve gas, it is 
difficult to maintain an extremely high vacuum when they are em¬ 
ployed in a tube, and so more positive ions are present. In addition, 
the evaporation of barium to other electrodes in the tube may lead 
to difficulties both from primary and from secondary emission. An 
oxide-coated cathode is not practical in high-power tubes where the 
anode itself is allowed to operate at high temperature, for back 
radiation from a high-temperature anode causes the cathode tem¬ 
perature to vary with load. 

The fact that oxide-coated cathodes may be indirectly heated is one 
of their important advantages. Figure 12 shows the construction of a 
cathode of this type. It consists of a nickel cylinder coated on the out¬ 
side with the oxides and heated from the inside by a tungsten or other 
heater wire, which may be insulated from the cylinder. With insulated 
heaters, several cathodes at different potentials may be heated from 
the same power source. Often, however, the refractory insulation can¬ 
not withstand a voltage greater than 100 volts without excessive 

U E. F. Lowry, “Role of the Core Metal in Oxidecoatad Filaments,” Phya. Rev., 35 
(1930), 1367-1378. 

” M. Benjamin and H. P. Rooksby, “Emission from Oxide-Coatad Cathodes,” Phil. 
Mag., 15 (1933), 810-829. 
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leakage current, since the resistivity of the insulator decreases at high 
temperatures. 

In tubes filled with gas or mercury vapor, a different form of in¬ 
directly heated cathode can be, and usually is, utilized. Such cathodes 
are discussed with gas tubes in Ch. V. 

All measurements of the foregoing quantitative data for emission 
from oxide-coated cathodes were made with a continuous emission 
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Fig. 12. Indirectly heated oxide-coated cathodes.• 

current. In some applications, however, particularly radar, large 
momentary pulses of emission current separated by relatively long 
intervals of zero current are required. For pulses approximately one 
microsecond long, emission current of the order of 100 amperes per 
square centimeter with satisfactory life is obtained. 29 This value is 
some 100 times larger than that for continuous emission. The maxi¬ 
mum pulsed emission current is limited by the accompanying tem¬ 
perature rise of the cathode and by sparking or sputtering at the 
cathode, which results in destruction of the active coating. Conse¬ 
quently, the permissible pulsed emission current decreases with in¬ 
crease of the pulse width and its ratio to the interval of zero current in 
a repeated cycle. 

* The diagram of the radiator-type cathode is after L. R. Holler, The Physics of 
Electron Tubes (2nd ed.; New York: McGraw-Hill Book Company, Inc., 1937), Fig. 15, 
p. 60, with permission. 

” E. A. Coomes, “The Pulsed Properties of Oxide Cathodes." J. App. Phys., 17 (1946), 
647-654. 
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10. The Schottky effect 

As is mentioned in the preceding articles, the magnitude of the elec¬ 
tric field at the surface of a thermionic emitter affects the rate of 
emission of the electrons. This influence is exerted through two 
mechanisms. One, discussed in Art. 11, depends upon the wave 
nature of the electron; the other, known as the Schottky effect, is most 
readily observed as a modification of the thermionic emission from a 
heated cathode. As a consequence of it, the current does not truly 
saturate as the voltage e b across the tube in Fig. 9 is increased; rather 
it continues to increase slowly as long as e b is increased. Schottky 30 was 
the first to give a plausible explanation of this behavior in terms of a 
change which the external field produces in the height of the potential- 
energy barrier at the surface of the metal. 

/If the surface of the thermionic emitter is assumed to be perfectly 
smooth except for the irregularities having atomic dimensions caused by 
the crystal lattice itself, the force acting on an electron removed from 
the metal surface by a distance large compared with the spacing of the 
atoms in the crystal lattice may be compu^i as though the surface of 
the emitter were a conducting plane surfaci^rnm this force it is pos¬ 
sible to compute the shape of the potential-enCTgy curve at the right of 
Fig. 3, except in a region close to the boundary of the metal. The force 
between an electron with a charge — Q, and a plane conducting surface 
may be found through computing the force between it and its electrical 
image—a charge + Q f at an equal ^tance on the other side of the 
plane, as shown in Fig. 13. According to Coulomb’s law the attractive 
force is 




[30] 


1# "£ 

where x is the distance from the surface to the electron. This force 
function is plotted in Fig. 14 over the range of x in which it applies. 

Notice in particular that the equation does not apply when x equals 
zero, where according to the equation the force would be infinite. The 
actual value of the force for very small values of x depends upon 
whether the electron approaches an atom in the lattice or enters the 
metal between the lattice points of the crystal. 

* w - Schottky, "Ober den Einfluss von Strukturwirkungen, be9onders der Thom- 
sonschen Bildkraft, auf die Elektronenemission der Metalle,” Phys. Zeits., 15 (1914), 
872-878; "Weitere Bemerkungen zum Elektronendampfproblem,” Phys. Zeits., 20 
(1919), 220-228; ‘‘t)ber den Austritt von Elektronen aus Gliihdr&hten bei verzdgernden 
Potentialen,” Ann. d. Phys., 44 (1914), 1011-1032; “Uber kalte und warme Elektro- 
nenentladungen,” Zeits./. Phys., 14 (1923), 63-106. 
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^f an electric field <§ is set up at the surface of the emitter in such 
a direction as to aid the electrons in their escape from the metal, the 
electron is still attracted to the metal when close to it where the poten¬ 
tial-barrier force predominates, but is pulled away from the metal at 
large distances where the force —§>Q e due to the electric field pre¬ 
dominates. At a critical distance x mi the two components of force are 


Fig. 13. 



Electric field between an electron and a motal and between 
an electron and its image. 



Boundary 
of metal 



Fig. 14. Image force and resulting potential-energy barrier. 


equal and opposite, tfnd the force on an electron there is zero. For 
larger distances, the net force on the electron tends to draw it away 
from the metal, since the force due to the electric field is th en larger 
than the attractive image force. Thus the electron escapes in the 
presence of the electric field if it has sufficient kinetic energy on leaving 
the metal to reach the pjint where x equals x m . Unless the external 
field is extra ordinarily strong, the critical distance x m is very large 
relative to interatomic distances, and the point at which the force on 
an escaping electron is zero lies well within the range in which the 
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image-force law applies. Thus, at the critical distance, 

T5& " I s '] 

and 

*■ - iVsh- ‘ 3! > 

The potential-energy barrier which exists in the absence of an 
external field is shown by curve 1 in Fig. 14, and the barrier, as 
modified by the field, by curve 2 in that figure.(The reduction in the 
height of the barrier brought about by the field is the decrease in the 
work which must be done upon an electron to remove it from the 
metal. This reduction may be calculated in two parts: first, the 
reduction in the work needed to move an electron from inside the 
metal to the critical point; and, second, the reduction in the work 
needed to move the electron from this point to infinity. Although the 
force which opposes the outward flight of an electron as it moves from 
within the metal to the critical point depends upon the path by 
which the electron leaves the metal, the external field reduces this 
force at each point by an amount whatever the path of the 
electron. Thus the field reduces the work required to move the electron 
to the critical point, where x equals x m , by an amount &Q t x n . Since 
when the field is present an electron at the critical point is free to 
escape, the external field reduces the work necessary to move the 
electron out from the critical point by the total energy which would 
be required for the electron to escape, starting from the critical 
point, in the absence of the field. The second part of the reduction in 
the potential-en ergy barrier is therefore 

Thus the total reduction in kinetic energy required for the escape of 
an electron brought about by the external field is 

k - t») 

where W a is the height of the potential-energy barrier in the absence of 
an external field, and W a ' is the height in the presence of the field. If 
the value of x m from Eq. 32 is substituted into Eq. 34, the result is 


K - w a 


+ - 
4tt€ v ^ 2 
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^ Since the kinetic energy of the electrons within the metal is not 
affected by the external field, the energy W i remains unchanged, and 
so the change in the work function is equal to the change of the height 
of the potential-energy barrier. In terms of the voltage equivalent of 
the work function, 


A<£ 


/Q£ 

* 4t re v * 


[37] 


and 


v/ 


*• 




[38] 


where 

A <f> is the voltage equivalent of the reduction in the work function 
brought about by the external field, * 

^ </>' is the voltage equ ivalent of the effective work function of the 
metal in the presence of the_ field. 

It follows that the work function is reduced in direct proportion to the 
square root of the field strength. 

To find the effect of the field on the emission current, let J 9 be the 
emission current density in the absence of an external electric field, 
and J be the corresponding current density in the presence of the 
field. Then, 


and 


J, = AT*€~*t 


i'Q. 

AT 2 e~~*F. 


If (f)' is replaced by its value from Eq. 38, then,, # ' 


[39] 

[40] 

[41] 


or 


J = j i( % v'nr.''' 4 . [42] 

When numerical values for Q„ k, and e . are substituted, Eq. 42 
becomes 

J = [43] 

where g is in volts per meter and T is in degrees Kelvin. If Eq. 43 is 
multiplied by the area of the cathode, the total current is obtained in 
place of the current density, and 

I = I € omV~6it 
* • 


►[ 44 ] 
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Equation 44 gives the variation of 
the emission current with electric 
field strength. Since the electric field 
strength at the cathode is directly 
proportional to the anode voltage 
e b for small currents, the Schottky 
effect becomes apparent in experi¬ 
mental measurements in the manner 
shown in Fig. 15. To find the true 
saturation current, /„ the curve 
may be extrapolated to intersect the 
axis at e b equals zero. This extrapo¬ 
lation is conveniently made on a 
semilogarithmic plot as in Fig. 16 
because Eq. 42 multiplied by the area of the cathode yields 

^ I = ]oeI - + 2jfr T Jh VE ' K45] 

which is in the form of an equation of a straight line with a slope of 
[Q f l( % 2.30lJcT)]VQ,l4ne v and an intercept on the log I axis of log J t . 
Actually the extrapolation to find /, can be carried out with Ve~ b as 
the independent variable, since g is proportional to e b . The plot 
should then be a straight line, but the slope is dependent on the factor 
that relates £ and e b . 



Fig. 15. Typical shape *of the volt- 
ampere characteristic illustrating 
• the Schottky effect. 



Fig. 16. Semilogarithmic extrapolation for the determination of the 

true saturation current. 


It must be remembered that this discussion of the Schottky effect is 
not a complete picture of the effect of an extern^ field upon the emis¬ 
sion of electrons by a metal. It does, however, provide a very satis¬ 
factory explanation of the major phenomena observed when an 
electric field is applied at the surface of a heated pure-metal cathode. 
A different effect of an external field is described in the next article. 
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11. Field emission 



Appreciable amounts of current can be drawn from metals even at 
low temperatures by the application of very high electric fields at the 
surface. The magnitude of this effect was formerly thought to be pre¬ 
dictable by the Schottky theory of Art. 10, but this theory is now 
known to be inapplicable, since, when experimentally measured, such 
currents often appear to be independent of temperature within the 
limits of the experimental error; whereas, according to the Schottky 
theory, there would be an appreciable dependence on temperature. 31 
This type of emission is sometimes spoken of as pulling of electrons out 
of metals and is often called the cold-cathode effect, or auto-electronic 
emission. It may take place in a vacuum tube at a relatively low ar.ode 
potential when the field is concentrated at sharp points. As the anode 
voltage is increased, more and more attention must be paid to the 
internal construction of vacuum tubes to prevent the concentration 
of the electric field at the»edges or ends of electrodes and the conse¬ 
quent pulling of electrons out of the metal. Such emission is believed 
to play an important role at the cathode spot in arcs—for example, at 
the mercury-pool cathode of a rectifier—since the temperature is not 
thought to be high enough to provide the current by thermionic 
emission alone. Field-emission current densities of the order of 
thousands of amperes per square centimeter are possible. 32 Ordinarily 
such enormous current densities can be maintained only a short time if 
destruction of the cathode by the heat they produce is to be avoided. 

The phenomena of field emission may be explained in terms of the 
wave nature of electrons. Electrons which approach the potential- 
energy barrier at the surface of the metal are in part reflected and in 
part transmitted through the metal surface. If no external field exists 
at the surface of the metal, the barrier is infinitely thick, as shown by 
curve 1, Fig. 14, and no electrons with an ar-associated kinetic energy 
less than the top of the barrier can escape. If, on the other hand, an 
external field is applied, the thickness of the barrier is reduced, as 
shown by curve 2, Fig. 14, and of all the electrons which approach this 
barrier with less energy than that needed to surmount it, some will be 
reflected and some will penetrate it. The stronger the field, the thinner 
the barrier and the greater the number of electrons that will penetrate 
it. Since electrons having energies in the upper levels of the Fermi band 
may escape from the metal in this fashion, and since the number of 


k * 


91 S. Dushman, “Thermionic Emission, 0 Rev. Mod. Phys., 2 (1930), 470-473- A L 
Re.mann, Thermionic Emission (New York: John Wiley & Sons, Inc., 1934), 64-66 

(FebL^^), a k5- L 168.* ^ ^ » 
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these electrons is tremendously greater than the number excited to 
higher energy levels by temperature, field emission is substantially 
independent of temperature. It is the tremendous rate at which elec¬ 
trons of energies in the Fermi band arrive at the metal surface that 
makes possible the enormous field-emission current densities. Even a 
value of thousands of amperes per square centimeter is small relative 
to the random current density of 10 13 amperes per square centimeter. 

The use of wave mechanics in analyses of the penetration of elec¬ 
trons through the potential-energy barrier shows that the field- 
emission current density from a clean pure-metal surface is given by a 
relation 33 which may be placed in the following form: 

J - j A [46] 

where p ^ * 

J is the density of the field-emission current," 

<§ is the electric field intensity at th$ cathode surface, 

A, is an approximately constant coefficient, 

b f is approximately constant, and is determined mainly by the 

work function of the metal. 

✓ 

The striking similarity between Eq. 46 and Richardson’s equation for 
thermionic emission should be noticed.^ 

Experimental data can be fitted to Eq. 46 very well if A f and b f are 
regarded as constants to be determined to fit the data; in fact, an 
empirical equation of essentially this form was obtained before the 
wave-mechanical analysis was made. Experimental measurements 34 
of field emission from a pure-metal point are very difficult b^cauie of 
differences in the emission from different crystal faces of a single¬ 
crystal point, because of non uniformities in the field distribution pro¬ 
duced by microscopic irregularities in the point, and because of the 
extreme difficulty of maintaining a clean point of a pure metal at low 
temperatures, even in the best vacuum at present obtainable. 

” R. H. Fowler and L. W. Nordheim, “Electron Emission in Intenso Electric Fields,” 
Roy. Soc. Proc. {London). Series A, 119 (1928), 173-181; L. W. Nordheim, “The Effect 
of the Image Force on the Emission and Reflection of Electrons by Metals," Roy. Soc. 
Proc. {London), Series A, 121 (1928), 626-639. 

> 4 T. E. Sterne, B. S. Gosling, and R. H. Fowler, “Further Studies in the Emission of 
Electrons from Cold Cathodes," Roy. Soc. Proc. {London). Series A, 124 (1929), 699-723; 
E. W. Muller, "Die Abhangigkeit der Feldelcktronenemission von der Austrittsarbeit,” 
Zeils.f. Phys., 102 (1936), 734-761; “Weitefe Beobachtungen mit dem Feldelektronen- 
mikroskop,” Zeils.f. Phys., 108 (1938), 668-680; M. Benjamin and R. O. Jenkins, “Dis¬ 
tribution of Autoelectronic Emission from Single-Crystal Metal Points," Part I, Roy. 
Soc. Proc. {London), Series A, 176 (1940), 262-279. 
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12 . Secondary emission ^ 

A moving particle striking a solid surface may impart sufficient 
energy to an electron in the solid to enable the electron to escape 
through the potential-energy barrier at the surface. This process of 
escape, which was identified in 1902, 35 is called secondary emission 
because a primary particle must first strike the material before the 
secondary electron can escape. Although it is an incidental and often 
detrimental effect in some electron devices, secondary emission is 
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/,, primary-electron current 

E x . primary 
accelerating 
, voltage 


y Fig. 17. Measurement of secondary electron emission. 


% • 

responsible- for the successful operation of others, including cathode- 
ray tubes for television and laboratories, electron multiplier tubes, 38 
dynatrons, 37 some magnetrons, 38 certain high-performance amplifier 
tubes, 39 and storage tubes 40 in radar and electronic computers. 


“ L. Austin and H. Starke, "Cber die Reflexion der Kathodenstrahlen und eine damit 
verbundene neue Erscheinung sekundarer Emission," Ann. d. Phys., 9 (1902), 271-292. 

*• J. S. Allen, "Recent Applications of Electron Multiplier Tubes," I.R.E. Proc., 38 
(1950), 346-358. 

17 A. W. Hull, "The Dynatron," I.R.E. Proc., 6 (1918), 5-35. 

“ G. Hok, "The Microwave Magnotron," Advances in Electronics, Vol. II, L. Marton, 
Editor (New York: Academic Press, Inc., 1950), 219-250. 

** C. W. Mueller, "Receiving Tubes Employing Secondary Electron Emitting Surfaces 
Exposed to the Evaporation from Oxide Cathodes,” I.R.E. Proc., 38 (1950), 159-164. 

40 R. A. McConnell, "Video Storage by Secondary Emission from Simple Mosaics,” 
I.R.E. Proc., 35 (1947), 1258-1264; A. V. Haeff, "A Memory Tube,” Electronics, 20 
(September, 1947), 80-83; Hans Klemperer, "Repeller Storage Tube," Electronics, 21 
(August, 1948), 104-106. 
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The method illustrated in Fig. 17 is one of several used for the ex¬ 
perimental study of secondary emission. An electron gun directs a 
beam of primary electrons having an energy of E x electron volts 
through a hole in a collector against a target made of the material to 
be studied. The secondary electrons leaving the target are drawn to 
the collector by a voltage E 2 and cause the current / 2 , while the 
primary electrons are responsible for the current I v The number of 



Fig. 18. Secondary emission ratio as a function of the energy of the 
primary electrons for various surfaces.* 

secondary electrons emitted per primary electron, called the yield or 
secondary-emission ratio , is thus / 2 //j. This ratio depends on the target 
material and its surface condition, and on the type of primary particle, 
its energy, and its angle of incidence at the target. 

The secondary-emission ratio is shown as a function of energy of the 
primary electrons in Fig. 18 for three pure metals and three composite 
surfaces. These curves are illustrative of the typical behavior of such 
materials. Secondary emission occurs from most surfaces whenever the 
energy of the incident electrons is much in excess of the work function 
of the surface. In many practical tubes, however, it does not become 
appreciable until the energy of the incident electrons is of the order of 

• The curve for Cs-CsjO-Ag is taken from V. K. Zworykin, G. A. Morton, and 
L. Mai ter, “The Secondary Emission Multiplier—A New Electronic Device," I.R.E. 
Proc., 24 (1936), Fig. 2, p. 355, with permission. The other curves are taken from 
H. Bruining, “Secondary Electron Emission," Philips Tech. Rev., 3 (1938), Figs. 4 and 5, 
p. 82, with permission. 
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20 electron volts. As the energy of the primary electrons is increased 
the secondary-emission ratio increases to a maximum at several 
hundred electron volts, and then decreases gradually. The maximum 
is less than 2 for pure metals, and less than 10 for most composite 
surfaces and alloys, although values as high as 16 have been found. It 
is increased by layers of gas or electropositive metals on the surface ot 
the target, and is larger for many alloys than for any of their con¬ 
stituent materials alone. 41 Because of the sensitivity of the ratio to 
surface conditions of the target, reproducible results are difficult to 
obtain, and there is considerable lack of agreement among the 
numerous investigators who have contributed to the extensive litera¬ 
ture on the subject. 42 The secondary emission from some composite 
surfaces consisting of a thin film of cesium on an intermediate film of 
cesium oxide covering a silver electrode, such as is used in the photo¬ 
tubes discussed in Art. 13, approaches 60 milliampcres per watt of 
incident primary-electron energy, a value that compares favorably 
with the more efficient thermionic emitters. 43 

The energy values of the secondary electrons as they leave the sur¬ 
face are distributed over a wide range. This distribution in energy has 
been examined by several methods, one of which involves reversing 
the polarity of E 2 from that shown in Fig. 17. The electric field at the 
surface of the target is then in a direction to return the secondary 
electrons to the target; hence only electrons with values of initial 
energy above that corresponding to E 2 can reach the collector. Varia¬ 
tion of the magnitude of this retarding voltage E 2 gives data from 
which the distribution in energy of the secondary electrons can be 
found. The curves shown in Fig. 19 are typical of the results obtained 
when the primary-electron energy is below about 1,000 electron volts. 
When tne primary-electron energy is 123 electron volts, for example, 
the curves show that most of the secondary electrons have energies 
less than 25 electron volts. A smaller group have energies only slightly 
less than that of the primary electrons. This second group presumably 
comprises primary electrons that are elastically reflected from the 
surface. The remaining few secondary electrons have energies spread 
throughout the range between the two larger groups, and are inter¬ 
preted as being inelastically reflected primary electrons. As the 

41 L. R. Roller, "Secondary Emission," O.E. Rev., 51 (April, 1948), 33-40: 51 (June, 
1948), 50-52. 

41 H. Bruining, Die Sekundar-Elektronen Emission fester Korper (Berlin: Springer- 
Verlag, 1942); K. G. McKay, "Secondary Electron Emission." Advances in Electronics, 
Vol. I, L. Marton, Editor (New York: Academic Press. Inc., 1948), 65-130. 

43 V. K. Zworykin, "Electron Optical Systems and Their Application,” I.E.E.J., 79 
(1936) 1-!°; V. R. Zworykin, G. A. Morton, and L. Maiter. "Secondary-Emission 
Multiplier—A New Electronic Device," I.R.E. Proc., 24 (1936), 351-375. 
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primary-electron energy is increased to many thousands of electron 
volts, the distribution in energy of the secondary electrons changes 
from that shown in Fig. 19 to one with an increased percentage of 
high-energy electrons. 44 

Secondary electrons are not a factor in the operation of a simple 
two-electrode vacuum tube because there is no electrode situated near 
the anode which has a potential nearly the same as or higher than 



Fig. 19. Curves of the distribution in energy of the secondary electrons 
from a molybdenum target for three values of primary-electron energy.* 


that of the anode, and can therefore collect or attract them ; hence they 
do not leave the anode. Secondary emission from electrodes may be¬ 
come a factor in the operation of tubes having three or more electrodes 
if at least two are positive with respect to the cathode so that the 
current from the cathode divides between them. In these circum¬ 
stances, the part of this electron stream that strikes one electrode, 
such as the target in Fig. 17, causes secondary electrons that can 
travel to another electrode of nearly the same or higher potential. 
The net current from the external circuit to the first electrode is re¬ 
duced by the secondary emission; that to the second is increased. The 
reduction imposes an important limitation on the operation of tetrode 
tubes, and elimination of it is a major consideration in the design of 
many other multi-electrode tubes that are discussed in Ch. IV. To 

44 J. G. Trump and R. J. Van do Graaf, “Secondary Emission of Electrons by High 
Energy Electrons,” Phya. Rev., 75 (1949), 44-45; J. S. Allen, “Recent Applications of 
Electron Multiplier Tubes,” I.R.E. Proc., 38 (1950), 349. 

• The curves are adapted from L. J. Haworth, “The Energy Distribution of Secondary 
Electrons from Molybdenum,” Phya. Rev., 48 (1935), Fig. 2, p. 90, with permission. 
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Art. 12] 

2SSEarf the active materia, on 
£ other electrodes often cause difficulty in such tuba, because.the 

oxide increases the secondary-emission ratio of a surfa ° e secondary 
wise has a small value. In certain tubes, on the other 
emission is utilized to enhance the total current to the anoda. I 
these, transfer of the oxide has a deleterious effect because it reduces 
the secondary-emission ratio at a surface that normally has a hig 

^Secondary emission occurs not only from conductors, but. also from 
insulators such as the glass walls and electrode supports of a vacuum 
tube and the fluorescent screen of a cathode-ray tube. For low-anode 
voltages, the inner surfaces of the glass walls tend to become charged 
negatively because of the stray electrons that strike them. At higher 
voltages, bombardment of the inner surface of the glass by stray 
electrons may cause an appreciable current of secondary electrons to 
leave the glass and go to the positive anode. If the rate at which the 
secondary electrons leave a spot on the wall becomes greater than the 
rate at which the primary electrons arrive, the spot becomes positively 
charged and attracts more primary electrons. 46 In high-voltage tubes, 
this process sometimes becomes cumulative, the # wall becomes hot in 
one spot, the glass softens, and a puncture occurs, spoiling the 
vacuum. 47 Protecting shields and focusing electrodes are often in¬ 
cluded to prevent this action in high-voltage tubes with glass walls, 
such as rectifier or x-ray tubes. 

Secondary emission is utilized in most cathode-ray tubes to keep 
the phosphor used as a fluorescent screen from acquiring a negative 
charge when struck by the beam. The phosphor used is an insulator. 
Were it not for secondary emission, its surface would charge nega¬ 
tively until it reached the potential of the cathode, or a slightly lower 
value, whereupon no further electrons could reach the screen and no 
visible spot would form. The manner by which secondary emission 
overcomes this difficulty in a typical cathode-ray tube is illustrated 
in Fig. 20. For anode-to-cathode voltages in the electron gun smaller 


41 C. W. Muellor, “Receiving Tubes Employing Secondary Emitting Surfaces Exposed 
to the Evaporation from Oxido Cathodes,” I.R.E. Proc., 38 (1950), 159-1G4; S. Xevin 
and H. Salinger, "Secondary-Emitting Surfaces in tho Presence of Oxide-Coated 
Cathodes," I.R.E. Proc., 39 (1951). 191-193. 

44 1. Langmuir, "Fundamental Phenomena in Electron Tubes Having Tungsten 
Cathodes, Part II,” O.E. Rev., 23 (1920), 589-590. 

47 E. L. Chaffee, Theory of Thermionic Vacuum Tubej (New York: McGraw-Hill Book 
Company, Inc., 1933), 45, 91. 
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Fig. 20. Screen-to-cathode voltage in a cathode-ray tube. 

than the value corresponding to point A, the first cross-over point on 
the upper curve of the figure, the number of primary electrons exceeds 
the number of secondary electrons and the screen does charge nega¬ 
tively to nearly the cathode potential, as explained above. Once 
having reached that value, the screen potential tends to remain there 
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regardless of any increase of electron-gun voltage because the only 
electrons that can reach the screen have negligible energy. 

If, on the other hand, the electron-gun voltage is increased to a 
value between those corresponding to the first and second cross-over 
voltages, at points A and B, respectively, there is evidently a possi¬ 
bility that the primary electrons at the screen can have an energy 
corresponding to some voltage in the range between A and B. Conse¬ 
quently, the screen can lose more secondary electrons than it gains 
primary electrons, and hence can charge positively. For example, if 
such a value of electron-gun voltage is applied while the electron beam 
is turned off by a control means, leakage across the inner surface of the 
glass bulb tends to bring the screen potential to the same value as 
that of the anode of the electron gun. When the beam is turned on 
again, the first electron to arrive at the screen causes emission of 
more than one secondary electron, and the screen gains a net positive 
charge. The screen cannot continue to gain positive charge without 
limit, however. An equilibrium condition will necessarily be reached 
at which the screen loses secondary electrons at the same rate that it 
receives primary electrons, if the effects of leakage and other pro¬ 
cesses by which the screen might lose charge are negligible in com¬ 
parison with the effect of secondary emission. To produce such an 
equilibrium when the primary electrons have an energy corresponding 
to voltages in the range between the cross-over values, the excess 
secondary electrons must be made to return to the screen. Thus the 
screen must acquire a potential relative to its surroundings that results 
in a retarding electric field at its surface sufficient to allow escape of 
only one secondary electron for each primary electron, and to turn 
back all others. This retarding field may be produced in either of two 
ways: either the screen may charge to a potential that is a few volts 
positive with respect to the potential of the anode of the electron gun, 
or the space charge of the secondary electrons, discussed in Ch. Ill, 
may produce the retarding field. When the beam is concentrated at a 
small area on the screen, the current density is usually large enough 
to make the effect of the space charge predominate. 48 and the equi¬ 
librium screen potential is a few volts below that of the anode, as is 
indicated in Fig. 20. 

For values of electron-gun voltage above the value that corresponds 
to the second cross-over point at B in Fig. 20, the screen potential 
remains at essentially the potential of B because any higher value 
would result in fewer secondary electrons leaving than primary 

"W. B - Nottingham, “Electrical and Luminescent Properties of Willemite under 
Electron Bombardment,”,/. App. Phys., 8 (1937), 762-778; “Electrical and Luminescent 
Properties of Phosphors under Electron Bombardment,“J. App. Phys., 10 ( 1939 ), 73-83. 
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electrons reaching the screen and a corresponding accumulation of 
negative charge sufficient to return the screen potential to that of B. 
This limiting value of screen-to-cathode potential, called the sticking 
potential , is a characteristic of the phosphor and lies in the range of 4 
to 10 kilovolts for the more common ones. This sticking potential 
places a limit on the brightness of spot that can be obtained in 
a cathode-ray tube unless a conducting screen with a direct connec¬ 
tion, or other means different from secondary emission, is used for 
ridding the phosphor of the charge corresponding to the primary 
electrons. 

Compared with electrons, positive ions are relatively inefficient in 
causing secondary-electron emission. Of the inert gases, the ions of 
helium are the most efficient, 49 and the efficiency decreases with 
increasing atomic weight. Only about one in ten 100-electron-volt 
helium ions produces a secondary electron from a nickel surface, but 
the efficiency increases with energy and, on the average, each 1,500- 
electron-volt helium ion produces a secondary electron. 50 Secondary- 
emission ratios considerably greater than unity are obtained from ions 
of higher energy. 51 The number of mercury ions required to free one 
electron is about one hundred times as great as for helium ions of the 
same energy. The same electric field that accelerates the positive 
ions toward the cathode surface accelerates the secondary electrons 
toward the anode; consequently, the secondary electrons always 
become a part of the space current. Fast neutral atoms also cause 
emission of secondary electrons, often with about the same efficiency 
as ions of the same gas. 52 

13. Photoelectric emission 

Hertz discovered 53 in 1887 that the potential difference necessary to 
cause a spark between electrodes in air was reduced if the gap was 

49 F. M. Penning, "Liberation of Electrons from a Metal Surface by Positive Ions, Part 
II," K. Akad. Amsterdam Proc., 33 (1930), 841-857; M. L. E. Oliphant, "The Action of 
Metastable Atoms of Helium on a Metal Surface," Roy. Soc. Proc. (London), Series A, 
124 (1929), 228-242. 

40 M. Healea and C. Houtermans, "Relative Secondary Electron Emission Due to He, 
Ne, and A Ions Bombarding a Hot Nickel Target," Phys. Rev., 58 (1940), 608-610. 

61 A. G. Hill, W. W. Bcuchner, J. S. Clark, and J. B. Fisk, "Emission of Secondary 
Electrons Under High Energy Positive Ion Bombardment," Phys. Rev., 55 (1939), 
463-470. 

42 H. W. Berry, "Secondary Electron Emission by Fast Neutral Molecules and 
Neutralization of Positive Ions," Phys. Rev., 74 (1948), 848-849. 

44 H. Hertz, "Ueber sohr schnelle olectrischo Schwingungen," Ann. d. Phys., 31 
(1887), 421-448; “Ueber einen Einfluss des ultraviolotten Lichtes auf die electrische 
Entladung,” Ann. d. Phys., 31 (1887), 983-1000. 
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illuminated by light from a second spark gap. Later, Hallwachs 51 
found that a negatively charged body loses its charge rapidly when 
exposed to ultraviolet light. These phenomena, attributed to the 
emission of electrons under the action of the radiation, were explained 
by Einstein, who proposed in 1905 that Planck’s quantum theory of 
radiation be applied to photoelectric studies. The philosophical reason¬ 
ing of Planck indicated, and the photoelectric effect now demonstrates, 
that light behaves as though it travels in discrete units called quanta. 
The energy of a quantum is equal to hf, where h is the Planck constant 
and / is the frequency of the radiation. The term photon is applied 
to one quantum of light energy. When a photon of light impinges on a 
metallic surface, it may transfer enough energy to an electron at the 
surface of the metal to enable thd electron to escape through the 
potential-energy barrier. For this escape to occur, if the metal tem¬ 
perature is zero degrees Kelvin, the energy of the photon must be 
equal to or greater than the work function, since the work function 
is then the least amount of energy that an electron needs to escape. 
Photoelectric emission from a metal at absolute zero occurs only when 

hf>JQ, f 47 ] 
60 

The frequency f 0 = -r- 2 [*8] 

n 


is called the th resho ld frequency. Since ( j r ). 

/=c/l "fc [49] 

where c is the speed of light and X is the wavelength of the light, photo¬ 
electric emission occurs only if the incident light is such that 


, he 

X< W." 


[50] 


Y^the wavelength is represented in Angstrom units, denoted by the 
symbol A—one Angstrom equals 10~ 8 centimeter—this relation 


becomes 


1 < ~T~ A. 

9 


where </> is in volts. The wavelength 

12,395 

0 _ ~T~ 

is called the threshold wavelength. 


[51] 


►[52] 


44 W. Hallwachs, “Ober den Einfluss des Lichtss auf elektrostatisch geladene Korper.” 
Ann. d. Phya., 33 (1888), 301-312. 
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If the metal is not at a temperature of absolute zero, a few electrons 
are excited to higher energy levels by the temperature, and it is 
possible for a photon of light to give energy to one of these excited 
electrons and cause emission, even though the wavelength of the 
incident light is greater than the threshold wavelength computed by 
Eq. 52. However, the number of the electrons with high energies is 
very small relative to the total number of electrons in the metal, so 
that the emission current obtainable in this manner is exceedingly 
small. The observed emission from metals at room temperature or 
higher temperatures does not fall suddenly to zero at the threshold 
wavelength but decreases very rapidly to a minute value in a short 
range of wavelengths near the threshold. 

The transfer of energy from a photon to an electron must occur in 
the force field represented by the potential-energy barrier at the sur¬ 
face of a metal. The difficulties of satisfying the conditions necessary 
for the transfer of energy without the presence of the force field are so 
great that the transfer cannot occur to an appreciable extent in the 
interior of the metal. Thus photoelectric emission is to be regarded as 
essentially a surface phenomenon. 

In order that appreciable photoelectric emission may occur for 
all light in the visible spectrum—for which X lies between about 
4,000 and 7,600 Angstroms—the work function must be less than 
12,395/7,600 or 1.63 volts. When the work function is less than this 
value, the energy of the radiation in the infrared portion of the 
spectrum may also cause photoelectric emission. Composite surfaces 
having a work function less than this value are available and make 
possible a great many applications of the photoelectric effect. 

The considerations given thus far determine the possibility of photo¬ 
electric emission. The amount of photoelectric emission, however, is 
dependent on the intensity of the radiation, that is, on the number of 
light quanta that strike the surface per second. Experiment shows 
that the photoelectric current emitted from a surface is proportional 
to the light intensity over a range of at least 10 8 to 1, provided only 
that the color, or distribution of power with frequency, of the radia¬ 
tion is held constant. 

The fundamental mechanism of photoelectric emission may there¬ 
fore be said to be governed by two laws: 

(a) Appreciable photoelectric emission can occur only provided the 
wavelength of the incident radiation is less than the threshold 
wavelength, or the frequency greater than the threshold 
frequency. 

(b) The amount of photoelectric emission, or the emission current, 
is proportional to the intensity of the incident radiation for a 
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fixed frequency distribution of the radiant power. This propor¬ 
tionality does not imply, however, a linear relation between the 
jurrent and intensity in all practical applications of the photo¬ 
electric effect, which is a matter that is discussed in more detail 
subsequently. 

The photoelectric current is a function*of the distribution of the in¬ 
tensity with frequency of the light that strikes the surface. Because of 
the complex nature of the surfaces at which emission occurs, adequate 



Infrared 


ng. £A. neiauve spectral -sensitivity curves for photoelectric emitters 
in arbitrary units, and relative-luminosity curve for the eye in per cent.* 

quantitative explanations of the observed variations of the photo¬ 
electric current with the frequency of the light have not yet been 
given. For most surfaces, a given amount of radiant power in a small 
band at the blue end of the visible spectrum—that is, near 4,000 
Angstroms—gives a greater photoelectric current than an equal 
amount of power distributed in a narrow band near the red end—that 
is, near 7,600 Angstroms. Because of their low work functions, the 
alkali metals, which have the approximate photoelectric w'ork functions 
given in Table IV, are the most effective photoelectric emitters when 
exposed to visible light. Cesium, with the lowest work function of all 
the alkali metals, responds to the greatest range of the visible spectrum 
and is therefore much used in phototubes. 

of PW 77 7 n °, a 7 li metaU are adaptcd from E - R Sei,er ’ “Color-sensitiveness 
of Photo-electnc Cells, Astrophys. J.. 52 (1920). Fig. 4a, p. 143. with permission. The 

curve for the eye .s a plot of data from Recueil des travaux el compte rendu des seances , 

IZTT 1 , ^ L ' gdaira ^’ Sixiim * Geneve-Juillet, 1924 (Cam¬ 

bridge, England: The University Press, 1926), p. 67. 
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The manner in which the emission current from a surface varies 
with the color or frequency of the incident radiant power is commonly 
represented as a spectral-sensitivity characteristic such as is shown in 
Fig. 21. The photoelectric response R(X) resulting from a given amount 
of radiant power confined to a narrow wavelength band and incident on 
the phototube window is plotted as the ordinate, and the mean wave¬ 
length X of the band is plotted as the abscissa. Such curves are ordi¬ 
narily obtained through passing light from an incandescent source 
through a prism, selecting a narrow band of wavelengths by means of 

TABLE IV* 


Metal 

Melting Point, 
degrees centigrade 

Work Function, 
electron volts 

Threshold 
Wavelength, 
Angstrom units 

Lithium 

186.0 

2.28 

5,440 

Sodium 

97.5 

2.46 

5,040 

Potassium 

62.3 

2.24 


Rubidium 

38.5 

2.18 


Cesium 

26.0 

1.91 

6,490 

Calcium 

810.0 

2.70 

4,590 

Barium 

850.0 

2.51 

4,940 


• Tho molting points aro from International Critical Tables (Now York: McGraw-Hill 
Book Company, Inc., 1929), Vol. /, pp. 103-105; tho work functions aro from V. K. 
Zworykin and E. G. Ramberg, Photoelectricity and Its Application (Now York: John 
Wiley A Sons, Inc., 1949), Table 2.2, p. 30. with permission, and aro solcctod values 
representative of those in tho available literature; tho threshold wavelengths ore 
computed from Eq. 52 ond tho work functions. 


a slit that can be moved through the spectrum, and plotting the ratio 
of the current given by the phototube when exposed to light from the 
slit to the current given by a blackened thermopile when exposed to 
the same light. The blackened thermopile absorbs all radiation equally 
and therefore gives a measure of the energy at that part of the spec¬ 
trum. If the thermopile is calibrated to indicate the radiant power, the 
ordinates of the curves may be indicated in amperes per watt. In Fig. 
21, however, the ordinates are to an arbitrary scale. As is indicated by 
the figure, the alkali metals exhibit a spectral sensitivity curve having 
a peak at some wavelength in the visible spectrum. 

The spectral sensitivity of a phototube is of great importance in 
determining its suitability for use with a given light source. For 
example, the radiation from an incandescent tungsten lamp is dis¬ 
tributed throughout the spectrum, as is shown in Fig. 22. Much of the 
power is radiated as heat in wavelengths beyond the visible part of the 
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spectrum—hence the luminous efficiency of such lamps is low. Very 
little of the power is radiated in the blue end of the spectrum; thus, a 
blue-sensitive phototube gives relatively little response to an incan¬ 
descent lamp. The total power from the lamp corresponds to the total 
area under its power-distribution curve. The total response of a photo¬ 
tube to such a power-distribution curve corresponds to the integral of 
the product of the spectral-sensitivity function and the power-distri¬ 
bution function, that is, to the area under the curve given by the pro¬ 
duct of the ordinates at each abscissa. In the same way the response 



Wavelength X in Angstroms 

Fig. 22. Radiation from a black body and from a tungsten- 

filament lamp.* 


of the eye may be obtained from its spectral-sensitivity, or relative- 
luminosity, curve as given approximately in Fig. 21. When the area 
under this product curve is multiplied by the proper constant, the 
result is the lumen output of the lamp. A cesium surface matches the 
characteristics of the eye more closely than does one of any of the 
other pure alkali metals. 

To increase the over-all sensitivity of phototubes to radiation from 
commonly used light sources such as the incandescent lamp, efforts 
have been made to increase the spectral sensitivity in the visible 
spectrum and extend it into the infrared region. Certain thin films of 
alkali metals on surfaces of other metals are found to have lower 
photoelectric work functions than either metal alone. This effect is 
similar to the reduction of the thermionic work function obtained 
with a thin film of thorium on tungsten. Combinations comprising a 
thin film of cesium on an oxidized backing surface of silver, on an 
antimony surface, or on a bismuth surface have received the greatest 

• These curves are adapted from V. K. Zworykin and E. G. Ramberg, Photoelectricity 
and Its Application (New York: Jollfc Wiley <fe Sons, Inc., 1949), Fig. 2.4, p. 18, with 
permission. 
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commercial development. 55 Spectral-sensitivity curves for three stan¬ 
dard thin-film emitters are shown in Fig. 23. The curve for cesium on 
cesium oxide on silver exhibits a double peak and extends far into the 



2000 3000 4000 5000 6000 7000 8000 9000 10.000 

Wavelength in Ang9trom units 

Fig. 23. Absolute spectral-sensitivity curves for three standard thin- 

film photocathodes.* 


infrared region of the spectrum. This surface is therefore well suited 
for use with an incandescent source. Because of its higher absolute 
sensitivity, however, the cesium-on-antimony surface gives greater 


M K. Zworykin and E. G. Ram berg. Photoelectricity and Its Application (New York: 
John Wiloy & Sons, Inc., 1949), Ch. 3. 

• These curves are taken from V. K. Zworykin and E. G. Ramberg, Photoelectricity 
and Its Application (New York: John Wiley & Sons, Inc., 1949), Fig. 20.1, p. 467, 

with permission. 
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total response to light from the usual incandescent lamp even though 
the peak of its spectral-sensitivity curve is at the blue end of the 
spectrum. The cesium-on-antimony surface is widely used as a 
semitransparent photocathode on a glass wall. Such a transparent 
cathode permits design of photoelectric devices in which light 
penetrates the cathode and releases electrons from the inner side. 

A typical phototube, shown in Fig. 24, consists of a 
sensitive cathode surface of large area sealed in an 
evacuated bulb with an anode, or electron collector, 
in the form of a wire or ring. The anode is made 
small in order that it may not obstruct the passage 
of light to the cathode. The many ways of preparation 
of cathode surfaces constitute an art in themselves. 56 
In potassium tubes, the alkali metal is often distilled 
into the bulb while the bulb is attached to the vacuum 
system. The metal coats the inner face of the glass, 
except for a region left for the entrance of light, and 
forms the active surface. Sodium is sometimes deposited 
on the inner surface of the bulb by electrolysis of 
sodium ions directly through the glass. Cesium is 
usually introduced by being formed from a chemical 
salt. A pellet of a mixture of the salt and a powdered 
metal—for example, cesium chloride and calcium, or 
cesium dichromate and silicon—is held in a small metallic container 
in the bulb. 67 When the cesium is to be freed, the pellet is heated by 
induction, and the cesium, replaced in the salt by the powdered metal, 
boils out and condenses to form the active surface. The sensitivity 
may vary over a range of a thousand to one, or more, depending 
on the method of preparation. 

The characteristics of the phototube for variable voltage and vari¬ 
able light flux are usually similar to the curves shown in Figs. 25 and 
26, respectively, where i b is the current through and e b the voltage 
across the phototube, as indicated in Fig. 27. With the light flux held 
constant as in Fig. 25, a small current occurs even when e, is equal to 
zero because of the excess kinetic energy given to the electrons by the 
hght quanta and the resulting initial velocities of the electrons as they 
leave the cathode. If the anode is made positive with respect to the 
cathode, the electrons are drawn from the cathode, and the current 



Fig. 24. 

A typical 
phototube. 

(Courtesy 
Radio 

Corporation of 
America.) 
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increases. In the usual type of vacuum phototube, anode voltages of 
50 volts or less draw all the electrons to the anode as rapidly as they 
are emitted, and additional voltage does not result in an appreciable 
increase of current above the resulting fixed “saturation” value. For 
voltages below the value that draws all the electrons across, many of 
the emitted electrons miss the small anode in their flight and return to 

929 


Average anode characteristics 



Fig. 25. Current through the vacuum phototube of Fig. 24 as a function 
of its terminal voltage. (Data by courtesy of Radio Corporation of 

America.) 

the cathode. This is one example of a situation in which the space or 
conduction current does not equal the emission current. Space charge, 
which plays an important part in the thermionic tube and is discussed 
in Ch. Ill, is comparatively unimportant in the phototube, because 
the photoelectric currents are small, often less than a microampere. 
For voltages above the minimum value that produces the saturation 
current, an increase of light flux increases the saturation current in 
direct proportion, as is illustrated by the curves of Fig. 20. 

In the utilization of a vacuum-type phototube, a direct voltage E bb 
of the proper polarity to draw electrons from the cathode is connected 
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across a high-resistance R and the phototube in series, as shown in 
Fig. 27. The voltage drop across the resistance is generally used to 
excite the grid of a vacuum tube. When the phototube voltage is held 
constant and the light flux varied, the current is directly proportional 
to the light flux, as shown in Fig. 26. For all phototube voltages in 
excess of the saturation value, the curves lie essentially one on an¬ 
other. For phototube voltages below the saturation value, however, 
the current yield per lumen, while constant, is reduced in magnitude. 
The sensitivity of the phototube expressed in microamperes per 



Fig. 26. Current from the vacuum 
phototube of Figs. 24 and 25 as a 
function of light flux. 



Fig. 27. Phototube connected in 
a circuit. 


lumen is the slope of the upper curve in Fig. 26. Note that the value of 
the resistance R does not affect the current appreciably as long as the 
voltage of the battery is sufficient to keep the voltage across the photo¬ 
tube higher than the saturation value for all conditions of operation. 
Usually R is of the order of 5 to 25 megohms, the current is of the 
order of a microampere, and the applied battery voltage is of the 
order of 90 volts. 

Gas is deliberately introduced in some phototubes to increase the 
yield of current for a given luminous flux. The increase of current , from 
fivefold to tenfold, results from ionization by collision. The amount of 
the increase is a critical function of the voltage applied to the photo¬ 
tube, as is explained in considerable detail in Art. 7, Ch. III. The gain 
m effective sensitivity resulting from the use of gas is obtained only 
at some sacrifice of linearity and speed of response. 

Electron multiplication through secondary emission may also be 
used to increase the yield of current in a phototube. One device 
utilizing this principle is illustrated in Fig. 16, Ch. I. To eliminate the 
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requirement of an auxiliary magnetic field inherent in that method, 
various types of electrostatic electron-multiplier phototubes have 
been originated. 58 A cross section of a common type is shown in Fig. 
28. The electrodes in this tube are a photocathode 0, a series of secon¬ 
dary emitters 1 to 9, called dynodes, and an anode 10. It is designed 
for connection to a voltage source and load resistance R as shown in 
Fig. 29. The dynodes are maintained at increasing potential in 



shown in Fig. 18. Actually, in a practical tube, not all the secondary 
electrons from one dynode reach the next. Some are lost in each stage, 
and the chief design problem in this type of tube is to shape the 
electrodes so as to reduce such escape and thereby make the current 
amplification large. For 50. 75, and 100 volts per dynode, the current 
amplification in the multiplier phototube of Fig. 28 is 8,000, 150,000, 
and 1,000,000, respectively. 

Since the final dynode 9 almost surrounds the anode 10, a relatively 
small voltage e b from dynode 9 to the anode is sufficient to collect 

M H. E. lams and B. Salzbcrg, “The Secondary Emission Phototube,” I.R.E. Proc., 
23 (1935), 55-64; V. K. Zworykin, G. A. Morton, and L. Malter, ‘ The Secondary 
Emission Multiplier—A New Electronic Device,” I.R.E. Proc., 24 (1936), 351-375; 
G. Weiss, “On Secondary Electron Multipliers," Zeit.f. lech. Phys., 17 (1936), 623-629; 
R. W. Engstrom, “Multiplier Photo-Tube Characteristics: Application to Low Light 
Levels,” J.O.S.A., 37 (1947), 420-431. 
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Fig. 29. Electrode connections for a multiplier phototube and load. 


931-A 

Average anode characteristics 



Fig. 30. Characteristic curves for a multiplier phototube. ( Data by courtesy 
of Radio Corporation of America.) 


essentially all the electrons from this dynode. Hence the output cur¬ 
rent i b and the voltage for a particular constant voltage between 
dynodes are related in the manner shown in Fig. 30. 
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PROBLEMS 

1. By how many volts must the voltage equivalent of the work function change 
to reduce the emission of tungsten at a temperature of 2,400 K by 10 per cent? 

2. The saturation current from two filaments of the same dimensions is 
measured for a temperature of 2,620 K. One filament is tungsten, the other is a 
material having an equal emission constant A but a work function half as great. 
What is the ratio of the emission currents? 

3. Design a tungsten filament for a rectifier tube to deliver £ amp emission 
current. The filament voltage is to be 10 volts. Assume a temperature of 2,500 K. 
Give: 

(a) dimensions of filament, 

(b) heating current, 

(c) power to heat filament. 

4. If all linear dimensions of a cylindrical tungsten wire filament are doubled, 
and the temperature is held constant, what changes occur in the omission current, 
heating power, life, heating voltage, and heating current? 

5. Calculate the temperature consistent with 1,000 hours of life at which a 
tungsten filament should be operated if it is 32 mm long by 0.003 in. in diameter. 

6 . A vacuum diode has a 0.005-in. diameter tungsten filament of 2-in. 
effective length. The filament current is adjusted to maintain the filament at an 
initial temperature of 2.400 K. By what percentage will the emission have changed 
at the end of the life of the filament, 

(a) if the filament current is held constant? 

(b) if the filament voltage is held constant? 

The filament may be assumed to be ideal. 

7. A tungsten-filament vacuum tube is to furnish a continuous steady thermi¬ 
onic-emission current. The filament is 32 mm long and 0.003 in. in diameter. 
Assume that the tube is to be replaced after 10 per cent of the filament mass has 
evaporated. 

(a) If the cost of the tube is SI.00, and the cost of filament energy is 10 cents 
per kilowatt-hour, what is the minimum cost per ampere hour of saturation 
emission current over an extended period of time? 

(b) What will be the corresponding life in hours? 

(c) How does the cost of the tube compare with the total cost of the filament 
energy when the total cost of both is a minimum? 

(d) If approximations are used in the solution, state their nature and discuss 
any possible errors introduced by them. What additional considerations 
would determine the actual choice of filament current to be used? 

8 . At what temperature will a pure tungsten filament give an emission one- 
fiftieth as much as that from a thoriated-tungsten filament of the same dimen¬ 
sions if their temperatures are the same? The emission constants for thoriated 
tungsten may be taken as A equals 3.0 amp per cm 2 per (deg K) 2 and b equals 
31,500 K. 

9. (a) Approximately what emission could be expected from a tungsten fila¬ 

ment 0.006 in. in diameter and 4 cm long when heated to a temperature 
of 2,400 K? 
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(b) What would be the temperature of a thoriated-tungsten filament of the 
same dimensions to give the same emission as that obtained in (a)? For 
thoriated tungsten, the emission constant A may be taken as 3.0 amp 
per cm 2 per (deg K) 2 and 6 as 31,500 K. 

10. Construct a curve for thoriated tungsten on the power-emission chart, 
Fig. 11. using the data of Table III for the heating power, and the constants A 
equals 3.0 amp per cm 2 per (deg K) 2 and 6 equals 31,500 K in Richardson’s equa¬ 
tion for the emission current. Is it a straight line? Why? 

11 . Calculate the ratios of the emissions from pure-tungsten, thoriated- 
tungsten, and oxide-coated surfaces at the respective normal operating tempera¬ 
tures of 2,400 K, 1,900 K, and 1,000 K. 

12. A typical vacuum triode has a cylindrical, oxid^-coated, unipotential 
cathode with the following dimensions: 

Outside diameter = 0.045 in. 

Total length = 26 mm 

Coated length = 20 mm. 

The rated operating conditions given by the manufacturer are: 

Cathode-heating voltage E f = 6.3 volts 
Cathode-heating current I f =* 0.3 amp 
Normal plate current t 6 = 0.010 amp. 

(a) On the assumptions that none of the power is radiated from the ends of tho 
cylindrical cathode, and that the radiation is uniform along tho whole of tho 
total length, calculate tho total cathode emission, using the curve labeled 
1934 on tho power-emission chart, Fig. 11. 

(b) What is the emission efficiency? 

(c) What is the ratio of the normal plate current i b to tho saturation current 

v 

(d) Could you measure the saturation current? If so, how? 

(o) Repeat tho calculations for a triode which has a ribbon filament with a 
cross section of 0.020 in. by 0.0024 in. and a length of 110 mm, and rated 
values of filament voltage E f equal to 2.5 volts, filament current I f equal 
to 1.5 amp, and a normal plate current i b of 0.035 amp. 

‘ 13. What types of thermionic cathodes can be best employed in each of the 
following tubes? Give reasons. 

(a) X-ray tubes. 

(b) Kenotrons. 

(c) Radio receiving tubes. 

(d) Cathode-ray tubes. 

(e) Gas-filled rectifier tubes. 

(f) Radio transmitter tubes (plate voltage below 17,000). 

14. Although the three common types of thermionic emitters have widely dif¬ 
ferent emission efficiencies (milliamperes emission per watt of heating power), all 
three are nevertheless in general commercial use. Why is this true? 

15. Determine the multiplication per stage in the multiplier phototube of 
Fig. 28 when it is operated at 50, 75, and 100 volts per dynode. 



CHAPTER III 


Electrical Conduction through Vacuum, Gases, 

and Vapors 

In all the electronic devices discussed in Ch. I, the space through 
which the charged particles move is very highly evacuated. The num¬ 
ber of gas molecules present is negligible, and their effects may there¬ 
fore be ignored. Moreover, the current conducted across the inter- 
electrode space by the charged particles is so small that the current 
density is not more than a few microamperes per square centimeter at 
any point. In these circumstances, the effect on the electric field of 
the charged particles in the interelcctrode space and the effect of the 
gas molecules on the motions of the charged particles are negligible. 
Analysis of the operation of these devices hence is properly made on 
the assumption that the forces acting on the charged particles are 
only those caused by the electric and magnetic fields that may be 
present, and that these are in no way influenced by the presence of the 
particles. 

Not all electronic devices may be analyzed so simply. In a large 
class—that of vacuum tubes, in which effects of the charges in the 
interelectrode region aro important—the current density is relatively 
large, the electric field is influenced materially by the presence of the 
charged particles, and the study of the devices therefore must include 
the effect of space charge. The analysis is more involved, for the cur¬ 
rent and the electric field become interdependent quantities. Neither 
can be specified as a starting point in the analysis; rather, both must 
be sought together. For this reason, among others, the analysis of the 
behavior of many such devices is too difficult to be carried through to 
completion, and in their design resort to experimental methods is 
often made. The approximate behavior of certain vacuum electron 
tubes of relatively simple geometry can nevertheless be predicted and 
explained analytically, as is shown in Art. 1 following. This analysis is 
applicable to any electronic device in which the current is carried only 
by charged particles of one sign. 

In still other electronic devices, the number of gas molecules in the in¬ 
terelectrode space is not so small that they have a negligible effect upon 
the operation of the tube. Because of the gas, many new phenomena 
occur in such tubes, and the analysis of their behavior is more com¬ 
plex. Sometimes the gas is present because of imperfect evacuation of 
an electron tube intended to function as a vacuum device, and the 
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effect of the gas is an undesired modification of the characteristics of 
the tube. At other times the gas is deliberately introduced to produce 
a device with characteristics entirely different from those of vacuum 
tubes. The phenomena that occur in electron tubes because of the 
presence of gas are discussed in the later articles of this chapter. 

1. Limitation of current by space charge 
In general, current is conducted between the electrodes of electronic 
devices by both positively and negatively charged particles, that is, by 
positive ions, negative ions, and electrons. Sometimes, however, the 



(a) Electrode configuration <b> Potential distribution (cl Current-temperature 

curve 

Fig. 1. Potential distribution and current-temperature curve of a 
vacuum diode with infinite, parallel plane electrodes. 

current is carried essentially by particles of one sign only, and the 
analysis is then greatly simplified. An example of such conduction is 
that found in a vacuum tube with a thermionic or photoelectric 
cathode. Because most of the gas is removed from the tube, positive 
and negative ions are not present in appreciable quantities, and the 
current is conducted* by electron s only. 

In the vacuum tube, the repulsive force between the electrons as 
they cross the interelectrode space places an upper limit on the mag¬ 
nitude of the current that can be conducted for a given applied voltage 
and geometrical configuration of the electrodes. If the plate voltage e b 
in a diode such as that shown in Fig. 1, Ch. I, is held constant, and the 
temperature of the cathode is increased, the current through the tube 
increases at first in accordance with Richardson’s equation but ulti¬ 
mately reaches a maximum value. Further increase of the cathode 
temperature does not then result in an appreciable further increase of 
current. This limitation of the current results from the repelling effectv/ 

that the electrons in the space exert on those about to leave the 
cathode. 

The effect may be visualized with the aid of Fig. 1, where for the 
sake of mathematical simplicity the cathode and plate are assumed to 
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be parallel equipotential planes of dimensions large compared with the 
distance d between them. If the cathode temperature T is so low that 
no electrons are emitted, the electric field is uniform throughout the 
region between the plates, and for a given potential difference e b the 
potential distribution in the space may be represented by a straight 
line, as shown by curve 1 in Fig. lbVAs the temperature of the cathode 
is increased and electrons are drawn across the space by the electric 
field, their negative charge reduces the potential in the space to some 
such curve as curve 2. The current then carried by the electrons might 
be that corresponding to T 2 in Fig. lc. With increasing cathode 
temperature, the plate current i b increases, and the curve of the 
potential distribution is forced lower and lower. When the charge in 
the space becomes so great that the potential distribution curve is 
depressed until its slope at the cathode is zero, as shown by curve 3, 
the electric field, or force on the electrons, at the cathode is zero. Still 
further increase of the cathode temperature results in such a curve as 
4 in Fig. lb, and the electric field at the cathode is then reversed. The 
vforce on the electrons at the cathode is back toward the metal, but 
some of them are emitted from the cathode with sufficient initial 
velocity to overcome the retarding force and pass the point of mini¬ 
mum potential. They are then drawn on to the anode by the electrio 
field to the right of that point. Electrons having smaller values of 
initial velocity, however, are turned back by the retarding force and 
re-enter the cathode. The space current conducted from electrode to 
electrode is hence smaller than the emission current, and further 
increase of the cathode temperature beyond a value illustrated by T 3 
in Fig. lc does not result in an appreciable increase of the current i b . 

V The current is said to be limited by the space charge of the electrons. 

In most practical applications of vacuum tubes, the plate voltage 
e b is large compared with the retarding voltage represented by the 
minimum point on curve 4 in Fig. lb. Under these conditions, the 
current for curve 3, for which the electric field at the cathode is zero, is 
essentially the same as the true space-charge-limited current that cor¬ 
responds to curve 4. The following discussion therefore assumes that 

I the condition of zero field at the cathode is the critical condition for 
the space-charge limitation of the current. When the effect of the 
initial velocities and the potential minimum is included, the mathe¬ 
matical treatment of the problem is much more difficult and results 1 
in the appearance of correction terms involving the cathode 

1 T. C. Fry, “Thermionic Current between Parallel Planes; Velocities of Emission Dis¬ 
tributed according to Maxwell’s Law," Phys. Rev., 17 (1921), 441-452; I. Langmuir, 
"Effect of Space Charge and Initial Velocities on the Potential Distribution and Ther¬ 
mionic Current between Parallel Plane Electrodes,” Phye. Rev., 21 (1923), 419-435. 
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temperature and the ratio of the actual current to the saturation 
current. 

Another qualitative view useful in illustrating the effect of the space 
charge of the electrons is shown in Fig. 2. In Fig. 2a, the electrons are 
pictured in transit to the anode, with lines of electric force drawn 
between them and the positive charges at the anode. The magnitude 
of the electric field at any point between the plates equals the slope of 
the potential distribution curve in Fig. lb and equals the density of 
the lines of force in Fig. 2. The density of the lines at the cathode is 
reduced by the presence of electrons in the space; and if the emission 
is increased sufficiently, the number of electrons in the space increases 




Fig. 2. Pictorial representation of the electrons and the lines of force 

in a vacuum diode. 

until all the lines of force extending from the anode end on electrons, 
as in Fig. 2b. Then no additional electrons are drawn from the cathode 
except to replace those that arrive at the anode, since the electric field 
at the cathode is zero. The potential distribution corresponding to 
Fig. 2b is that of curve 3 in Fig. lb; consequently, Fig. 2b illustrates 
the conditions in the diode when the current is limited by space charge 
and the effect of the initial velocities is neglected. For a more nearly 
exact picture of the field in the tube when the current is limited by 
space charge, the initial velocities must be taken into account and 
Fig. 2b must be slightly modified to show a small retarding field at the 
cathode surface and a position of zero field at a short distance from 
the cathode. 

On the basis of the following five assumptions, a quantitative 
analysis of the problem can be made: 

r^a) The electrodes are infinite, parallel, plane, equipotential sur¬ 
faces. 

(b) The number of electrons emitted at the cathode exceeds the 
demand. 

(c) The electrons start from rest at the cathode. 

(d) Electrons only are present in the space. 

(e) The anode voltage is constant and has been constant sufficiently 
long for the current to reach its steady-state value. 
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The first step in the analysis is to derive Poisson’s equation, which 
may be developed from Gauss’s theorem 2 that the surface integral of 
the normal component of the electric displacement leaving any closed 
surface is equal to the total charge enclosed by the surface. Gauss’s 
theorem may be expressed in the form 

j D. ds = jp dv, [ 1 ] 

closed enclosed 

surface volume 

where 


D n is the component of electric displacement normal to the 
surface, 

ds is an element of area on the closed surface, 
p is the charge density in the volume enclosed by the surface, 
dv is an element of the volume enclosed by the surface. 



tion. 


By means of this theorem, Poisson’s 
equation in rectangular coordinates is 
derived as follows. If the cubic element 
of volume in Fig. 3 lies in an electric 
field, and the rectangular components 
of the electric displacement are D x , 
D yt and D tt the flux of displacement 
inward through the face OABC is 

D x dy dz , 

and the flux of displacement outward 
through the opposite face DFGH is 

(. D , + d -£dx ) dy dz. 


The net flux outward through the faces perpendicular to the * axis 
is then 


dD. 

dx 


dx dy dz. 


The addition of similar expressions for the other directions gives the 
total outward flux as 



* N. H. Frank, Introduction to Electricity and Optics (2nd ed.; New York: McGraw-Hill 
Book Company, Inc., 1950), 41-45. 
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which, according to Gauss’s theorem, equals p dx dy dz. Furthermore, 




[ 2 ] 


where e is the dielectric constant, <g x is the electric field intensity in 
the x direction, and e is the electric potential* at any point in the field. 
Since relations equivalent to Eq. 2 hold for the other field components, 


d 2 e d 2 e d 2 e 
dx 1 + dy* + d? 


►[3] 


Equation 3 is known as Poisson's equation. It, together with boundary 
conditions, governs the electric field in any region in which a charge is 
distributed in the space. 

In order to carry further the analysis of the diode with parallel 
plane electrodes, shown in Fig. 1, assume that 

x is the distance from the cathode to any point in the tube, 
e is the potential, 
p is the charge density, 

J is the current density, 
v is the velocity of the electrons. 

The quantities e, p, and v are measured at a distance x from the 
cathode of the tube and are therefore functions of x. In addition, 
suppose that 

e b is the potential of the plate, 
d is the distance from the cathode to the plate. 

The quantities e and e b are the potentials measured with respect to the 
potential of the cathode. Alternatively, is the potential rise from the 
cathode to the plate, or the potential drop from the plate to the 
cathode. Since the geometry of the tube requires that the vectors 
representing the velocity of the electrons and the current density at 
each point in the tube be directed perpendicularly to the electrode 
planes, only the x components of these vectors need be considered. 
These are therefore represented here by the symbols v and J, re¬ 
spectively. Since the electrons actually move from the cathode to the 
plate, it is convenient to call velocities in this direction positive. Simi¬ 
larly, because the charge of the electron is negative, the actual 


In this article, the lower-case letters, e, and t, are used despite the fact that the 
voltages and current they represent are supposed not to vary with time. The expressions 
derived are valid if these quantities vary, provided the variations are so slow that the 
displacement current in the mterelectrode region is negligible. The effects of time 
variations of electrode voltages are discussed in Ch. IV. 
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direction of the current in the interelectrode space is from the plate to 
the cathode, and currents in this direction may conveniently be 
called positive. 

The geometry of the tube requires also that the electric field be 
parallel to the x axis and that 


d 2 e d 2 e 

dy* ~ a? - °- M 

Thus Poisson's equation reduces to the one-dimensional form 


d*e 
dx 1 ~ 




where the dielectric constant of free space £ „ is used since the space in 
the electron tube is a vacuum. 

The current density J is given by 

J = ~ pv - 'tTf - 'W [®] 

where the minus sign appears because the positive directions of the 
current density and the velocity are chosen opposite to each other. 
Ihis relationship may be shown by consideration of a volume v meters 
long and one square meter in cross section. The total charge in the 
volume is pv coulombs. If the charges in the volume are moving with 
a velocity v meters per second toward the end of the volume all of 
them will pass through the end in one second. The total charge trans¬ 
ferred in one second across the end of the volume in the direction of 
the velocity—or the current density in this direction—is thus equal 
to pv, the total charge in the volume. But the current density in the 
direction of the velocity is the negative of the current density that 
has been called J, so that J is given by Eq. 6. 

From Eq. 30, Ch. I, 


> 






Substitution of Eqs. 6 and 7 in Eq. 5 to eliminate p and v gives 

“ *.Me~ ^ 



where 
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To integrate this differential equation relating J, e , and x , both sides 
may be multiplied by 2 (de/dx) dx. Then 


f de d 2 e f 1 de 

J 2 S&*'"“ y JvSS 4fa - 


[ 10 ] 


The current density J appears outside the integral sign because it does 
not vary with x; it must be the same at every point in the tube. Since 


_d (de) 2 _ 

dx \ dx) dx dx 2 ' 


[H] 


Eq. 10 may be written 

and 

(S) wm * KJ 'I* + c i- 

The boundary conditions for the evaluation of the constant C x are that 
when x is zero, ejs zero, and, as discussed previously, de/dx is zero. 
Therefore C\'is“zero, and 


[ 12 ] 


[13] 


P = 2 VKJ'i-e' 1 -. 
dx 


The variables may be separated in this equation; thus 

J e-‘>de = 2 VKJ' 1 ’ J dx; 

whence 

‘ «*'. = 2 VK.J'i- x + C,. 

Since e is zero when x is zero, the constant C 2 is zero, and 


j = = 1 2 — ?— 

9 K x* 9 V m. x * ’ 


[14] 

[15] 

[16] 

[17] 


Since this equation applies for any value of x , it applies for con¬ 
ditions at the plate, where x equals d and e equals e b . Thus 


LQ.& 

J ~T v 2 » 5T-V^ 


[18] 


Any self-consistent system of units may be used for the quantities in 
Eq. 18. If the constants in the equation are evaluated in the mks 
system, the following important numerical form is obtained: 

e% 

J = 2.33 X 10~ 6 — amperes per unit area. 


[19] 
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In this form of the equation, e b is in volts and J in amperes per area 
unit associated with whatever linear unit is used for d. For example, if 
d is in centimeters, J is in amperes per square centimeter. 

If the area of the electrodes is s p , the total current crossing the tube 
from plate to cathode is Js p . This is equal to the plate current t 6 , or 
current entering the plate from the external circuit. Thus 

H = 2.33 x amperes, H20] 

where e b is in volts. Since sjd 2 is a nondimensional ratio, the only 
requirement is that s p and d 2 be expressed in terms of the same unit of 
area. This relation, known as Child’s law, Langmuir’s equation, or the 
three-halves power equation, 3 shows that when the five assumptions 
previously listed are fulfilled, the current to the anode varies directly 
with the three-halves power of the anode voltage, and inversely with 
the square of the distance between the electrodes. •. 

Additional information about the distribution of the potential, field 
strength, space charge, and electron velocity throughout the inter¬ 
electrode space may be secured from this derivation. It is readily 
shown that, under the assumed five conditions, 


e = KyX 1 * [2i] 

g = [22] 

v = [23] 

P = K A x~\ [24] 


where the K's are different constants. The expression for p gives an in¬ 
finite charge density at the surface of the emitter, which is of course 
physically unattainable. This absurdity may be laid to the assumption 
that the electrons start from rest at the cathode. 

A corresponding relation between the anode current and the anode 
voltage may be derived when the electron current is limited by space 
charge in a tube in which the anode and cathode are coaxial right- 
circular cylinders. Simplifying assumptions similar to those made for 
the parallel-plane problem are used; Poisson’s equation is transformed 
into the form for cylindrical co-ordinates; an equation for the current 
in terms of the dimensions, charge density, and velocity, and an equa¬ 
tion for the velocity in terms of the space potential are formulated; 

* C - D - “Discharge from Hot CaO,” Phya. Rev., Series I, 32 (1911), 498-500; 
I. Langmuir, “The Effect of Space Charge and Residual Gases on Thermionic Currents 
in High Vacuum,*’ Phya. Rev., 2 (1913), 450-486. 
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and the three are solved simultaneously, subject to boundary con¬ 
ditions. 4 The result when the outer cylinder is the anode is 


l e */. 

i b = 14.68 x 10” 6 -— amperes, 


►[25] 


where 


e b is the anode voltage in volte, 
r p is the radius of the plate, 
l is the length of the plate or cathode, 
i b is the plate current, 

p 2 is a numeric dependent on the ratio rjr k , 
r k is the radius of the cathode. 

The quantity p is given by 


in which 


"-»- (!) * + (nsV - (m) * + • • ■• • > t 26 > 


y = In — . 

T v 


Since l, r p , and r k appear only in nondimensional ratios, they may be 
expressed in terms of any unit, provided the two quantities in each 
ratio are written in terms of the same unit. Table I gives values of p 2 


TABLE !• 


VALUES OF p 2 FOR VARIOUS VALUES OF rjr k 





0.978 

1.012 

1.035 


20.0 

30.0 

50.0 

100.0 

500.0 

5.000.0 

30,000.0 



1.072 
1.091 
1.094 
078 
031 
1.002 
0.999 


• The data for this table are taken from I. Langmuir, “Currents Limited by Space 
Charge between Coaxial Cylinders,” Phys. Rev., 22 (1923), Table III, p. 353, with 
permission. 


4 K. T. Compton and I. Langmuir, “Electrical Discharges in Gases; Part II, Funda¬ 
mental Phenomena in Electrical Discharges,” Rev. Mod. Phys., 3 (1931), 245-248. 
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for various values of rjr k . For conditions where rjr k is large, f} 2 may 
often be taken as unity with sufficient precision for engineering use. 
A correction for the effect of initial velocities of the electrons in 
modifying Eq. 25 may be made. 5 

As the dimensions of a cylindrical tube are changed, the current 
changes in. a way that depends on the ratio of the anode length to the 
anode radius, except for a small change in f} 2 . If all dimensions, in¬ 
cluding those of the filament, are modified in the same ratio, the volt- 
ampere relation when the current is limited by space charge is not 
altered; but, since the emitting area is changed in proportion to the 
square of the ratio by which the linear dimensions are changed, the 
saturation current also is modified by the square of this ratio. 

By a process of dimensional reasoning it has been shown* that the 
current should be proportional to the three-halves power of the anode 
voltage for electrodes of any shape, provided the effect of the initial 
velocities of the emitted electrons may be neglected. Analytical deri¬ 
vation of the value of the proportionality constant, called the per- 
veance of the tube, 7 is not practicable, however, except when the prob¬ 
lem may be expressed in terms of a single dimension; that is, when the 
electron paths follow the lines of electric force, as they do in the cases 
of rectangular, cylindrical, and spherical symmetry. 

2. Occurrence of gas in electronic devices 

Although the effect of the gas is considered negligible in the opera¬ 
tion of the electronic devices discussed previously, actually it is not 
physically possible to remove all the gas in the process of evacuation. 
Furthermore, gas is deliberately introduced in many electronic appli¬ 
cations. In the remainder of this chapter, consideration is given to 
some of the fundamental aspects of the internal behavior, as well 
as the over-all electrical characteristics, of electronic devices in which 
the effect of the gas is of primary importance. 

The gas pressures encountered in electronic phenomena range from 
several times atmospheric pressure (in high-pressure gaseous lamps 
and in the arcs of circuit breakers on high-voltage transmission lines), 
down through atmospheric pressure (in lightning, in corona dis¬ 
charges on high-voltage transmission lines or in high-voltage machines, 
and in arcs of various types), on down through reduced pressures in 

• See Compton and Langmuir, reference 4, 252-255. 

• See Compton and Langmuir, reference 4, 251-252. 

1 Y. Kuaunose, Calculations on Vacuum Tubes and the Design of Triodes: Researches 
of the Electrotechnical Laboratory, No. 237 (Tokyo, Japan, 1928), 2-15; "Standards on 
Electron Tubes; Definitions of Terms, 1950,” I.R.E. Proc., 38 (1950), 430. 
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the neighborhood of one-tenth of an atmosphere (in such familiar 
devices as neon signs, fluorescent lamps, and Tungar rectifiers), down 
further through pressures of about one hundred-thousandth of an 
atmosphere (in mercury-arc rectifier* and thyratrons), and finally 
down to pressures of below lO' 8 atmosphere, called high vacua (in 
devices such as radio tubes, whose operation is only negligibly affected 
by the gas). This last class embraces all the devices properly classified 
as vacuum tubes, and the pressure that may be permitted in them 
depends on their dimensions, the type of gas, and the particular con¬ 
ditions under which they are operated. In no electronic device does 
the gas have absolutely no effect; the best condition possible to 
achieve is to make its effect negligible. Often the effect of the gas is 
harmful, but as the electrical properties of gases have become better 
understood, and gas pressures have become subject to better control, 
more use has been made of gas-filled tubes, with the result that, in 


present-day engineering practice, tubes containing gas occupy a 
position of great importance. 

One of the important effects of the presence of gas molecules in elec¬ 
tronic devices is their chemical reaction at the electrodes, which can 
destroy the useful properties of the device. This harmful action is 
often avoided by the use of merc ury vapor.or of an inert gas such as 
argon, neon , helium,.krypton, or xenon. Apother important effect of 
MTlTpresence of gas molecules results from collisions between the 
charged particles and the molecules. Several new phenomena are thus 
produced, the understanding of which requires some knowledge of 
atomic processes. The structure of atoms is touched upon in Arts. 1 
and 2, Ch. II; some additional properties of atoms are described in the 


next few articles of this chapter. 


3. Physical properties of atoms 8 

In electronic applications, the atoms of a gas are important chiefly 
as a result of their ability to absorb, transport, and give up energy. 
The energy may be acquired from or given up to other atoms of the 
gas. In addition, the electrodes and walls of the electronic device, and 
such particles as electrons and photons, may supply or receive energy. 
Since the atoms of a gas are free to move in the gas, and since they 
possess mass, they may acquire and transport kinetic energy. In 
addition, they may acquire and transport potential energy in internally 
stored form. The internal energy is associated with the energy levels in 
which the electrons of the atoms are located, as discussed in Ch. II. 

• L. Tonks, “Electrical Discharges in Gases—Ionization and Excitation,” E.E., 53 
(1934), 239-243. 
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Not all the electrons occupy the same energy levels. Those in the 
lower energy levels require more energy for separation from the 
nucleus than do those in the upper levels. An electron that normally 
occupies an energy level \V l can move to another and higher energy 
level W 2 , provided an amount of energy \V 2 — W v called a quantum 
of energy, is received by the atom. After reaching the level \V 2 , the 
electron may go to a still higher level W 3 , provided the atom receives 
an additional quantum of energy \V 3 — W 2 . This two-stage process 
can also be accomplished in a single “transition” with a quantum of 
energy W 3 — W v Since the various amounts, or quanta , of internal 
energy that an atom can absorb are therefore dependent on the 
differences in energy between the various levels in the atom, the 
atom can absorb only certain specific amounts of internal energy. 

The electrons in the atom have a tendency to revert to the lowest 
possible energy levels. However, experimental studies of spectra 
show that the number of electrons that can exist at a given energy 
level in a particular atom is limited. When all the electrons occupy 
the lowest permitted levels, the atom is said to be in its normal state. 
An atom that has one or more of its electrons raised to a highor-than- 
normal energy level is said to be “excited,” or in an excited state, and 
the energies required for the transitions from the normal to the 
excited state, usually expressed in electron volts, are called ex citation 
energies. 

In most atoms the excited state lasts for only about 10~ 8 second and 
terminates with the spontaneous return of the excited electron to a 
lower level. This termination is accompanied by the release of a 
photon (quantum of electromagnetic radiation, or light) whose energy 
is exactly equal to the quantum corresponding to the particular tran¬ 
sition that the electron makes. The emitted radiation, which may or 
may not be in the visible spectrum, has a frequency proportional to 
the energy released by the atom; the relation is 

, energy of quantum 

/= —-. [ 28 ] 

where h is the Planck constant and / is the frequency of the radiation. 
Most of the light from electric discharges originates by this process. 
The light is emitted at discrete frequencies corresponding to the dif¬ 
ferences in energy of certain of the various levels in the atom, and 
each atom therefore has its characteristic line spectrum. The fre¬ 
quencies of the emitted lines may lie in all regions of the spectrum, 
including the regions of x-ray, ultraviolet, visible, and infrared radia¬ 
tion. Certain gaseous-discharge tubes, constructed and operated so 
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that these processes are accentuated, find extensive application as 

efficient sources of illumination. 9 , . n 

Some atoms have certain energy levels to which an internal electron 
may be raised but from which it apparently cannot revert to 
normal state by giving up its energy in the form of a Pjoton-An 
atom that is so excited is said to be in a metastable state. It ordinar y 
gives up its eneigy to another atom in the gas, or to the walls or elec¬ 
trodes of the container; and the time that elapses before this sur¬ 
render occurs, often referred to as the life of the metastable state, may 
be of the order of 0.1 second. It is therefore possible for metastablo 
atoms to carry their internal energy for considerable distances beiore 
releasing it; this transportation of energy can, and often does, play 
an important part in conduction through gases. 

The process by which an electron is completely separated from the 
atom is known as ionization , and the first, or minimum, ionization 
energy is the amount of energy which the atom must receive to separate 
the most easily removed of its electrons. Other ionization energies, 
required for the removal of other electrons, also exist. The part of the 
atom that remains after ionization is called a positive ion; it has a 
charge equal in magnitude and opposite in sign to that of the freed 
electron or electrons. The mass of the positive ion is practically that 
of the original atom, since the mass of the electron is negligible in 
comparison with that of the nucleus. After ionization has occurred, 
both the electron and the positive ion are free to move independently ; 
and, if they are in an electric field, they are accelerated and acquire 
kinetic energy. It is to be emphasized, however, that the ion possesses 
ionization energy as well as its kinetic energy, and will release the 
former whenever any electron recombines with it to form a normal 
atom. The energy can be released in the form of radiation, but the 
absence of an appreciable amount of light of the proper character 
from the spectra of ordinary low-pressure gaseous discharges indicates 
that this type of spontaneous recombination does not occur in them 
to an appreciable extent. 11 Rather, the ion and electron combine at 
the surface of the electrodes or walls of the electron tube, and the 
energy is released as heat to these surrounding bodies. 

Negative ions, consisting of an electron attached to a neutral atom, 
also exist. Such ions have the charge of one or more electrons and the 


<*S. Dushman, “Low-Pressure Gas-Discharge Lamps,” E.E., 53 (1934), 1204-1212, 
1283-1296; W. E. Forsythe and E. Q. Adams, Fluorescent and Other Gaseous Discharge 
Lamps (New York: Murray Hill Books. Inc., 1948). 

10 G. P. Hamwell, Principles of Electricity and Electromagnetism (2nd ed.; New York: 
McGraw-Hill Book Company, Inc., 1949), 64. 

11 K. T. Compton and I. Langmuir, “Electrical Discharges in Gases; Part I, Survey of 
Fundamental Processes,” Rev. Mod. Phys., 2 (1930), 191-204. 
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mass of an atom. They differ from positive ions, however, in that they 
have much less internal energy. They form but rarely in the noble 
gases or in mercury vapor. On the other hand, oxygen is so avid for 
electrons that in ordinary discharges in gases containing as little as one 


Equiv. 
volts 
10.38 r 


Normal state of ionized atom 



Fig. 4. Lower energy levels of the mercury atom.* The numbers on the 
transition arrows give the wavelength of the corresponding radiation in 

Angstrom units (10~® cm). 

part in ten thousand of oxygen, most of the electrons become attached 
very quickly to oxygen atoms. For this reason, where it is desired that 
the conduction be mostly by electrons, the gases for use in electron 
tubes must be carefully freed from oxygen. 

• This figure is taken from L. Tonks, “Electrical Discharges in Gases,’* A.I.EJB. 
Trans., 53 (1934), Fig. 2, p. 241, with permission. 
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and the corresponding re( l' ie ' 1 " .. forbi( jden" or nonexistent lines in 
of these to a lower energy^^Zfirst excitation energy, in 

state, and the ionization energy for a 

few other gases^ has been discusse d only from 
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TABLE II* 


Gas 


Helium (He) 
Neon (Ne) 
Argon (A) 
Krypton (Kr) 
Xenon (Xe) 
Mercury (Hg) 


Excitation energy 
(volts) 


19.73 

16.60 

11.57 

9.9 

8.3 

4.66 


Ionization energy 
(volts) 


24.48 

21.47 

15.69 

13.3 

11.5 

10.39 


. The data for «hia .able are ..ken from A. W. Hull. '•Fundamental Electrical 
Properties of Mercury Vapor and Monatomic Gases." A.I.E.E. Tram.. S3 ( ). 

Table I, p. 1436, with pormiasion. 


up energy in the form of radiation. No mention has been made of the 
methods by which energy can be imparted to atoms, or of other 
methods by which the atoms can give up internal energy. A discussion 
of these methods involves the atom not by itself but in relation to 
other atoms, electrons, ions, and photons that may exist in the dis¬ 
charge. The collision phenomena discussed in the following articles are 
of primary importance in the interactions that occur. 


4. Collision processes in a gas—mean free path 

The collisions that occur in a gas, among the gas molecules and 
between electrons and molecules, are of great importance in pro¬ 
ducing the phenomena associated with the conduction of electricity 
through a gas. These phenomena depend upon the type and number 
of collisions. The type of a collision, discussed in the next article, is 
determined by the way in which the energy of the colliding particles 
is redistributed. The number of collisions—the subject of this article— 
may be determined with the aid of an approximate picture of the 
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motion of the gas molecules afforded by the kinetic theory of gases. 
According to this theory, the molecules may be regarded as small 
spheres in constant motion; each molecule continually collides with 
its neighbors and with the walls of the container, rebounds as a 
perfectly elastic ball might rebound, and follows a tortuous path made 
up of short jumps of varying length. An electron projected into the 
gas at high speed is pictured as a similar but much smaller sphore that 



r -<e-■) 

(b) 

Fig. 5. Actual and equivalent-straight-line paths of an electron 

through a gas. 

rebounds from the molecules and moves in a path similar to that 
shown in Fig. 5a. 

This concept must be regarded as only an approximation to the 
conditions in a gas. Gas molecules do not always have spherical sym¬ 
metry, and they never have definite material boundaries as do the 
balls of the kinetic-theory picture. Collisions between particles, such 
as molecules and electrons, are more accurately described in terms of 
interactions between the fields surrounding one of the colliding 
particles and the charges constituting the other particle. A complete 
determination of the forces between such particles is exceedingly 
difficult and has not yet been made. It is known, however, that such 
forces are very small if the distance between the particles is appre¬ 
ciable, and that they are very strong repulsive forces when the centers 
of the particles approach very closely. Sometimes strong attractive 
forces exist at separations slightly greater than those at which the 
repulsive forces exist; this possibility may result in the formation of 
chemical compounds. If the repulsive forces at close distances serve 
to deflect the approaching particles from one another without bringing 
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about any changes in the internal energies of the particle., the col¬ 
lision is called elastic, and the effect is very s.nnlar to the process 
pictured by the kinetic theory. However, since the forces involved 
may depend upon the surrounding particles and the velocities of the 
colliding particles, as well as upon their nature the diameter of the 
spheres of the kinetic theory cannot be regarded as an invariable 
Quantity If because of the collision, changes occur in tne internal 
energy of one of the colliding particles, a corresponding change occurs 
in the kinetic energy of the particles, and the collision is inelastic buch 
collisions are not accounted for by the simple picture of the kinetic 


theory of gases. 

The concept of gas molecules as spheres provides a means of calcu¬ 
lating the mean free path X t of an electron projected into the gas. The 
mean free path of the electron is the average value of the different dis¬ 
tances the electron moves between successive collisions. To obtain a 
value of the mean free path, assume that the gas molecules have an 
effective diameter d (about 10" 8 centimeter) and are stationary, and 
that the electrons have a diameter (about 10' 13 centimeter) so small 
compared with d that they may be taken as points. Actually, the gas 
molecules move in all directions at a variety of speeds. However, since 
the mass of a molecule is several thousand times that of an electron, 
and since at ordinary room temperatures the average kinetic energy 
of the molecules is about 1/30 electron volt, the speed of the molecules 
is generally negligible in comparison with the speed of an electron, 
even though its kinetic energy may be only a few electron volts. 

Division of the total length of the broken-line path of an electron 
through the gas by the number of segments into which the path is 
split by the collisions gives the mean free path. The number of seg¬ 
ments of the path may be taken to be the same as the number of 
molecules that the electron strikes in the course of its motion. To 
facilitate the calculation of this number, the actual path may be re¬ 
placed by a straight path of equal length. This replacement is allow¬ 
able, provided the length of path considered is sufficiently great, 
because the large-scale properties of the gas are supposed to be 
uniform, so that the same number of molecules are encountered along 
a path of the specified length, irrespective of its shape. If a cylinder of 
diameter d is drawn about this line as an axis, as shown in Fig. 5b, 
every molecule whose center lies in this cylinder will represent a 
collision, and the number of molecules having centers within a 
cylinder of length l e equals the number of collisions the electron makes 
in moving the distance l e . Thus 



[ 29 ] 
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where 


n c is the number of collisions of the electron in the distance l , 
n is the number of molecules per unit volume. 

Hence the average distance between collisions, or the mean free path 
of an electron, is 



4 

irdbl 


►[30] 


When the mean free path of one molecule moving among other mole¬ 
cules of the same gas is to be found, the diameter of the cylinder must 
be doubled, since the projectile molecule then has appreciable dimen¬ 
sions. In addition, the appreciable speed of the other molecules relative 
to that of the projectile molecule must be taken into consideration. 
This effect may be shown to introduce an additional factor of V2 into 
the expression for the mean free path. 12 The net result is 



►[31] 


where X m is the mean free path of the molecule. 

The mean free paths for electrons and molecules in several gases are 
given in Table III. To convert these values to other conditions of pres¬ 
sure and temperature, the following relation for a gas is applicable: 13 

V = nkT; ^[32] 

where 

p is the pressure, 

n is the number of molecules per unit volume, or the concen¬ 
tration of the molecules, 
k is the Boltzmann constant, 

T is the temperature in degrees Kelvin. 

Consequently, since the concentration n is proportional to p/T , and 
the mean free path is inversely proportional to n, the mean free path 
K or K is directly proportional to the temperature T and inversely 
proportional to the pressure p. 

As may be expected from the discussion of the nature of the col¬ 
lisions, the mean free path of an electron is not determined solely by 
the concentration of the gas; in fact, experimental measurements 
show that the mean free path of an electron depends on its speed. For 

” J - H - Jeans * The Dynamical Theory oj Gases (4th ed.; Cambridge: The University 
Press, 1925), 35-37. 

“ D - Cob* 0 ©. Gaseous Conductors (New York: McGraw-Hill Book Company, Inc., 
1941), 6. 
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gases with symmetrical molecules, such as the noble gases, it has a 
minimum value at a low speed corresponding to an energy of a few 
electron volts, 14 and rises to very high values at still lower speeds. 
This variation of the mean free path is called the Ravnsauer effect. 

Through reduction of the pressure the mean free path can be made 
greater than the distance between the electrodes in a tube, but this 
fact does not imply that there will then be no collisions between the 

TABLE III* 

KINETIC THEORY MEAN FREE PATHS A AND NUMBER OF 
COLLISIONS PER CM PATH, v = 1/A. IN SEVERAL GASES AT 
A PRESSURE OF 1 MM OF MERCURY AND A 
TEMPERATURE OF 25 C 


Gas 

Mean free path in cm 

Number of collisions per cm 

Electron 

K 

Molecule 

K. 

Electron 

v . 

Molecule 

v m 

Mercury 

0.0149 

0.00263 

67.0 

380.0 

Argon 

0.0450 

0.00795 

22.2 

125.9 

Neon 


0.01390 

12.7 

72.0 

Helium 


0.02221 

7.95 

45.0 

Hydrogen 


0.01444 

12.2 

69.1 

Nitrogen 


0.00751 

23.5 

133.0 

Oxygen 


0.00805 

22.0 

124.2 

Carbon monoxide 

0.0420 

0.00743 

23.8 

136.5 


• Tho data for this table are taken from K. T. Compton and I. Langmuir, “Electrical 
Discharges in Gases; Part I, Survey of Fundamental Processes,“ Rev. Mod. Phys., 2 
(1930), Table XV, p. 208, with permission. 


electrons and molecules. The mean free path is a statistical average and 
indicates only the average distance traveled by a particle, or each of a 
group of particles, between successive collisions. To deduce the distri¬ 
bution of the free paths among a group of particles, suppose that N of 
the particles are projected into a gas-filled region. The fraction /, of 
the total number of particles that penetrates a distance of 1 centi¬ 
meter without collision is, say, u, where u depends on the kind of gas 
and its concentration and must be positive and less than unity. By the 
nature of this process, the fraction f x of the remaining particles that 
penetrates the ensuing 1 centimeter of path without colliding is also u. 
Hence the fraction/ 2 of the original particles that penetrates a distance 


14 W. G. Dow, Fundamentals of Engineering Electronics (2nd ed.; New York: John 
Wiley & Sons, Inc., 1952), 81-82. 














144 CONDUCTION THROUGH VACUUM AND GASES [Ch. Ill 


of 2 centimeters without colliding is u 2 , or the fraction f x that pene¬ 
trates a distance x centimeters without colliding is u x . Since u is less 
than unity, a positive constant a may be so chosen that 




= u, 


[33] 


where the value of a, like that of p, depends on the nature and concen¬ 
tration of the gas. Thus 

f x = u*= €-«. [34] 

If N particles are projected into the region, the number of them that 
go x centimeters or more without collision is Ne~ ax . The rate at which 
this number is diminished in the succeeding increment dx is 


Thus, 




—d(Ne~ ax ) = Nd€~ ax dx 


[35] 


is the number of particles that go a distance x without colliding but 
that do collide in the distance dx beyond x. The total distance traveled 
before collision by all those particles that collide between x and x -f dx 
is 

xNae -°* dx. 


The total distance l t traveled before collision by all particles is there¬ 
fore 




xNae 


dx = N/a. 



The average distance traveled by the particles before collision is then 
equal to IJN. By definition this distance is equal to the mean free 
path X\ thus 

X = 1/a. [37] 

Consequently the fraction f x of the particles that penetrates a distance 
x without colliding is, from Eqs. 34 and 37, 



►[38] 


A curve of this distribution of the free paths is shown in Fig. 6. It 
shows that in going a distance equal to the mean free path, 63 out of 
100 particles do collide, while only 37 out of 100 do not collide with 
gas molecules. 
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According to this analysis, collisions in a vacuum tube cannot be 
entirely prevented. The probability of a collision may, however, be 
reduced to a negligible value by 
reduction of the gas pressure. What 
constitutes a negligible collision 
probability depends on the purpose 
of the vacuum tube, but in general 
the pressure should be reduced 
until the mean free path is hundreds 
or thousands of times greater than 
the tube spacing before the gas can 
be said to play no appreciable part 
in the action of the tube. A consider¬ 
ation of the consequences of a 
collision, given in the next article, 
clarifies this requirement regarding 
the degree of perfection of the 
vacuum. 


4 

1.00 


0.5 

0.37 
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Fig. 6. Distribution of the free 
paths of a particle. The quantity f x 
is the fraction of tho total number 
of particles that penetrates a dis¬ 
tance x without colliding. 


5. Consequences of collisions 15 

From the discussion of atoms and collisions in the two preceding 
articles it appears that when an electron or other particle collides with 
an atom or molecule, the collision may be elastic or inelastic. If the 
internal energy of the atom does not change, the collision is elastic, 
and the kinetic energy of the particles is conserved at the collision. 
However, if a quantum of energy is absorbed internally by the atom 
in a process of excitation or ionization, the collision is inelastic, for the 
kinetic energy of the particles is then not conserved. 

As the speed of the projectile electron is increased from zero, elastic 
collisions and inelastic collisions of several different types occur in dif¬ 
ferent speed ranges. When the speed is less than that corresponding to 
the minimum excitation energy of the atom, the electron rebounds 
elastically from the atom or molecule, and in general its velocity 
suffers a change in direction. Because of the large mass of the molecule 
compared with that of the electron, and because momentum as well 
as kinetic energy must be conserved, the atom acquires on the average 
only a small fraction of the kinetic energy of the electron, and the 
electron rebounds with practically the whole of its original energy. In 
certain inert gases, electrons of very low energy sometimes seem to 
pass through the atom without deflection or loss of energy. 

14 A. W. Hull, “Fundamental Electrical Properties of Mercury Vapor and Monatomic 
Gases,” E.E., 53 (1934), 1435-1442. 
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If the energy of the projectile electron is increased to a value suffi¬ 
cient to excite the atom, inelastic collisions may occur. In such an 
event the atom absorbs a quantum of energy from the electron, and 
the electron retains the remainder of its kinetic energy. However, even 
when the energy of the electron is sufficient for excitation to occur, not 
all the collisions are inelastic. Measurements of the probability of 
excitation show that a maximum of about 1 to 3 out of 1,000 such 
collisions result in excitation, and that the excess of energy over the 
quantum involved must be small if the probability of excitation is to 
be large. 


TABLE IV* 

TOTAL IONIZING POWER OF ELECTRONS; IONS PER 
PRIMARY ELECTRON 


Gas 

Energy of primary electron in electron volts 

30 

50 

75 

100 

Mercury 

1.1 

1.4 

• • • 

2.7 

Argon 

0.45 

0.9 


1.6 

Neon 

• • • 

• • • 

1.2 

2.0 

Helium 

• • • 

1.2 

• • • 

2.9 

Hydrogen 

• • • 

• • • 

• • • 

1.4 

Nitrogen 

• • • 

... 

1.3 

1.6 


• The data for this table are taken from I. Langmuir and H. A. Jonos, "Collisions 
between Electrons and Gas Molecules," Phys. Rev., 31 (1928), Table VIII, p. 402, with 
permission. 


A larger increase of the energy of the projectile electron makes 
ionization of the atom possible. Again there is a fractional probability 
of this type of collision. The chance of ionization is nearly zero for 
electrons having exactly the ionization energy, increases to a maxi¬ 
mum for energies about twice this critical value, and decreases for 
higher energies. Some idea of the relative susceptibility to ionization 
by electron collision of some of the more common gases may be 
obtained from Table IV, which gives the average number of ions 
produced by a single electron starting through a field-free gas with the 
initial energy indicated and continuing to ionize until its energy falls 
below the ionizing energy. The higher-energy electrons sometimes 
remove more than one electron from the atom, thus producing an ion 
that is multiple charged. 

Electrons moving in a gas under the influence of an electric field pro¬ 
duced, for example, by a pair of electrodes make numerous collisions 
with the molecules. The electrons are accelerated, and their energy is 
increased between collisions by an amount that increases with the 
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mean free path and with the electric field. The electron rebounds 
with almost undiminished energy at each collision, so that at each 
collision an electron transfers only a small fraction—about 0.000005 
for Hg, 0.00003 for A, 0.00005 for Ne, and 0.0003 for He—of its total 
energy to the molecule with which it collides. As the electrons move 
through the gas, they tend to acquire energy from the electric field 
until their mean energy is such that, on the average, they lose as much 
energy at a collision as they gain between collisions. Thus the mean 
energy of the electrons may become many times that of the molecules, 
and in gaseous discharges the electrons have a mean energy of several 
electron volts. This energy corresponds to a temperature of tens of 
thousands of degrees. Electrons having these energies may make 
inelastic as well as elastic collisions and may lose energy to the 
molecules, thus causing excitation and ionization of the gas. 

The positive ions formed by the collisions of electrons with mole¬ 
cules behave similarly to the electrons, in that they receive energy 
from the electric field as they move through the gas. But, in making 
elastic collisions with gas molecules, the ions lose a considerable frac¬ 
tion of their energy—about half, on the average—with the result 
that their total energy is still small when they are able to give up as 
much energy at a collision as they receive between collisions. In 
addition to having a mean energy that is much lower than that of the 
electrons though larger than that of the molecules, the ions are in¬ 
herently inefficient ionizing agents. Ionization of the gas molecules 
by positive-ion impact is therefore extremely small. 

One of the more important effects of ionization in gases is the 
neutralization of electronic space charge. Because of their relatively 
large mass and consequently low speed for a given energy, positive ions 
remain much longer in the space between the electrodes than do the 
electrons and, therefore, for a given current, are much more effective 
in producing space charge. Consequently a small positive-ion current 
may neutralize the space charge of a relatively large electron current 
in a gas. The practical use of this neutralization is discussed in Art. 2, 
Ch. V. When the gas pressure is considerable, ionizing collisions may 
be so frequent that the resulting electrons and positive ions augment 
the current appreciably. It is this sort of amplification of current that 
is used to advantage in increasing the current output per photon in 
gas-filled phototubes. This use of gas is discussed in Art. 7. 

In addition to their effect in the space between the electrodes, the 
positive ions have an important effect at the electrode and wall sur¬ 
faces. The positive ions are neutralized when they strike the charged 
surfaces, and their internal ionization energy, together with part of 
their kinetic energy, is given up there. The energy may be used in 
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heating the surface; it may actually remove cathode material by the 
process known as sputtering; it may be given off as radiation; or it 
may release or help to release an electron from the cathode. When the 
current through a gas tube is not limited by external agencies, the 
heating and sputtering processes may quickly destroy the electrodes. 

Photons, which participate in gaseous conduction, are not influ¬ 
enced by the electric field between the electrodes. They are able to give 
up their energy to atoms and cause excitation of the atoms; the 
photons then cease to exist. After about 10" 8 second the atom emits 
another photon, which can excite still another atom, and so on. This 
process, by which the excitation energy is passed from atom to atom, 
is known as imprisonment of radiation. Photons emitted by one kind 
of atoms in a mixture of gases can ionize other atoms in the mixture if 
these other atoms have an ionization potential lower than an excita¬ 
tion potential of the atoms of the first kind. In addition, photons can 
take part in multistage ionization and are able to give up their 
energy to the cathode and help to release electrons from it. 

Excited atoms and metastable atoms can give up their energy 
directly, either to the gas atoms or to the cathode upon collision. 
Collisions between such extra-energy particles and ordinary gas atoms 
not only may result in the excitation of another atom but also may 
constitute a part of a multistage ionization. Collisions of such particles 
with the cathode may heat the cathode or may release or help to 
release an electron. Metastable and excited atoms are uninfluenced by 
the electric field and therefore move in the same manner as the other 
neutral molecules. Because of their long life the metastable atoms may 
transport their energy for considerable distances, independently of the 
electric field. Also, because of the relatively long life of the metastable 
state, there is an appreciable probability that metastable atoms may 
receive sufficient energy from a second collision to complete the detach¬ 
ment of an electron and thus to become ionized. Since this process 
requires two collisions, the effect is proportional to the square of the 
current. This type of ionization is of considerable importance in low- 
pressure arcs, and may account for the fact that the total voltage drop 
is lower than the ionizing potential in some arcs. 

6. Gaseous discharges 

With the foregoing explanation of the electrokinetic properties of 
gases, it is possible to give an approximate explanation of the more 
common types of conduction through gases. The name given to such 
conduction is gaseous discharge, which perhaps has its origin in the fact 
that in the early experiments on electricity a capacitor or battery was 
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frequently discharged through a gas. Ionization of the gas by some 
means is the dominant feature of all gaseous discharges. Since ions 
always tend to revert to normal atoms, a second important feature is 
the process by which this reversion takes place, that is, the de-ioni¬ 
zation process. The different types of gaseous discharges are charac¬ 
terized and distinguished by the types and relative importance of the 
ionization and de-ionization processes that take place in them. In par¬ 
ticular, gaseous discharges may be divided into two broad classes, 
self -maintaining and nonself-maintaining , depending on whether a 
source of ionization external to the discharge is necessary for the 
continuance of them. 



Fig. 7. Typical current-voltage characteristic of a discharge between 
two electrodes in a gas. Over the region BC it is named a Townsend 

discharge. 


7. Townsend discharge 

Perhaps the simplest example of gaseous conduction is the Town¬ 
send discharge. 16 If two metal electrodes of an area of a few square 
centimeters are located a few centimeters apart in a gas, and if a 
voltage is applied between the electrodes, the typical shape of the 
current-voltage characteristic that results is as shown 17 in Fig. 7. The 
current through the gas increases with the voltage at first, in the 
region OA of the figure; then becomes independent of voltage, or 
saturates, in the region at a minute value of current that is 
generally too small to be measured with an ordinary galvanometer; 
and finally increases rapidly as the voltage is increased further in the 
region BC. 

The reason for the current in this gaseous discharge is that any gas 
is always in a state of partial ionization, because ions and electrons 

18 J. S. E. Townsend, Electricity in Gases (New York: Oxford University Press, 1915); 
Electrons in Gases (London: Hutchinson’s Scientific and Technical Publications, 1947). 

17 K. K. Darrow, Electrical Phenomena in Gases (Baltimore: The Williams and Wilkins 
Company, 1932), 272-273. See footnote, p. 273 therein. 
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are continually produced in it at the electrodes and at the walls by 
the action of ever-present cosmic rays, of radiation from radioactive 
substances, and of similar radiation reaching the region. Air at atmos¬ 
pheric pressure, for example, although ordinarily considered to be a 
good insulator, is ionized by these causes and does conduct electricity 
to a very small extent. A voltage applied between two electrodes in a 
gas, then, always causes the transportation of a few ions and electrons 
and results in a minute electric current. As the voltage is increased in 
the region OA of Fig. 7, the current increases, because more and more 
of the ions are drawn to the electrodes before they recombine with 



Fig. 8. Typical current- 
voltage characteristic of a 
gas-filled phototube. Curve 
1 shows the current in the 
absence of gas. 



Fig. 9. Typical variation of 
current with light flux in a gas- 
filled phototube. 


electrons at the walls of the container or drift out of the discharge 
space. The current reaches a limit, shown in region A B , when the ions 
and electrons are drawn to the electrodes by the applied electric field 
as rapidly as they are produced in the interelectrode region, and the 
current is then independent of the voltage over a considerable range. 
The second increase in current, shown in the region BC , occurs 
because the electric field is then sufficiently strong to impart enough 
energy to those electrons produced by the external source of ioniza¬ 
tion to cause them to ionize molecules of the gas. New ions, excited 
atoms, metastable atoms, and photons all begin to appear in the dis¬ 
charge, although at this stage it may remain invisible. Finally, as dis¬ 
cussed in the next article, the current tends to increase without limit 
for an infinitesimal increase in voltage. However, until this increase 
happens, the discharge current is dependent on a supply of ions from 
an external source and is nonself-maintaining. 

A device in which the Townsend discharge plays a dominant role is 
the gas-filled phototube. In a phototube having the current-voltage 
characteristic shown as curve 1 in Fig. 8, addition of the proper 



Art. 7 ] 


TOWNSEND DISCHARGE 


151 


amount of a chemically inert gas will change the characteristic to the 
form shown as curve 2. Here the current that is increased by ioniza¬ 
tion resulting from collision of electrons with the gas molecules is that 
emitted by the light-sensitive cathode; this current is so much larger 
than the current produced by other external sources that the latter 
can be neglected. Figure 9 shows the typical dependence of the 
amount of current on the total light flux incident on the cathode when 

5581 


Average anode characteristics 



Fig. 10. Characteristic curves for a typical gas-filled phototube. 

(Data by courtesy of Radio Corporation of America.) 

the applied voltage is constant. For voltages below about 20, the 
current in a typical phototube is substantially linear with light flux; 
but for higher constant voltages, including the normal supply value 
of 100 volts, it departs appreciably from linearity and rises more and 
more steeply as the total light flux is increased. Because of the ioni¬ 
zation, the addition of gas increases the sensitivity of the phototube 
—that is, the number of microamperes per lumen—by an amount 
dependent on the applied voltage, but it does so at some sacrifice in 
linearity and in speed of response of the current to sudden changes or 
rapid fluctuations of light. The loss in speed of response results from 
the time required for the ionization process to produce the equilibrium 
value of current. The increase of sensitivity, or the gas amplification 
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factor, is limited practically to a factor of about ten by the fact that, 
if higher values are attempted, breakdown of the gas may occur in 
the manner described in the next article. A self-sustained discharge 
then occurs, the cathode is bombarded by positive ions, and damage 
to the light-sensitive surface usually results. Breakdown can be caused 
by an increase of either the applied voltage or the light flux; it is 
avoided through adhering to the limitations that the manufacturers 
set on the maximum permissible applied voltage, maximum incident 
light flux, and minimum series load resistance for each type of photo¬ 
tube. Curves for a particular gas phototube are shown in Fig. 10. It 
has the same dimensions and type of photocathode as the vacuum 
phototube of Figs. 24 and 25 of Ch. II. 

8. Breakdown 18 

When the voltage across a Townsend discharge is sufficient to cause 
the electrons to ionize some of the gas molecules upon collision, new 
electrons are liberated in the discharge region. These, in turn, are 
accelerated by the electric field and produce other new electrons. 
Thus an electron produced near the cathode by an external source of 
ionization liberates new ones in a geometric progression as the original 
electron and those liberated travel toward the anode. This cumulative 
process is known as an electron avalanche. The positive ions resulting 
from the ionization travel toward the cathode and may produce new 
electrons at or near it. Ultimately a voltage is reached at which, on 
the average, the products of one electron avalanche are able to produce 
another electron in a position such that it in turn can start a second 
electron avalanche as large as the first. Under these conditions the 
discharge becomes self-maintaining, for its continuance ceases to 
depend on an external source of ionization. The processes by which the 
products of the avalanche produce the new electron near the cathode 
may include positive-ion impact in the gas or at the cathode, the 
action of metastable atoms at the cathode, photoelectric action in 
the gas or at the cathode, and other means, but the details and 
relative importance of the phenomena are not clearly understood. 

A gas is said to break down when the voltage across a Townsend dis¬ 
charge is increased until the condition of self-maintenance is reached. 
The voltage at which the discharge becomes self-maintaining is known 
variously as the breakdown, sparking, ignition, initial, or beginning 
voltage. Since this breakdown voltage depends on the number of ions, 

18 A survey of the facts known about breakdown appears in L. B. Loeb, Fundamental 
Processes oj Electrical Discharges in Gases (New York: John Wiley & Sons, Inc., 1939), 
408-595. 
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photons, or other ionization products formed in an electron avalanche, 
and on the effectiveness of these products in regenerating the original 
electron, it is a function of the particular gas; the concentration, or 
pressure, at a particular temperature; and the configuration and 
material of the electrodes. For parallel plane electrodes, as in Fig. 1 la, 
the breakdown behavior may be explained qualitatively, provided any 
concentration of electric field caused by fringing at the edges of the 
electrodes is prevented by some means. As the pressure is decreased 




Fig. 11. Breakdown voltage between parallel plane electrodes. 


from, say, atmospheric pressure, the breakdown voltage E s decreases 
almost linearly for a time, as in Fig. lib, then reaches a minimum 
value and rises again as the pressure is decreased further. An explana¬ 
tion of this behavior may be made on the basis of the change of the 
mean free path of the electrons with pressure. At a high pressure, the 
mean free path is so small and the collisions are so frequent that the 
electric field must be large in order to give the electrons ionizing speed 
in the short distance between collisions. At very low pressures, the 
mean free path is large, and an electron does not make enough col¬ 
lisions in the distance between electrodes to produce enough positive 
ions to reproduce itself, unless the voltage is increased in order to 
increase the ionizing ability of the electrons and positive ions. At some 
intermediate pressure, optimum conditions for ionization exist and 
the breakdown occurs most readily. 

If the distance between electrodes is varied while the pressure is held 
constant, a similar variation in breakdown voltage, shown in Fig. 1 lc, 
occurs. When the spacing is short, only a few positive ions can be pro¬ 
duced because of the limited number of collisions; and, to produce 
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breakdown, the voltage must be high in order to accelerate the 
electrons rapidly and make them more effective as ionizing agents. 
As the spacing is increased, the number of collisions increases faster 
than the probability of ionization is decreased by the decreasing volt¬ 
age per collision, so that the breakdown voltage is decreased. At some 
optimum spacing, the breakdown voltage is a minimum. At larger 
spacings, more mean free paths are included between the plates, and 
the voltage must be increased to produce the field strength necessary 
for ionization. 

If the temperature, gas, and electrode material in a discharge tube 
are not changed, but the pressure and spacing are varied in such a way 
that their product remains constant, then, since the mean free path is 
inversely proportional to the pressure, the ratio between the spacing 
and the mean free path remains the same. That is, the number of 
mean free paths contained in the distance between the electrodes is 
not changed. Changes of pressure and spacing that keep this number 
constant do not change the number of collisions an electron makes in 
crossing the interelectrode space, since the distance between collisions 
is changed in the same ratio as the total distance. In addition, if the 
electrodes are parallel planes, such changes do not affect the average 
potential difference through which an electron moves between col¬ 
lisions, since the potential gradient and the distance between collisions 
change in inverse ratio. Thus the electron avalanche produced by one 
electron, and the resulting products of ionizing and excitation-pro¬ 
ducing collisions, are unchanged. In the same way the number of 
electrons produced near the cathode by these products remains un¬ 
changed. and thus the voltage required across the tube for breakdown 
remains the same. This result is Paschen's law, which states that for 
parallel plane electrodes in a particular gas at a particular temperature 
the breakdown voltage is a function only of the product of the pres¬ 
sure and the electrode separation. The typical form of the function is 
shown in Fig. lid. The minimum breakdown voltage for air is about 
350 volts, and at room temperatures it occurs for a product pd equal 
to about 0.06, where p is the pressure in centimeters of mercury and d 
is the electrode spacing in centimeters. 

After a gas breaks down, the self-maintained discharge that is 
established may exhibit a variety of physical and electrical character¬ 
istics. The more common types of self-maintained discharges that 
result are the spark, glow, arc, corona, brush, and point discharges. 
The spark is essentially a transition phenomenon of short duration 
that is associated with' a sudden release of a considerable amount of 
energy. It is characterized by intense ionization along the path of the 
discharge and intense excitation of the outer electrons of the atom, 
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which results in radiation at characteristic frequencies of the atomic 
spectrum that are different from the characteristic frequenc.es m the 
spectra of the continuous discharges. A lightning stroke and the dis¬ 
charge of a capacitor through a spark gap are typical examples of the 
spark A spark is frequently followed by a glow or an arc discharge, 
dLussed in some derail in the following articles. The name corona 
is applied to a glow discharge on a curved clcctro.le and the name 
point discharge is applied to a glow discharge on a P 0,nte d “l^trode A 
brush discharge is closely related to a glow. It has a hranching struaure 
that the glow does not have, although the electrical characteristics and 
the physical processes involved are essentially the same in bot 1 . 


9. Glow discharge 19 

The glow discharge is characterized visually by a soft luminosity in 
the gas, and electrically by a low current density and a voltage drop 
of the order of the minimum breakdown voltage of the gas, which is 
many times the ionization voltage. The voltage drop varies little with 
the current over a considerable range; hence the discharge is best 
controlled by external regulation of the current rather than the volt¬ 
age. The familiar neon signs and certain voltage-regulator tubes are 
examples of commercial applications of this form of discharge. 

Figure 12 shows the appearance, the potential distribution, and t he 
distribution of other quantities in a glow discharge. Under the in¬ 
fluence of the electric Held, the positive ions in a glow discharge drift 
toward the cathode, where their presence tends to mask the effect of 
the negative charge on the cathode. The field from the cathode then 
reaches only a short distance into the gas before all the electric lines 
of force terminate on positive charges. The larger part of the voltage 
drop in the glow discharge is concentrated across this short distance, 
which is frequently composed of a series of relatively light and dark 
regions, called the Aston dark space, the cathode glow, the Crookes 
dark space, the negative glow, and the Faraday dark space. Near the 
anode appear the anode glow and the anode dark space. 'Hie remainder 
of the discharge, called the positive column , is a region of small voltage 
gradient because of the presence of electrons and positive ions in 
amounts that produce a small net space charge. The positive column 
behaves as a good conductor; it has the effect of establishing a virtual 
anode close to the cathode and is very important in the functioning of 
numerous gas tubes that utilize heat-shielded cathodes, as explained 
in Art. 2c, Ch. V. The voltage drop across the light and dark spaces 

19 K. G. Emeteus, The Comluction of Electricity through Gases: Methuen Monograph 
Series (3rd ed.; London: Methuen & Company, Ltd., 1951). 
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Fig. 12. Appearance, nomenclature, and distribution of* quantities in a 

glow discharge.* 

* This figure is reprinted from L. B. Loeb, Fundamental Processesin Electrical Discharges 
in Gases (New York: John Wiley & Sons, Inc., 1939), Fig. 269, p. 566, with permission. 




GLOW DISCHARGE 


157 


Art. 9] 


near the cathode, sometimes called the cathode fall of potential is 
nearly independent of the pressure, because the total thickness of these 
light and dark spaces tends to adjust itself so as to maintain the 
product of the pressure and distance approximately equal to the 
value at the minimum point of the breakdown-voltage curve, Fig. 1 Id. 


TABLE V* 


CATHODE DROP IN VOLTS 


Electrode 

Oxygen 

Hydrogen 

Nitrogen 

Helium 

Neon 

Argon 

Mercury 

vapor 

Sodium 


185 

178 

80 

75 

• • • 

• • • 

Gold 

• • • 

247 

233 

• • • 

• • • 

• • • 

• • • 

Magnesium 

310 

153 

188 

125 

94 

119 

• • • 

A 4 A 

Mercury 

• • • 

270 

226 

142.5 

• • • 

• • • 

340 

Aluminum 

... 

171 

179 

141 

120 

100 

.. . 

Tungsten 

• • • 

... 

• • • 

... 

125 

• • • 

• • • 

Iron 

343 

198 

215 

161 

• • • 

131 

389 

Nickel 

• • • 

211 

197 

• • • 

• • • 

131 

. .. 

Platinum 

364 

276 

216 

160 

152 

131 

340 


• Tho data for this table are taken from J. Slopian, Conduction of Electricity in Gases 
(Pittsburgh: Wostinghouse Electric Sc Manufacturing Company, 1933), 136, with 
permission. 


When the current is small, the glow does not cover the whole of the 
cathode surface but concentrates on a part of it. As the current is in¬ 
creased, the area of the cathode covered by the glow increases linearly 
with the total current, so that the current density at tho cathode 
remains constant. Under these conditions, the discharge is called a 
normal glow , and the voltage drop across the light and dark spaces 
near the cathode remains constant, as previously explained. Values of 
this cathode voltage drop for different pure-metal cathode materials 
and different gases are given in Table V. When composite surfaces, 
such as an oxide-coated surface, are used as cathodes with the noble 
gases, it is possible to obtain cathode voltage drops lower than those 
in the table, and values in the neighborhood of 50 to 100 volts are 
reached in commercial lamps and voltage-regulator tubes. 20 

In the normal glow, the current density at the cathode, called the 
normal current density , is a function of the cathode material, the gas, 
and the pressure. Experimental measurements show that the normal 


80 T. E. Foulke, United States Patents 1,965,582 and 1,965,583 (July 27, 1929); 
1,965,585 (October 7, 1929); 1,965,587 (November 21, 1931); 1,965,588 (May 13, 1932). 


158 CONDUCTION THROUGH VACUUM AND OASES [Ch. Ill 

current density varies with pressure according to the empirical relation 

= ap\ [39] 

where 

J n is the normal current density in milliamperes per square cen¬ 
timeter, 

a and b are constants dependent upon the gas and the electrode 
material, 

V is the pressure of the gas in millimeters of mercury. 

Values of a and b for several gas-electrode combinations are listed in 
Table VI. The constant a is numerically equal to the normal current 


TABLE VI* 

CONSTANTS a AND 6, IN EQ. 39, FOR DETERMINING NORMAL 
CURRENT DENSITIES FOR VARIOUS GAS-ELECTRODE 

COMBINATIONS 


Constant 

Gas 

Electrode material 

Al 

Zn 

Cu 

Ft 

*9 

Au 

Pt 


El 


0.120 

0.125 

EJgjJ 

Ha 

0.150 

0.125 

a 



0.240 

0.350 


rri 

0.225 

0.290 


19 

0.008 


0.024 

ESI 

0.021 

0.019 

0.011 


H, 

2.05 

1.94 

1.86 

1.89 

1.86 

ns 

wm 

b 

N, 

2.02 

1.91 

1.75 

1.77 

1.75 

EtS 

Httf 


Ne 

1.50 

1.83 

1.06 

1.38 

1.00 

1.14 

a 


• The data for this table are taken from W. Wien and F. Harms, Handbuch der Expert- 
mentalphytik (Leipzig: Akademische Verlagsgesellschaft M.B.H., 1929), Part III, 
Vol. 13, 373. 


density in milliamperes per square centimeter when the pressure is 
one millimeter of mercury. From the values of b listed, it is seen that 
for many gas-electrode combinations the normal current density varies 
approximately as the square of the pressure. 

When the cathode becomes covered with the glow, the current den¬ 
sity can no longer remain constant for further increase of total cur¬ 
rent, and the voltage drop and the current density at the cathode 
increase with the current. The discharge for these conditions is called 
an abnormal glow. 

The volt-ampere characteristic of a glow discharge is of the general 
form shown in Fig. 13. The total voltage is made up of the sum of the 
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voltages across the light and dark spaces near the cathode and the 
positive column, and, since the drop in the latter decreases only grad¬ 
ually with increased current, the total voltage is almost constant over 
a considerable range of current in which the discharge has the normal 
form. Beyond the limiting current for the normal form, the total volt¬ 
age drop rises with an appreciable slope. 

Experimentally determined volt-ampere characteristics of several 
glow-discharge devices are given in Fig. 14. During the experimental 



10'* 10 •• 10' T 10'* 10'* 10'* 10*' 10"* 10'* 1 10 100 
Discharge current in amperes 

Fig. 13. Typical volt-ampere characteristic curve of a gaseous discharge 
through the Townsend, glow, and arc regions. 

study, the electrodes were seen to become covered with glow at rela¬ 
tively small values of current. For the tubes in which this condition 
could be observed with certainty, the values of current corresponding 
to it are shown by an x in the figure. The data of Fig. 14 show that, 
even though the voltage drop increases when the total current is 
increased beyond the critical value that caused the glow to cover the 
electrodes, the increase in the voltage drop is small for values of total 
current up to several times this critical amount. 

The essentially constant total voltage drop throughout a wide range 
of current variation is a property of the glow discharge frequently used 
in such industrial applications as the voltage-regulator tube, which is 
discussed in Art. 8, Ch. V, and Art. 14, Ch. VI. Another application of 
the glow-discharge phenomena is made in the Autovalve lightning 
arrester, which is designed to protect high-voltage electrical apparatus 
against damage due to lightning. 21 In this arrester a great many 
separate glow-discharge sections are connected in cascade, and the 
breakdown voltage of each section is made large compared with the 

11 J. Slepian, “Theory of the Autovalve Arrester,” A.I.E.E. Trans., 45 (1926), 
169-177. 
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voltage required to maintain operation as a glow discharge. A large 
voltage is therefore required to start the discharge, but a relatively 
small voltage is required to maintain it after it is started. Thus, when 
lightning strikes a transmission line, and the sum of the breakdown 



Discharge current in milliamperes 

Fig. 14. Volt-ampere characteristic curves of several glow-discharge tubes. 
Ihc point at which the cathode becomes covered with glow is marked by x. 
The breakdown voltage of the neon signs is greater than 1,500 volts. 

voltages of the separate sections is exceeded, a multisection glow dis¬ 
charge is initiated in the arrester; the discharge drains the charge in 
the lightning stroke from the line and prevents excessive voltages 
from appearing across the terminal apparatus. 

10. Arc discharge 

Increase of the current in a gas discharge in the abnormal-glow 
region finally results in a sudden transition to a new type of discharge 
known as an arc. The transition stage, shown as an overlap of the 
abnormal-glow and arc regions in Fig. 13, is not clearly understood, and 
the current at which it occurs is not readily predictable. As the current 
in the abnormal-glow discharge is increased, the current density at the 
cathode increases, accompanied by increased heating and bombard¬ 
ment of the cathode by positive ions. At some point in the transition 
region, the current density at the cathode increases suddenly, and the 
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voltage across the discharge decreases suddenly to a much lower value 

_discharge becomes an arc. In the arc, the current is observed to 

concentrate on a small spot on the cathode, and high temperatures of 
the gas and electrodes may follow; violent sputtering or melting of the 
electrodes frequently results if the current is allowed to increase to a 
high value. The arc conducts a heavy current with a voltage drop that 
is often less than the ionizing potential of the gas. This fact indicates 
that some new process of reproduction of the electrons at the cathode 
by the ionization and excitation products—more efficient than the 
process effective in the glow discharge—must occur in the arc. 

Since the physical and electrical properties of arcs vary markedly 
with such factors as the gas pressure, electrode materials, and length, 
a simple description suitable for all types of arcs is not readily made. 
One definition 22 is: “An arc is a discharge of electricity, between elec¬ 
trodes in a gas or vapor, which has a voltage drop at the cathode of 
the order of the minimum ionizing or minimum exciting potential of 
the gas or vapor.” An arc is generally characterized by a downward- 
sloping volt-ampere characteristic. Thus the arc exhibits a negative 
resistance to changes in current. The current in the arc therefore 
depends primarily on the current-limiting properties of the circuit 
supplying the power. Since most power-system circuits operate at high 
voltage and have relatively little impedance, the current in an arc that 
results from the breakdown of insulation or short circuits on such 
systems is frequently of large magnitude and may be very destructive. 
When a current is interrupted by the drawing apart of electrodes, as 
in a circuit breaker, an arc is usually started, and its extinction before 
the apparatus is damaged or destroyed has presented many difficult 
problems for electrical engineers. The methods employed to quench 
the arc in high-voltage circuit breakers 23 are good illustrations of the 
fact that a sound knowledge of fundamental concepts of discharge 
phenomena is essential for the successful design of apparatus. Al¬ 
though arcs are often harmful and annoying phenomena, there are 
numerous devices other than the circuit breaker in which their 
properties are used to advantage in engineering. An important 
example is the mercury-arc rectifier, discussed in Art. 4, Ch. V, which 
finds extensive application as a device to convert alternating-current 
power into direct-current power with high efficiency and good 
reliability. 

12 K. T. Compton, “The Electric Arc,” A.I.E.E. Trans., 46 (1927), 8C8. 

23 J. Slcpian, “Some Physical Problems in the Electrical Power Industry," J. App. 
Phys., 8 (1937), 152-159; D. C. Prince, "Circuit Breakers for Boulder Dam Line,” E.E., 
54 (1935), 366-372; D. C. Prince, J. A. Henley, and W. K. Rankin, “The Cross-Air-Blast 
Circuit Breaker,” A.I.E.E. Trans., 59 (1940), 510-517. 
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This discussion of gaseous discharges can be summarized with refer¬ 
ence to Fig. 13. As the current through a discharge tube is increased 
from zero, the voltage across the tube increases from zero to a few 
hundred volts in the region of the Townsend discharge. Further in¬ 
crease of the current results in breakdown, a lowering of the voltage, 
and a glow discharge. The voltage drop across the glow is at first 
nearly independent of the current but in the region of abnormal glow 
begins to increase. At some point in the abnormal glow region, the 
voltage suddenly drops to a few tens of volts or less, and an arc is 
formed. Thereafter the voltage decreases with increase of current, and 
destruction of the electrodes may result because of intense heating. 
The particular kind of discharge obtained in such a tube depends on 
the kind of gas, the spacing and material of the electrodes, the current 
and voltage capabilities of the source of power, and the previous his¬ 
tory of the discharge region. ^ 

In all the forms of gaseous discharge described in the preceding 
articles, except the Townsend discharge, most of the electrons and ions 
that participate in the discharge are supplied by the discharge itself. 
If the cathode is made a copious source of electrons by an agency 
external to the discharge, a different form of gaseous conduction is 
obtained. For example, if the cathode is heated so that it becomes a 
thermionic emitter, as is done in gas-filled diodes used as rectifiers and 
in thyratrons, the discharge obtained resembles in some respects a 
glow discharge, but its current is usually higher and its voltage lower, 
and it is not self-maintained. Devices using gaseous conduction of this 
kind are discussed in Ch. V. 


PROBLEMS 

1. A tungsten-filament cathode 10 cm long by 1 mm in radius is concentric 
with a cylindrical molybdenum plate in an evacuated bulb. When the filament 
has a temperature of 2,400 K, and the molybdenum cylinder is made 100 volts 
positive with respect to the filament, the plate current i b is 150 ma. 

If end effects are neglected, what will be the plate currents corresponding to 
plate potentials of 200 and 400 volts? 

2. A vacuum diode has a circular cylindrical plate concentric with an axial 
tungsten filament. The filament temperature is 2,400 K, and the tube dimensions 
are as follows: 

Filament length = 10 cm 
Filament diameter = 0.03 cm 
Plate length = 10 cm 
Plate diameter = 2 cm. 

Effects associated with fringing of electric or magnetic fields near the ends of the 
structure may be neglected. 

(a) What is the saturation current I t from the filament? 



PROBLEMS 


163 


(b) What plate voltage e b is required to produce a plate current i b equal to half 

the current in (a)? # 

{<*) What value of uniform magnetic flux density directed parallel to the fila¬ 
ment will reduce the plate current to zero if the plate voltage is 200 volts? 
3 The electrode structure of a typical vacuum rectifier tube consists of a uni¬ 
potential oxide-coated indirectly heated cathode of 0.0625 in. outside diameter 
by | in. long, and a concentric cylindrical plate of 0.125 in. inside diameter by 

i in. long. 

(a) Calculate the approximate value of the plate voltage e b when the plate 
current i b is 100 ma. 

(b) Discuss the factors that may be expected to produce deviations from the 
result of (a) in an actual tube. 

4 . A vacuum diode has a circular cylindrical plate concentric with an axial 
tungsten filament. The dimensions are: 

Filament length = 5 cm 
Filament diameter = 0.02 cm 
Plate length = 5 cm 
Plate diameter = 2 cm. 

The initial filament temperature is 2,400 K. 

(a) What direct plate voltage will be just sufficient to draw the total saturation 
current if end effects are neglected? 

The filament power is now increased by 10 per cent. 

(b) What is the per cent change in the direct plate voltage required to draw 
the total saturation current? Indicate whether this change is an increase or 
decrease. 

5. Two vacuum diodes have right-circular cylindrical plate structures and 
round axial tungsten filamonts. All linear dimensions of diode A are double those 
of diode B. 

Show by sketches drawn approximately to scale how the electrical character¬ 
istics of the tubes differ. Include sketches of plate current i b as a function of plate 
voltage e b and sketches of plate current i b as a function of filament temperature 
T, assuming that the plate current is determined primarily by the plate voltage 
or the filament temperature. 

6. If the gas in an electron tube is nitrogen at 25 C: 

(a) To what pressure must the gas be reduced in order that the chance of an 
electron’s reaching the plate without collision with a molecule shall be at 
least 9,999 in 10,000 when the distance from the filament to the plate is 
1 cm? 

(b) What is the chance of an electron’s colliding at least once if the pressure of 
nitrogen is: (1) 1 micron, that is, 10~ 3 mm of Hg? (2) 1 mm of Hg? 

7. Consider electrons that are moving from the filament to the plate in a dis¬ 
charge tube through argon gas at low pressure. The mean free path of an electron 
in argon at this pressure is 4 cm. The distance between the filament and plate is 
2 cm. What fraction of the number of electrons leaving the filament will probably 
collide at least once with argon atoms before reaching the plate? 



CHAPTER IV 


Vacuum Tubes 




The preceding chapters deal primarily with the physical phenomena 
involved in electronic conduction. In this chapter and the next, the 
ways in which those phenomena combine to determine the charac¬ 
teristics and limitations of some of the more important electron tubes 
are discussed, and the resulting characteristics are described. In the 
remaining chapters these characteristics are used in analysis of the 
over-all behavior of electron-tube circuits in which the tube is associ¬ 
ated with other circuit elements to form a working system, such as a 
rectified-power supply, an amplifier, or an oscillator. 

As a guide to the material that follows, the various methods already 
mentioned for classifying electronic devices may be reviewed and ex- 
panded.'A large class of electronic devices comprises electron tubes , in 
which electronic conduction takes place in an evacuated, or partially 
evacuated, enclosure. Within this group, the tubes may be dividod 
into two classes on the basis of the electrical effect of the gas present 
in them after evacuation. The first class, which is discussed in this 
chapter, includes tubes in which the gas pressure is so low after 
evacuation that it has no appreciable effect on the tube operation. 
These are called vacuum tubes or high-vacuum tubes. The second class, 
which is discussed in Ch. V, includes tubes in whose operation gas, 
purposely inserted, plays a major role. These are called gas tubes. 
^Another method of classifying electron tubes is in accordance with 
the type of cathode used. Vacuum tubes include, among others, ther¬ 
mionic tubes (having a heated, thermionically emitting cathode) and 
phototubes (having a photoelectrically emitting cathode). Gas tubes 
include thermionic tubes, phototubes, and cold-cathod( tubes , the last 
having an unheated cathode from which the electron emission is per¬ 
haps obtained by the process of secondary emission or field emission.^ 

Still a further method of classifying electron tubes is in accordance 
with the number of electrodes that have an essential part in the 
operation for which the tube is intended. On this basis, as is stated in 
Art. 2, Ch. I, a tube containing two electrodes—one a cathode and the 
other an ano^e or plate—is named a diode ; and a tube containing three 
electrodes—a cathode, a control electrode, or grid, and a plate—is 
named a triode. In a similar manner, tubes containing a cathode, a 
plate, and more than one grid are named tetrodes , pentodes , hexodes , 
heptodes, octodes, and so forth, in accordance with the total number of 
electrodes. The cathode in any one of these tubes may be an unheated 
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electrode, an incandescent filament, or a combination of an oxide- 
coated sleeve and an internal heater element. This nomenclature is 
usually applied only to tubes in which the elements other than the 
cathode and anode are control electrodes. Multi-element tubes having 
additional electrodes that are not grids, such as the tubes with several 
anodes used in rectification, and special-purpose tubes, such as the 
cathode-ray tube, are usually distinguished by a name based on their 
function/ 

1. Characteristics of thermionic vacuum diodes 

The thermionic vacuum diode is a relatively simple and important 
electron tube. It consists of a plate and a heated cathode, as shown by 
the symbol for it in Fig. la, located in a region so well evacuated that 
the residual gas has a negligible effect on the operation of the tube. 
Thermionic vacuum diodes for high-voltage applications are often 
called kenotrons. The behavior of the thermionic vacuum diode may 
be described roughly as follows: Because of the substantial thermionic 
emission resulting from the high temperature of the cathode, and 
because of the close spacing of the electrodes, current is conducted 
through the tube with a relatively small voltage drop, provided the 
plate has a positive potential with respect to that of the cathode. On 
the other hand, if the applied voltage is reversed so that the plate is 
given a negative potential with respect to that of the cathode, a negli¬ 
gible current is conducted through the tube for moderate voltages, 
because electrons are not emitted from the unheated plate at an 
appreciable rate, and the vacuum is a good insulator. The tube thus 
has unidirectional conductivity. If an alternating-voltage source is 
connected across a series combination of the tube and an electrical 
load, such as a resistor, current conduction takes place only in one 
direction, and the current is zero during alternate half-cycles. Under 
these conditions, the tube causes the alternating-voltage source to send 
a unidirectional pulsating current through the load. The tube is then 
, said to act as a rectifier. Since a voltage drop occurs across the tube 
while current is conducted, power is dissipated in the tube. This 
power loss is often undesirable, because it decreases the efficiency of 
power transfer from the alternating-voltage source to the load, and 
because it heats the plate of the tube. In order to determine the tube 
loss, the circuit efficiency, and other related quantities, the current- 
voltage relationship of the tube is needed. The factors governing this 
relationship are discussed in this article, and the behavior of the 
tube as a rectifier is analyzed in Chs. VI and VII. 

Previous chapters describe two electronic phenomena of major im¬ 
portance among those that govern the current-voltage characteristic 
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of a thermionic vacuum diode. These phenomena are thermionic 
emission and the limitation of current by space charge. If they were 
the only governing phenomena and were accurately describable by 
the theoretical relationships developed in the previous chapters, the 

graphical relations among the three 
variables—cathode temperature, 
plate voltage, and plate current— 
would have the shapes shown quali¬ 
tatively in Figs, lb and lc. 

In these figures, i b and e b are the 
plate current and plate voltage with 
assigned positive reference directions 
as indicated in the schematic circuit 
diagram of Fig. la. Lower-case letters 
are used for electrode voltages and 
currents in this chapter, as is done 
in the derivation of Child’s law in 
Art. 1, Ch. Ill, in order to conform 
to the general scheme of symbols 
used in this book for vacuum-tube 
circuits, which is summarized in 
Art. 20, Ch. VIII. Capital letters, 
however, are frequently used for the 
variables on the axes of such char¬ 
acteristic curves in other literature 
on electron tubes. The electrode 
currents specified by the character¬ 
istic curves, such as those of Figs, lb 
and lc, are strictly correct only 
when the electrode voltages change 
so slowly that displacement currents 
are negligible. If the voltage varia¬ 
tions are more rapid, the currents 
through the interelectrode capaci¬ 
tances effective when space charge 
is present must be added to the currents specified by the curves, in 
order to give the total electrode currents, as is discussed in Ch. XII 
for diodes and in Ch. VIII for triodes. If the voltage variations are 
exceedingly rapid, the cathode-to-plate transit time of the electrons 
becomes important, and the effects discussed in Art. 14 of this chapter 
must be considered. 

The characteristic curves of actual diodes have, roughly, the shape of 
those in Figs, lb and lc, but noticeable departures from the idealized 
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Fig. 2. Characteristics of an actual vacuum diode with tungsten cathode. 


the region roughly defined as ab along the same curves in I* igs. 2a and 
2b, the plate current is limited principally by space charge. However, 
the amount of the space-charge-limited current depends on the initial 
velocities of the electrons at the cat hode, which in turn depend on the 
cathode temperature. Accordingly the plate current increases slightly 
with the temperature; the curves hence slope upward in the region ab 
of Fig. 2b and are separated slightly in the region ab of Fig. 2a. The 
separation of the curves at the smaller values of plate current is some¬ 
what exaggerated in this figure. 

A characteristic curve for an experimental vacuum diode having an 
indirectly heated oxide-coated cathode is shown in Fig. 3. Space 
charge is the only current-limiting factor in this tube. Limitation by 
thermionic emission is generally not effective in such tubes because 
heating of the plate, discussed in Art. 2, sets a practical limit on the 
space current before it equals the full thermionic emission. Even when 
the cathode is operated at a subnormal temperature, the abnormally 
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largo Schottky effect of the oxide-coated cathode obscures any limi¬ 
tation by thermionic emission. The diode of Fig. 3 has a basic structure 
to which in Arts. 5 and 8 one and two grids are added for illustration 
of triode and tetrode behavior. The curves in Figs. 3, 7 , 8, 9, and 17 
thus show the comparative effect of addition of grids. The diameter of 
the anode shown in Fig. 3 is larger than would ordinarily be employed, 



Fig. 3. Characteristic curve of an experimental vacuum diode 
having an oxide-coated cathode and internal dimensions as 

indicated. 

and the voltage drop at a particular current is correspondingly greater. 
Appendix C contains curves for commercial diodes, Types 6AL5, 
5U4-G, and 5Y3-GT, which have closer spacing between cathode 
and anode. 

Several phenomena in addition to space charge and thermionic 
emission have a minor influence on the shape of the characteristic 
curves. One such effect is the contact difference of potential. As is 
explained in Art. 4, Ch. II, differences in work function of two metals 
cause an electrostatic field to appear between the metals when they 
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are joined at one point. Consequently, when a voltage is applied 
between the cathode and the plate of a diode, the field appearing 
between the electrodes in the tube is that which is set up by the 
applied voltage plus the contact potential difference.. The contact 
potential difference is equal to the difference in the voltage equ.va ents 
of the work functions of the materials of the plate and the cathode, it 
is not modified if a third metal is used in the external connections of 
plate to cathode. The contact potential difference has the effect of 
shifting the curves of Figs, lb, 2a, or 3 to the right or left by an amount 
of the order of one volt. If the work function of the plate is greater than 
that of the cathode, the shift is to the right; if it is less, the shift is to 


the left. 

A second minor effect that influences the shape of the character¬ 
istic curve is that of the initial velocities associated with the thermal 
energies of the electrons asthey leave the cathode. As a result of these 
velocities, the electrons are able to travel to the plate even though the 
plate voltage e b is zero or slightly negative. Thus the curves in Figs, 
lb, 2a, and 3 actually intersect the current axis above and the voltage 
axis to the left of the origin. 1 These intersections are too small, how¬ 
ever, to show on the scales used. In many applications the failure of 
the curve to intersect the origin is negligible, but in others it cannot 
be neglected, and in some the negative-voltage part of the volt-ampere 
characteristic curve is the only portion that is utilized. 

A relation between the plate current and the negative plate voltage 
that is applicable to parallel-plane diodes may be found from the 
principles given in Chs. II and III. As the plate voltage is reduced 
from positive values through zero to negative values, the potential 
minimum shown in Fig. lb, Ch. Ill, moves away from the cathode and 
finally reaches the plate. For negative plate voltages having still larger 
magnitudes, no potential minimum exists, and space charge therefore 
no longer limits the current. Instead, the current is limited by the 
fact that, to reach the plate, an electron starting from inside the 
cathode must have sufficient kinetic energy not only to surmount the 
potential-energy barrier W a at the surface of the cathode shown in 
Fig. 6, Ch. II, but also to overcome the retarding effect of the electric 
field established by the negative plate voltage. In other words, the 
electron must have an amount of initial energy Q e |e k | in addition to 
the amount W a required for escape from the cathode. Addition of 
Qe \ e b\ W a in Eq. 12, Ch. II, therefore gives a relation between the 
retarding voltage and the current density at the plate instead of at the 
cathode. Expressed in terms of the saturation emission-current density 


1 E. L. Chaffee, Theory of Thermionic Vacuum Tubes (New York: McGraw-Hill Book 
Company, Inc., 1933), 79-82. 
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J s at the cathode, the plate current is hence 

Q, fcl r 

i b =8 p J, € kT > [1] 

where s p is the area of the cathode or plate, and the dimensions of the 
parallel plane electrodes are assumed to be large compared with the 
separation. The factor QJ{kT) is larger than 10 volt" 1 for the normal 
operating temperatures of all ordinary thermionic cathodes. Conse¬ 
quently a negative plate voltage of one to two volts is generally 
sufficient to reduce the plat© current to a negligibly small value. 

Equation 1 is not exactly applicable to diodes having cylindrical 
electrodes because it does not account for the possibility that an elec¬ 
tron may have a changing tangential component of velocity as well 
as radial component during its travel to the plate. Nevertheless, the 
plate current in cylindrical diodes is found 2 to change almost ex¬ 
ponentially with the magnitude of the negative plate voltage over 
many decades of current ratio, and the logarithm of the plate current 
is essentially a linear function of the plate voltage within that range. 

A third factor that influences the shape of the characteristic curves 
in a tube having a filament-type cathode is the potential distribution 
along the filament. This affects the tube characteristics in a way that 
is not included in the simple space-charge theory, since the filament is 
there assumed to be an equipotential surface. If the filament is con¬ 
sidered to be made up of infinitesimal elements, and if their individual 
contributions to the plate current are summed by integration, the 
over-all effect of the filament voltage drop is determined. The plate 
current is thus found 3 to increase with the five-halves power of the 
plate voltage when the plate voltage is smaller than the filament 
voltage, and gradually to merge with the values given by the three- 
halves power relation, Eq. 25 of Ch. Ill, as the plate voltage becomes 
large compared with the filament voltage. 

Finally a fourth factor that influences the shape of the character¬ 
istic curves is the fact that the temperature is never uniform along 
the cathode of a vacuum tube. Consequently the temperature-limited 
value of current for one part is reached at a lower plate voltage than 
for another. This effect influences principally the shape of the “knee” 
of the curve and accounts for the rounding of the knee. The non- 
uniform temperature distribution along a filament-type cathode is due 

* W. Schottky, "Cbor den Austritt von Elektronen aus Gluhdrahtcn bei verzogernden 
Potcntialen," Ann. d. Phjs., 44 (1914). 1011-1032; L. H. Germer, “The Distribution of 
Initial Velocities among Thermionic Electrons," Phys. Rev., 25 (1925). 795-807; T. S. 
Gray and H. B. Erev, "Acorn Diode Has Logarithmic Range of 10®,” R.S.I., 22 (1951), 
117-118. 

a H. J. Van dor Bijl, The Thermionic Vacuum Tube and Its Applications (New York: 
McGraw-Hill Book Company, Inc., 1920), 64-70. 
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to a number of factors, among which the cooling effect of: the leads is 
important. This cooling effect makes the effective length of 

—**» «■— - 
results from the fact that in the filament the emission current is super¬ 
posed on the current I, supplied by the filament battery. Wher.asis 
customary the negative end of the plate-voltage supply is connected 
to the negative end of the filament, the current in the filament at that 
end is I, + H, and at the other end it is I,. This excess current makes 
the negative end hotter than the positive end. To reduce the effect, a 
filament in a vacuum diode is often designed so that its heating current 

/.is more than thirty times its rated plate current In a particular 

300 -kilowatt vacuum tube with a tungsten filament and an available 
emission current of 200 amperes, which is several times the rated plate 
current, the heating voltage is 17 volts and the heating current has the 
large value of 1,800 amperes. 

An additional effect of filament voltage drop consists of conduction 
from the negative end of the filament across the space to the positive 
end. This conduction is particularly largo when the two ends of the 
filament are close together, as in the case of a V, W, or “hairpin” form. 
In fact, this type of conduction first brought to the attention of 
Edison what is now recognized as electronic conduction. The con¬ 
duction current may become so large in a gas tube, where the space 
charge is neutralized by positive ions, that an arc will form between 
the ends of the filament and destroy it. Such arcs occurred in some of 
Edison’s early lamps, because inferior vacuum pumps left con¬ 
siderable gas in the bulb. 

The heat of evaporation of the electrons produces a cooling effect, 
which tends to counteract the heating effect caused by the conduction 
of the emission current in the filament. Each electron, as it leaves the 
filament, carries with it an amount of energy equal to <j>Q e , where $ is 
the voltage equivalent of the work function of the filament, and the 
power required to replace this energy as the electrons evaporate into 
the vacuum is <f>i b . In the large filament mentioned above, the work 
function <f> has a value of about 4.5 volts, and the amount of heating 
power that would have to be supplied merely to evaporate all the 
emitted electrons is 4.5 times 200, or 900 watts. The cooling of the 
filament is often visible when the plate voltage is applied, even with 
small tubes. Upon entering the anode, the electrons give up an amount 


4 H. A. Jones and I. Langmuir, “The Characteristics of Tungsten Filaments as 
Functions of Temperature,*’ O.E. Rev., 30 (1927), 356. 

6 F. Banneitz and A. Gehrts, “Wassergekuhlte Senderohren (Grossleistungsrohren),” 
E.N.T., 11 (1934), 214-231. 
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of heat that may be calculated in a similar manner if the work function 
of the anode is employed. However, as is discussed in Art. 2, this is 
only a small fraction of the total heating effect at the anode. 

2. Maximum ratings and average characteristics qe 

VACUUM TUBES ~ 

v/ 

The maximum ratings of a diode—that is, the maximum anode 
current and voltage to which it should normally be subjected—are set 
by one or more of a number of factors. As is shown in the previous 
chapters, a more or less definite limitation is placed on the anode 
current by the cathode-heating power, the emission efficiency, and 
life considerations. On the other hand, heating of the anode or the 
glass bulb may impose a smaller limit. With a constant anode current, 
the total power dissipated as heat inside the tube is 

P = e b i b + I,E f ,* [2] 

where I f and E f are the cathode heating current and voltage, respec¬ 
tively, and the contact difference of potential is considered negligible 
in comparison with e b . In the steady state, all this power must leave 
the bulb through the walls, and because of absorption of some of the 
energy the walls are heated. To avoid evolution of gas, and, further, to 
avoid softening of the glass and consequent collapse of the walls under 
the pressure of the atmosphere, the walls should not operate at a 
temperature as high as that to which they were raised in the out- 
gassing process during evacuation; the outgassing temperature is 
about 350 degrees centigrade for soft or lime glass, and 550 degrees 
centigrade for hard, or Nonex, glass. Because of this limitation, glass 
bulbs are not generally used to enclose vacuum tubes of more than 
about one kilowatt rating*'' 

-Often the heat-radiating ability of the anode is the limiting factor in 
the tube rating. The anode is heated by two processes. First, the 
kinetic energy that the electrons possess because of their velocity is 
converted into heat when they strike the anode. Second, a portion of 
the energy radiated by the cathode is intercepted by the anode. If the 
contact difference of potential between the anode and the cathode and 
the heating effect caused by the work function of the anode, discussed 
in Art. 1, are neglected, the energy dissipated by each electron on 
arrival at the anode is e b Q e , and thus the power that the electrons 
carry to it is e b i b . Therefore the anode must radiate an amount of 
power 

Pb = e b*b + JEflf * H3] 

in which / is the fraction of the cathode-heating power intercepted as 
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radiation by the anode. The factor / has a value lessJ than unity, de- 
oendine on the extent to which the anode surrounds the cathode, fhe 
temperature reached by a radiation-cooled anode « appro«mately 
that given by the Stefan-Boltzmann law, previously stated in Art. 6, 

Oh. II, k A 

P„ = s.e.KT*, K 4 J 


where 

s p is the area of the radiation surface, 

e t is the total radiation emissivity (see Table II, Ch. II), ^ 
K is the Stefan-Boltzmann constant, 

T is the surface temperature in degrees Kelvin. 

The permissible temperature rise of the anode is limited in some 
devices by the melting point of the material of which it is made, and 
in others by the allowable emission current from the anode. This 
current becomes a reverse conduction current in a rectifier when the 
plate-voltage polarity reverses. For nickel, molybdenum, and tung¬ 
sten, the permissible power dissipation per unit area is given by Kusu- 
nose 5 6 as 3, 5, and 8 watts per square centimeter, respectively. 
Graphite anodes, which are often used, 7 have a greater radiation 
emissivity and consequently a lower temperature for a given amount 
of power radiated. For the same reason, nickel anodes are often coated 
with carbon. Tantalum has the important advantage as an anode that 
it tends to absorb gas and thereby improves the vacuum. 

For power ratings greater than about one kilowatt, dependence on 
cooling by radiation from the anode is generally considered un¬ 
desirable because of the large dimensions required and the conse¬ 
quent bulk of the tube. Larger tubes are often constructed with water- 
cooled anodes, part of the tube wall being made of metal. The electrons 
are collected on the inner surface of the wall while cooling water is 
circulated on its outer surface. Cooling fins with forced-air circulation 
are also common. 8 


5 Y. Kusunose, Calculations on Vacuum Tubes and the Design of Triodes: Researches of 

the Electrotechnical Laboratory, No. 237 (Tokyo, Japan, 1928), 132; “Calculation of 
Characteristics and the Design of Triodes,” I.R.E. Proc., 17 (1929), 1742. The second 
reference is an abbreviated form of the first. 

7 E. E. Spitzer, "Anode Materials for High-Vacuum Tubes,” E.E., 54 (1935), 1246- 
1251; W. Espe and M. Knoll, Werkstoffekunde der Hochvakuumtechnik (Berlin: Julius 
Springer, 1936). 

8 M. van de Beek, “Air-Cooled Transmitting Valves,” Philips Tech. Rev., 4 (1939), 
121-127; E. M. Ostlund, “Air Cooling Applied to External-Anode Tubes," Electronics, 13 
(June, 1940), 36-39. “Water-Cooling versus Air-Cooling for High-Power Valves,” 
I.E.E. Proc., 96, Part III (1949), 220-221. 
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The maximum anode-voltage rating of a vacuum tube may be 
limited by electrolysis in the glass or by flashover outside the tube, 
rather than by heating. When the cathode and anode leads are 
brought through the glass side by side, and a high voltage is impressed 
between them, appreciable conduction between the leads and accom¬ 
panying electrolysis of the glass may take place, especially if the glass 
is hot. This electrolysis results in deterioration of the glass and even¬ 
tual air leakage, with consequent loss of the vacuum. The highest 
voltage permissible between adjacent leads depends upon the spacing, 
temperature, and kind of glass; for example, it is about 500 to 1,000 
volts for the usual receiver-type tube in which the leads are only one 
or two millimeters apart. 

In rectifier circuits, the polarity of the anode voltage reverses 
during a cyclo, and, as is discussed in Ch. VI, the tube must bo able to 
withstand an inverse-peak anode voltage (a voltage that makes the 
anode negative with respect to the cathode) of one to two times the 
peak value of the alternating voltage it is to rectify. For high-voltage 
rectification, a tube design is therefore required in which the anode 
and cathode leads are brought out at opposite ends and are sufficiently 
separated to prevent a spark from passing between them. A study of 
the dimensions of some commercial tubes indicates that they are 
usually made long enough so that the average gradient does not 
exceed about 7,000 volts per inch over the surface of the glass between 
the leads. To enable them to withstand a greater inverse-peak voltage, 
tubes are sometimes immersed in oil, the danger of flashover thus 
being lessened. 

In tubes with grids, which are discussed in Art. 2, Ch. I, and in the 
remainder of this chapter, the rated values of the anode voltage and 
current are governed by cathode emission and anode heating as for 
diodes. Except for a fraction of the cathode power absorbed as radia¬ 
tion, the anode heating is the average product of the anode voltage 
and current, which may be determined by the methods given in 
Chs. VIII and X. The tube ratings must, however, take into account 
grid heating as well as anode heating. Computation of this grid heating 
is not always so straightforward as computation of anode heating, for 
two reasons. First, since the grids are ordinarily located between the 
cathode and the anode, and one grid is often very close to the cathode, 
a major fraction of the total grid heating may result from radiation 
from the cathode and anode. Second, grids often emit electrons; hence 
the product of the grid-to-cathode voltage and the current in the 
external circuit supplying the grid may not correspond to the kinetic 
energy of the electrons striking it. Generally, grid emission of several 
types may contribute to the grid current, but the types that can be 
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the grids by materials having high heat conductivity, or In .aUmtio.i 
of the heat by Hus attached to the grid. .... 

Grid-emission current from a grid having a potent.a r ,, < ' i r t ,n t °^ , t a j! 
between that of the cathode and another electrode adjacent to t 
grTcan result not only from thermionic omission but also from 
secondary emission from the grid surface, in the manner <l<*cnbodm 
Art. 12, Ch. II. Since the grid-emitted electrons reduce the net dicuit 
current below the value corresponding to the primary electrons, anc 
may, in fact, cause its direction to reverse, the heating caused l>v the 
primary electrons striking the grid may be much larger than the prod¬ 
uct of the grid-to-cathode voltage and the current in the external 
circuit. Limitation of the grid-to-cathodc voltage is then necessary to 
prevent overheating of the grid. Both thermionic and secondary 
emission from grids arc aggravated by evaporation of a film of oxide- 
coating material or thorium onto the grid surface when a composite 
cathode of the oxide-coated or thoriated-tungsten type is used. 1 his 
evaporated film lowers the thermionic work function of the grid 
and increases its yield of secondary electrons. 

Ratings based on the foregoing considerations are known as absolute 
maximum ratings. Damage to the tube or reduction ol its lile is likely 
if they are exceeded. Alternative ratings called design-center maximum 
ratings arc commonly stated by manufacturers of tubes. I liese ratings 
are values about which variations associated with normally en¬ 
countered fluctuations of the voltage of the alternating-current or 
direct-current line, storage battery, or other source supplying the 
power are expected and permissible. They are purposely chosen to 
allow for such fluctuations. 

Manufacturers customarily publish characteristic curves, such as 
the current-voltage curve for diodes and other similar curves for tubes 
comprising grids, which are called average characteristics. Because the 
chemical and physical phenomena on which the behavior of the tube 
depends are complicated and the internal geometrical distances are 
small, control of the characteristics of individual tubes in manu¬ 
facturing is difficult. The manufacturer inspects tubes as they are 
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produced, and rejects all having characteristics that fall outside a 
standard specified range, which spans the average values desired. But 
the tolerance, or permitted range of variation, is larger than is gener¬ 
ally realized. One prominent manufacturer states that “in general 
the designer should consider a probable plus or minus variation of not 
less than thirty per cent.” Engineering design of equipment should 
take into account such probable variations, so that the equipment will 
function with replacement tubes having characteristics that fall at the 
extremes of the range covered by the specifications, as well as at the 
average point in the range. Furthermore, the design should anticipate 
that the characteristics of a particular tube will change with use. For 
example, manufacturers ordinarily consider that many common tubes 
have not reached the end of their useful life until the transconductance, 
defined in Art. 6, has decreased to 60 per cent of its rated average 
value. 

3. Control of current in vacuum tubes by means of 

GRIDS 

The insertion of a third electrode, known as a grid, betwoon the 
cathode and plate of a vacuum diode for the purpose of controlling 
the plate current has proved to be of great importance to science and 
engineering. In the usual conditions of operation of such a vacuum 
triode, the grid is maintained at a negative potential with respect to 
the cathode; hence electrons are repelled, few reach the grid, and the 
electron current to the grid is very small. Little power, consequently, 
is dissipated in the grid circuit even though changes in the grid poten¬ 
tial result in the control of considerable power in the plate circuit. 
Thus amplification is accomplished, in the sense that a comparatively 
large amount of power supplied by a plate-voltage source is controlled 
at the expense of a very small amount of power supplied by the circuit 
connected to the grid. As those engaged in the electronic art became 
more familiar with the characteristics of triodes, it was foreseen that 
the insertion of additional grids in the space between the cathode and 
plate, in a manner such as is shown in Fig. 4, would alter the tube 
characteristics in ways advantageous in certain applications. The 
properties of the multigrid devices as circuit elements were then care¬ 
fully and thoroughly investigated. Tubes with as many as five grids, 
each grid having a definite and different function, are now not un¬ 
common. 

If the grid of a triode is maintained at a constant negative potential 
with respect to the cathode, few if any electrons can reach it, and the 
plate current may be considered to be the same as the current of elec¬ 
trons that leaves the cathode. Thus the effect of the grid voltage on the 
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plate current may be determined from the effect of this voltage on the 
cathode current. When the plate and grid voltages are such that the 
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Fig. 4. Structure of a multi-grid miniature-type tube (2*, inches long). 
(Courtesy Radio Corporation of America.) 

cathode current is limited by the electron-emitting properties of the 
cathode, its magnitude is determined essentially by the material and 
temperature of the cathode, and variations of the grid voltage can 
affect it only slightly. On the other hand, when the current is limited 
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bj space charge, the grid voltage may affect the space charge and 
control the current effectively. A qualitative explanation of the effect 
of the grid may be made as follows. If, for simplicity, the initial 
velocities of emission are neglected, the analysis of Art. 1, Ch. Ill, 
shows that, for the current to be limited by space charge in a diode, 
the electric field at the surface of the cathode must be zero. If a grid 
is inserted, and if its potential is maintained at a value negative with 
respect to the potential at the point in the diode at which it is inserted, 
it serves to lower the potential distribution curve in its neighborhood. 
It acquires a negative charge, which tends to increase the total 
negative charge between the plate and cathode. Thus the potential 
gradient at the cathode surface tends to become negative, and the 
current drawn from the copiously emitting cathode tends to stop. The 
space charge therefore decreases throughout the interelectrode space 
until the gradient at the cathode surface is again zero, and the current 
establishes itself at a new and smaller value consistent with the 
smaller space charge then in the interelectrode space. In a similar 
manner, if the inserted grid is given a positive potential with respect 
to the potential at the point at which it is inserted, a larger electron 
space charge is needed to maintain the zero-field condition at the 
cathode, and the space current increases. In the ordinary use of triodes, 
however, a negligible grid current is desired, and the grid potential is 
therefore always kept negative with respect to the cathode. The 
control of current is effected through varying the magnitude of this 
negative potential. 

As an aid to understanding the action of a grid, plots of the electric 
field in a triode, showing the hypothetical lines of force in the tube, are 
useful. In hig. 5, the cathode and plate are drawn as parallel plane 
electrodes, and the grid is shown as a grating of round wires in a plane 
parallel to them. The plus and minus signs placed near the grid and 
plate indicate the sign of the potential of these electrodes with respect 
to the cathode, and the dots represent a few of the electrons in the 
space between the cathode and grid where the space charge is densest. 
This diagram is to be compared with that for a diode in Fig. 2b, Ch. III. 
The lines of force represent the direction and intensity of the electric 
field at each point; they may be considered to emanate from positive 
charges on the plate and to terminate on negative charges, either on 
the grid or on the electrons. Since the initial velocities of emission are 
neglected, the field intensity at the cathode surface is zero in the 
presence of the space-charge-limited current, and no lines of force 
from the anode reach all the way to the cathode. 

In Fig. 5a, the grid potential is positive and modifies only slightly 
the field that would exist in the diode. It intercepts only a few of the 
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lines of force from the plate. The remainder terminate on the moving 
e ec rons that constitute the space charge. In Fig. 5b. the grid poten 
is reduced to that of the cathode, and its negative charge is there¬ 
fore increased ,n magnitude. It intercepts more of the lines of force 
irom the plate and causes greater distortion of the field. Fewer lines 
reach through to terminate on electrons and draw them to the plate 
A smaller space charge and space current result. In Fig. 5c. the grid 
potential is made negative, so that the magnitude of the negative 
charge on the grid and the field distortion are further increased. 
Similarly a further decrease of space charge and current occurs. 

!i .® ,f‘ d P° tent ' al 18 made negative and of sufficient magnitude 
so that all the fines of force that leave the plate terminate on the grid 
none reach through to termmate on electrons. The field at the cathode 
and the charge in the interelectrode space are then simultaneously 
zero and there is hence no plate current. The negative grid voltage of 
smallest magnitude required to make the plate current zero is called 
the cut-off gnd voltage. Its value depends on the plate voltage used. 

V\ hen the previously neglected initial velocities of the electrons are 
included in t his qualitative picture, a minimum of potential exists near 
the cathode. The electric field near the cathode is in a direction to draw 
the electrons back to the cathode, and the lines of force from electrons 
in this region reach back to the cathode rather than to the plate, 
itlectrons with sufficient initial velocity to pass through the potential 
minimum however, can pass on to the plate. As the grid is made 
increasingly negative, the plate current decreases gradually toward zero 
m accordance with the discussion of Eq. ] for cut-off in a diode. The 
plate current does not reach zero, however, because the initial velocities 
have a Maxwellian distribution, and a single discrete value of cut-off 
grid voltage therefore does not exist in an actual tube. 


4. Approximate analysis of triode current-voltage 

RELATIONS 

The concepts of Art. 3 may be applied to obtain an approximate 
quantitative relation of the plate current in a triode to the grid and 
plate voltages. Anatysis of this kind, carried through in a manner 
sufficiently thorough to permit reasonably accurate calculation of 
current-voltage relations from tube dimensions, is of importance to 
the tube designer; to the engineer interested primarily in the engin¬ 
eering application of vacuum tubes, however, it is not of sufficient 
importance to warrant its inclusion here. An exact analysis is very 
difficult because of the complications due to the presence of space 
charge and the irregular geometry of tube structures. An approximate 
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treatment, however, is helpful as an aid to understanding the opera¬ 
tion of the tube and interpreting the measured tube characteristics. 

An approximate analysis based on an analogy between the diode 
and triode can be performed if a simple tube geometry is assumed and 
a sufficient number of approximations are included. Numerous analy¬ 
ses have been made, 9 and the discussion given here embodies basic 
ideas common to several of them. In Art. 1, Ch. Ill, it is shown that, 
provided the initial velocities of the electrons are neglected, the plate 
current in a diode is given by a relationship of the form 



where 

i b is the plate current in the diode, 

K is a constant, called the perveance of the tube, which depends 
only on the tube geometry, 
e b is the plate voltage of the diode. 

If the plate voltage is applied to this same diode with the cathode un¬ 
heated so that there is no current or space charge, the cathode and 
plate act as the electrodes of a capacitor, and a charge is induced on 
the cathode, having the value given by 

Qk = «*«,» y' 

where 

Q k is the magnitude of the charge on the cathode, 

is the capacitance* between plate and cathode of the diode 
with an unheated cathode.^ 

Since Q k is the charge on the surface of the cathode itself, c pk is the 

9 H. J. van der Bijl, The Thermionic Vacuum Tube and Its Applications (Now York: 
McGraw-Hill Book Company, Inc., 1920), 42-46, 155, 226-236; "Theory of the Thermi¬ 
onic Amplifier,” Phys. Rev., 12 (1918), 180-183; W. H. Eccles, Continuous Wave Wireless 
Telegraphy (London: The Wireless Press, Ltd., 1921), 333-342; F. B. Vodges and 
F. R. Elder, “Formulas for the Amplification Constant for Three-element Tubes in 
Which Diameter of Grid Wires Is Large Compared to tho Spacing,” Phys. Rev., 24 
(1924), 683-689; W. G. Dow, Fundamentals of Engineering Electronics (2nd ed.; New 
York: John Wiley & Sons, Inc., 1952), 81-173; and G. B. Walker, "Theory of the 
Equivalent Diode,” Wireless Engr., 24 (1947), 5-7; of particular interest are the concept 
of an equivalent grid plane, W. G. Dow, ‘‘Equivalent Electrostatic Circuits for Vacuum 
Tubes," I.R.E. Proc ., 28 (1940), 548-556; and the analysis involving the transit time of 
an electron, F. B. Llewellyn, Electron-Inertia Effects: Cambridge Physiad Tract (Cam¬ 
bridge: The University Press, 1941). 

* The lower-case letters are used for the capacitances discussed in this article to indi¬ 
cate that they are capacitances between the active portions of the electrodes in the 
tube with the cathode unheated. They should be distinguished from the interelectrode 
capacitances denoted by capital letters and used in subsequent discussions; these are the 
capacitances effective when the tube is operating as part of a circuit. 
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capacitance associated with electric displacement in the intcrelectrode 
region that would be traversed by electrons if the cathode were 
heated, and that does not include capacitance between lead-in wires 
and electrode supports. If the value of e b given by Eq. 6 is substituted 
in Eq. 5, 


or 




U = K t Q k \^ [ 8 ] 

where A', is a new constant dependent only on the tube geometry. 
Equation 8 states that the current in a diode is directly proportional 
to the three-halves power of the charge that would exist on the un¬ 
heated cathode if, with the cathode cold, a plate voltage were applied 
to the diode equal to that applied when the cathode is hot. Since the 
charge on the unheated cathode is directly proportional to the electric 
field at its surface, an alternate interpretation of this equation is that 
the space-charge-limited plate current is directly proportional to the 
three-halves power of the electric field at the cathode surface in the 
tube with an unheated cathode. 

^The next step in the approximate analysis involves the assumption 
that, when the initial velocities of the electrons are again neglected, 
the current in a triode bears this same relation to the charge on its 
unheated cathode, provided the grid and plate voltages that induce 
this charge are equal to those that cause the current when the cathode 
is heated. That is, 

» = [9] 

where 


i is the space-charge-limited current from the cathode of the 
triode, 


K 2 is a constant dependent only on the geometry of the triode, 

Q k is the magnitude of the charge on the cathode of the triode 
when it is unheated. 

It should be remembered that Eq. 9 is the result of an assumption 
regarding the similarity of the phenomena in the diode.and the triode. 
More nearly exact analyses 10 show' that under the usual operating con¬ 
ditions of triodes the assumption is approximately but not exactly 
true. An understanding of the significance of this assumption and the 
reasons for it can be gained from a comparison of the potential distri¬ 
bution diagrams for the diode and the triode given in Fig. 6. In Fig. 6a, 


10 W. G. Dow, “Equivalent Electrostatic Circuits for Vacuum Tubes,” I.R.E. Proc., 28 
(1940), 548-556; F. B. Llewellyn, Electron-Inertia Effects: Cambridge Physical Tract 
(Cambridge: The University Press, 1941). 
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the upper curve is a plot of the potential at each point in a diode as a 
function of the distance from the cathode when there is no space 
charge in the tube, that is, when the cathode is unheated. Since in the 
diagram the cathode and plate are assumed to be parallel plan 
electrodes, this curve is a straight line. The lower curve indicates the 
effect of space charge when the cathode is heated to give an electron 
emission greater than the space-charge-limited current. The negative 
charges in the space depress the potential at each point sufficiently o 
make the slope of the curve just zero at the cathode surface if initial 
velocities are neglected. Along this curve the potential is directly 



(a) In a diode 


(b) In a triode 
with no space charge 


(c) In a triode with 
space-charge-limited current 


Fig. 6. Potential distributions in diodes and triodes. 


proportional to the four-thirds power of the distance from the cathode, 
as is shown in Art. 1, Ch. III. 

In Fig. 6b, the potential distribution in a triode is shown under the 
conditions of no space charge. The figure is drawn for the triode of 
Fig. 5, in which the cathode and plate are in parallel planes. Because 
of the distortion of the field produced by the irregular geometry of the 
grid, it is not possible to represent the entire potential distribution by 
means of a single curve. The electric field varies along two dimensions. 
It can be determined by measurements on models, 11 flux-plotting 
methods, 12 or conformal transformations. 13 The upper curve in Fig. 6b, 
which represents the potential distribution along a line from the 
cathode to the anode midway between the grid wires, and the lower 
curve, which represents the potential distribution along a line through 
the center of a grid wire, are the limits between which the potential 


11 E. D. McArthur, “Determining Field Distribution by Electronic Methods,” Elec¬ 
tronics, 4 (1932), 192-194. 

12 E. L. Chaffee, Theory of Thermionic Vacuum Tubes (New York: McGraw-Hill Book 
Company, Inc., 1933), 175-177. 

13 W. G. Dow, Fundamentals of Engineering Electronics (2nd ed.; New York: John 
Wiley & Sons, Inc., 1952), 81-127. 
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lies everywhere in the triode. In Fig. 6b, the two curves coincide and 
are straight lines in the regions near the plate and the cathode; they 
are separate and curved only in the distorted field region near the grid. 
This condition of uniform field everywhere except near the grid occurs 
in the more usual forms of triodes under normal operating conditions. 

In Fig. 6c, the potential distribution resulting from a space-charge- 
limited current is drawn. Just as in the diode, the potential at each 
point is depressed by the space charge until the slope of the potential 
distribution curve at the cathode surface is zero. It is to be expected 
that the four-thirds power relation between the potential and the 
distance that was found for the diode should also be found in the 
triode in the region near the cathode where the field is uniform when 
the cathode is unheated. The similarity between the field in the 
regions near the cathode in the diode and triode, together with the 
fact that charges in regions far removed from the cathode have 
relatively less influence on the field there, substantiate the assumption 
that the currents in each tube are related in the same way to the 
charge or field at the cathode when no current flows. 

The charge on the unheated cathode of the triode is the result of the 
electrostatic field set up in the tube by the voltages applied to tho 
grid and plate. Since the charge induced on the cathode is a linear 
function 14 of the two voltages, its magnitude Q k may be written as 

Qk = c pk e b + c 9k e c , [ 10 ] 

where 

e b is the plate voltage of the triode, 

e f is the grid voltage of the triode,* or potential of the grid 
measured with respect to the potential of the cathode, 
c pk and c 9k are the constant coefficients of the linear relation 
between charge and voltage. 

The grid voltage e e is measured in the same manner as the plate 
voltage. It may be expressed as the voltage rise from cathode to grid, 
or voltage drop from grid to cathode. Coefficients such as c vk and c gk 
are known in the general electrostatic theory of multiple-conductor 
systems as direct capacitances and are equal to the negatives of the 
corresponding coefficients of electrostatic induction or mutual capaci¬ 
tance operators. 15 The relation of the charge on the unheated cathode 

14 N. H. Frank, Inlro'luction to Electricity and Optics (2nd ed.; New York: McGraw-Hill 
Book Company, Inc., 1050), 63-64; W. R. Smythe, Static and Dynamic Electricity (New 
York: McGraw-Hill Book Company, Inc., 1939), 25-26, 35-38. 

* A small letter is used for the grid voltage as well as for the plate voltage, as explained 
in Art. 1, even though in this article each voltage is considered to be a constant. 

15 American Standard Definitions of Electrical Terms—A.S.A. No. C42 (New York: 
American Institute of Electrical Engineers, 1941), 28-29. 
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to the electrode voltages may be found from an equivalent circuit in 
which capacitance elements equal to c pk and c gk are connected from 
plate to cathode and from grid to cathode, respectively. Just as the 
capacitance c p * of the diode differs from the ordinary interelectrode 
capacitance of the tube measured under operating conditions, these 
capacitances also differ, in that the ordinary interelectrode capaci¬ 
tances involve contributions from electric displacement in regions not 
traversed by electrons, and are affected by the space charge in the 
tube. 

If the charge Q k in Eq. 9 is replaced by its value from Eq. 10, there 
results for the cathode current in the tube 

i = Ki(c, k e r + c^eS 1 ', [H] 

or 

i=K 3 + [12] 

where K 3 is a new constant that depends only on the geometry of the 
tube. If the grid voltage c e is negative, the grid current is a negligible 
fraction of the cathode current, which is therefore identical with the 
plate current i b . Then 

i„ = a' 3 l c f '' + S'. \K1»] 

Usually the capacitance c gk is much larger than c pk , because the grid 
surrounds the cathode or the plate sufficiently to shield one from the 
other. The shielding effect is large when the spacing of the grid wires is 
small compared with the distance from the grid to the plate, so that 
the field from the plate reaches through the grid to only a small extent. 
The coefficient of e f in Eq. 13 is then larger than unity. Large values of 
the ratio c gk /c pk cause a given change in grid voltage to have a much 
greater effect on the plate current than does the same change in the 
plate voltage. This property of the triode makes possible its use as a 
voltage amplifier, for, as discussed in Ch. VIII, a small change in grid 
voltage may be made to cause a large change in plate voltage. 

It is not necessary that the grid surround either the plate or the 
cathode; in fact, in some special-purpose tubes and in the original 
DeForest triode, the grid and the plate are placed on opposite sides of 
the cathode. However, the ratio c gk lc pk is then smaller than, or at most 
equal to, unity, and the relative effectiveness of the grid voltage in 
controlling the plate current is small. 

The assumptions made in obtaining Eq. 13 should be reviewed. 
When the three-halves-power law of the diode is used, the initial 
velocities of emission, the contact potentials, the nonuniform cathode 
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temperature or potential, and the possibility of emission limitation of 
current are neglected. In Eq. 9, the assumption that the current is 
directly proportional to the three-halves power of the charge on the 
cathode in the absence of spaco charge is made. To justify this 
assumption, even as an approximation, parallel-plane symmetry of 
the tube is assumed. To obtain Eq. 13 from Eq. 12, a negative grid 
voltage is assumed; and, finally, in the entire discussion the plate and 
grid voltages are assumed to be constant, so that displacement current 
may be neglected and the current caused by moving charges may be 
considered to be the entire current. 

1 he effect of some of the neglected phenomena may be explained in 
a qualitative manner. For example, the initial velocities in a triode, 
just as in a diode, cause the space charge so to adjust itself that the 
potential gradient at the cathode surface is slightly negative instead 
of zero and a potential minimum is established at a short distance 
from the cathode. 'I he net effect of these changes is an increase in the 
plate current. Relatively small if the plate and grid voltages are so 
adjusted that the plate current is a large fraction of the possible 
emission of the cathode, the increase is of importance if the grid 
voltage is near the cut-off value. In particular, the grid voltage neoded 
for current cut-off becomes indefinite. As the grid potential is made 
more negative than the value that would otherwise produce cut-off, 
the plate current is reduced exponentially to an exceedingly small 
value, but because of the initial velocities it is not completely inter¬ 
rupted. In addition, since the initial velocities depend on the cathode 
temperature, the plate current is dependent to a small extent on the 
cathode temperature even though it is limited by space charge. 

Another effect that has an influence on the plate current is the con¬ 
tact potential difference between the plate and cathode and between 
the grid and cathode. These differences of potential cause the effective 
potential differences between the pairs of electrodes to differ from the 
externally applied voltages. Since small changes of grid voltage may 
be much more important than equal changes of plate voltage, the 
contact potential difference between grid and cathode is of relatively 
greater importance. The assumption on which Eq. 9 is based leads to 
a constant value of c gk lc pk in Eq. 13. A more nearly exact analysis 
results in a similar equation in which the coefficient that replaces this 
ratio is very nearly but not exactly constant. 16 For simple tube 

•• Measurements by R. W. King. ‘•Calculation of the Constants of the Three-Elect rode 
Thermionic Vacuum Tube," Phy .«*. Rev., 15 (1920). 258. show that the relative effective¬ 
ness of the grid and plate voltages in controlling the space current is essentially constant 
throughout a range of cathode current of about 1.000 to one, indicating that the amount 
of the space charge has little effect on this quantity. 
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geometries, it is possible to calculate the value of the constant K 3 , 
but, in general, this quantity is difficult to determine exactly. 

Characteristic curves of triodes 

The preceding discussion is intended primarily to impart an under¬ 
standing of the underlying phenomena in a tube containing a grid, 
rather than to serve as an exact analysis of the tube behavior.'.To 
derive the exact functional relationship between i b , e b , and e c from 
purely theoretical considerations is exceedingly difficult. The thrcc- 
halves-power relation, Eq. 13, is never exactly applicable because of 
such complicating factors as the initial velocities of the electrons at 
the cathode, contact potentials among the electrodes, gas left in the 
tube after the evacuation process, and the Schottky effect)^Adding 
empirically determined constants to the voltage symbols in^Eq. 13 to 
account for these factors gives a closer approximation. With those 
constants included, changing the exponent to a value somewhat dif¬ 
ferent from three halves gives an even closer approximation. But the 
effort involved in determining an exact functional relationship is 
hardly justifiable in view of the ease with which experimental tubes 
can be constructed and with which their performance can be deter¬ 
mined by simple laboratory measurements. From a practical stand¬ 
point, representation of the tube characteristics by experimentally r 
determined curves rather than by mathematical expressions is often 
preferable because all the complicating factors, which often vary 
among tubes of the same type, are thus taken into account. A graphi¬ 
cal analysis using such characteristics to find the conditions of 
operation is then convenient, and is commonly employed. 

A » general, the plate current depends upon three independent 
variables, the plate voltage, the grid voltage, and the cathode heating 
voltage. When the heating voltage is more than sufficient to produce 
adequate cathode emission, however, the current is limited primarily 
by space charge, and is almost independent of the heating voltage. 
The plate current i b is then essentially a function of the two inde¬ 
pendent variables e b and e c . This function cannot be represented by a 
single curve in a plane but can be represented by a three-dimensional 
surface. Such representation, although instructive, 17 is usually in¬ 
convenient; consequently the characteristics customarily are shown as 
three families of plane curves termed the static characteristics. The 
curve formed by intersection of the surface with a plane parallel to 
one through the axes for two of the three variables, called a principal 

17 E. L. Chaffee, Theory of Thermionic Vacuum Tubes (New York: McGraw-Hill Book 
Company, Inc., 1933), 153-164. 
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co-ordinate plane, is projected onto the principal co-ordinate plane 
to g.ve each of the curves in each family of static characteristics. In 
other words, the one of the three quantities e 6 , or e t whose axis is 
perpendicular to the principal co-ordinate plane and whose value is 
the same everywhere in the intersecting plane is a constant for a par- 
ticular curve in the family. 

A family of curves for which the principal co-ordinate plane is deter¬ 
mined by the i 6 and e 6 axes is shown in Fig. 7. This family is commonly 



Grid voltage e f 


Plata voltage e 6 


Fig. 7. Plate characteristics of an experimental triode. 


referred to as tho plate-current-plate-voltage characteristics , or simply 
the plate characteristics. The grid voltage is constant for each curve of 
the family. The data of Fig. 7 are for a triode whose cathode and plate 
have the same dimensions as have those in the diode of Fig. 3. The 
triode differs from the diode only because of the addition of a helical 
grid located between the anode and cathode. The grid consists of 
wire 0.005 inch in diameter wound in a helix of 11 turns per centi¬ 
meter for a length of 2.3 centimeters on a cylindrical mandrel 0.7 
centimeter in diameter. The turns of the helix are fastened to two 
wires, or ‘‘side rods,” 0.020 inch in diameter parallel to the axis of the 
mandrel. The degree to which the grid is effective in controlling"the 
space current is roughly evident from the fact that with the grid at 
the potential of the cathode—that is, with e c equal to zero—the plate 
current of the triode is only about three per cent of the plate current of 
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the diode at the same plate voltage. Plate characteristics for repre¬ 
sentative commercial triodes are given in Appendix C. 

Because of the approximations made in the analysis, Eq. 13 repre¬ 
sents the experimental data only approximately. For e c equal to zero, 
the plate current varies only approximately as ef' 1 . When the grid 
voltage is made negative, an increase of plate voltage is necessary to 
bring the plate current back to the same vain** To the extent that 
Eq. 13 h olds , the m agnitud e of this re quir ed incre ase in plate voltage 
is" ( c gk lc pk )e e , whi ch is usually written as ue„ where u is termed the 
amplification facto r. The fundamental definition of the amplification 
factor appears subsequently in Art. 6. In so far as the amplification 
factor is constant, the curve for e e equal to, say, — 1 volt is the same 
as the curve for e e equal to zero, moved in the positive direction along 
the e b axis by an amount 1^, as is indicated on the diagram by p Ae c . 
Similarly a positive grid voltage tends to shift the plate characteristic 
in the other direction. However, a positive grid voltage also causes 
the shape of the curve to change, since Eq. 13 does not hold even 
approximately if the grid voltage is positive and the grid takes an 
appreciable fraction of the space current. 

The data of Fig. 7, in effect, completely describe the tube, since all 
three variables are shown on it. However, the data are not con¬ 
tinuously complete for the variable e c , which is used as a parameter. 
In some applications, the projections on the other two principal co¬ 
ordinate planes are more convenient. A family of plate-voltage-grid- 
voltage characteristics , sometimes termed the constant-current charac¬ 
teristics, is shown in Fig. 8. This family may be obtained from Fig. 7, 
through plotting values of e e and e b from the curves that correspond 
to the same ordinate—that is, for constant plate current. From Eq. 13 
and the foregoing considerations, along a curve for which i b is constant, 


or 


e* + t* 


-cy 


•/» 


= constant, 


e b = constant — pe e ; 


114] 

[15] 


thus —p is the slope of the curves in Fig. 8 and it is constant where the 
curves are straight and parallel. This condition is evidently true over a 
considerable range of values of e c and e 6 even in the region where e c 
is positive. Constant-current characteristics for a commercial triode are 
given in Fig. 9, Ch. X. 

A family of plate-current-grid-voltage characteristics , often termed 
the transfer characteristics, is shown in Fig. 9. These too are obtained 
from Fig. 7 if values of i b and e c corresponding to several constant 
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values of plate voltage are plotted. Along a horizontal line in Fig. 9, 
Fq. 14 is applicable; thus, for an increment Ae b in the plate voltage' 
the grid voltage must be changed by an amount Aejfi to maintain 
the same plate current, as is indicated on the diagram. In so far as // 



Fiir. S. Constant •current characteristics for the tube of Fig. 7. 


is a constant for this tube, all the curves in Fig. 9 are of the same 
shape in the negative grid-voltage region but are shifted horizontally 
from each other by the amount Aejfi, where Ae 6 is the difference in 
the plate voltages for any two curves in question. Transfer character¬ 
istics for a pentode are shown in Fig. 20. 

Curves of grid current i f as a function of grid voltage e ( for several 
values of plate voltage are also given in Fig. 9. When the grid is 
positive with respect to the cathode it collects electrons, and the grid 
current is considerable. Increase of the plate voltage causes a decrease 
of the grid current because the plate then draws a larger fraction of 
the electrons from the cathode through the grid and on to itself. 
\\ hen, on the other hand, the grid is sufficiently negative to counteract 
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the contact potential difference and the initial velocities of the elec¬ 
trons, the grid current due to electron collection is negligible. Ordi¬ 
narily the grid current becomes zero at a negative grid voltage of one 
to two volts. At more highly negative grid voltages, the grid current 
is negative, as is explained in Art. 5, Ch. V, but is too small to show 


I 2 

hi 

rl 

E S 



Fig. 9. Transfer characteristics for the tube of Fig. 7. 


on the scale of Fig. 9, and is negligible in many electron-tube appli¬ 
cations. However, if a voltage source having a very high internal 
resistance or capable of delivering only a very small current is to 
supply the grid voltage to be amplified, the grid current may be an 
important factor even though the control-grid voltage is negative. 
Vacuum tubes are sometimes used as sensitive electrometers or 
galvanometers, and in these applications the grid current is significant, 
for, although the resistance of the tube between grid and cathode is 
large, it is not then large in comparison with the resistance of the cir¬ 
cuit that supplies the grid voltage. Consequently, the actual grid 
voltage at the tube terminals is appreciably smaller than the internal 
electromotive force of the voltage source by the amount of the voltage 
drop in the internal resistance of the source. Special electrometer 
tubes in which the grid current is of the order of magnitude of 10 -15 







192 


VACUUM TUBES 


[Ch.IV 


ampere are available for such applications. 1 ® The grid current for the 
usual negative-grid operation of standard receiving tubes is of the 
order of magnitude of 10 * ampere, with the normal rated voltages 
applied to the tube electrodes, but may be reduced to the order of 
magnitude of 10 12 ampere when smaller electrode voltages are used »• 

lubes with more than one grid are often connected as triodes. The 
extra grids are ordinarily connected to the plate or to the control grid 
to lorm such a triode connection. 

6. Vacuum-tube coefficients 

Although a graphical method using the characteristic curves is 
suitable for analysis of many vacuum-tube applications, it often is 
cumbersome and unwieldy. Hence an alternative but approximate 
method that permits application of linear circuit analysis is commonly 
used. This method involves as a first step the approximation of por¬ 
tions of the characteristic curves in terms of three coefficients, which, 
as is shown later, serve as figures of merit for many vacuum tubes! 
These coefficients describe the slopes of the three families of curves in 
Figs. 7, 8, and 9. 

To appreciate the usefulness of the three coefficients, one should 
have a qualitative knowledge of the function usually expected of a 
triode, namely, to regulate the magnitude of the current in the circuit 
element connected in the plate circuit. The details of the circuit opera¬ 
tion are given in Ch. VIII; only a brief qualitative discussion is given 
here. A common method of connection of a vacuum triode is shown in 
Fig. 10V The plate current is supplied by a battery or other direct- 
voltage source E bb , and the load element connected in the plate circuit 
is frequently either a network for coupling this tube to a second tube 
or is a current-sensitive device such as an ammeter, relay, loud 
speaker, or telephone receiver. In the analysis of the circuit, tho volt- 
ampere characteristics of the load element as a function of the current 
and frequency are assumed to be determinable and known. As the 
current i b in the load element varies as a result of changes in the grid 

18 G. F. Metcalf and B. J. Thompson. “A Low-Grid-Current Vacuum Tube,” Phys. 
Rev. 36 (1930), 1489-1494; J. M. Lafferty and K. H. Kingdon, “Improvements in the 
Stability of the FP-54 Electrometer Tube,” J. App. Phys., 17 (1946), 894-900; J. A. 
Victoreen, "Electrometer Tubes for the Measurement of Small Currents,” l.RE Proc 
37 (1949). 432-441. 

18 W. B. Nottingham, “Measurement of Small D-C Potentials and Currents in High- 
Resistance Circuits by Using Vacuum Tubes.” 209 (1930), 287-348; R. D. Bennett, 

‘‘An Amplifier for Measuring Small Currents.” R.S.I., 1 (1930). 466-470; C. E. Nielsen, 
"Measurement of Small Currents: Characteristics of Types 38, 954, 959 as Reduced 
Grid Current Tubes," R.S.I., 18 (1947), 18-31; J. R. Prescott, “The Use of Multi-Grid 
Tubes as Electrometers,” R.S.I., 20 (1949), 553-557. 
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Load 

element 


voltage e c ,^he voltage dro p acr oss,the load also varies, causing the 
plate voltage e b of the tube to vary. Hence, in a circuit application, 
the changes in plate current caused by changes in grid voltage react 
upon the plate voltage in a 
manner that tends to neutralize 
the effectiveness of the grid. No 
one of the three variables i 6 , e b , 
and e e is constant, and the tube 
operation does not follow any 
of the curves described in Art 5. 

However, these mutually de¬ 
pendent effects can be conven¬ 
iently expressed in terms of the 
coefficients that give the rela¬ 
tive variations among the three 
pairs of the variables i bt e b> and 

e 0 while the third quantity for each pair is held constant. 

The first of the three coefficients, the amplification factor , denoted 
by the Greek letter p y is defined as 



Fig. 10. Basic circuit diagram for use of 
a vacuum triode. 


Amplification factor p 



de b 

i 

?\ 

ii 

~ de e 


t» constant 


►[16] 


This quantity may be interpreted as the negative of the slope of the 
curves in Fig. 8, and is approximately tlie ratio of a small chang e in 
pla je voltage to the change i n grid voltage required to bring the plat e 
current back to the value it had before the pla te voltage w a s change d^ 
Since, when the reference directions of the voltages are assigned as in 
Fig. 10, the signs of the voltage changes must be opposite to maintain 
i b constant, the slope or the ratio above is inherently a negative 
number, and the negative signs in Eq. 16 are needed if p is to be a 
positive number. Much confusion can result from a lack of under¬ 
standing of this matter of definition. 

To determine the relation of p to quantities previously defined, 
Eq. 13 may be written in the form 




[17] 

Thus 

[18] 

— b = 

de c C„ t ’ 

and 




/* = —• 
c vk 

[19] 
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Therefore, in so far as Eq. 13 is a sufficiently accurate approximation 
to the actual tube characteristics, the capacitance ratio of Art. 4 is 
the same as the coefficient p defined by Eq. 16, and the use of p for 
this ratio in Art. 5 is in accordance with the fundamental definition 
stated by Eq. 16. In regions where the measured curves differ from 
those given by Eq. 13, the amplification factor is still given by Eq. 16 
but bears no special relation to the tube capacitances. 

The second of the three coefficients is called the plate resistance , and 
is defined as — 


Plate resistance r n = — = — 

ft 6 di b 


e, constant 


►[ 20 ] 


It is the reciprocal of the slope of the plate characteristic curves in 
Fig. 7, and is approximately the ratio of a small change in plate volt- 
age to the change in plate current accompanying it when the grid 
voltage is held constant. To distinguish it from the ratio eji b , the 
coefficient r p is often called the dynamic , or incremental , or variational , 
plate resistance. The ratio eji b is then called the static, or the d-c, 
plate resistance^ 

The third of the three coefficients is the transconductance , which is 
defined as 


Transconductance 



de r 


*•» constant 


►[ 21 ] 


It is the slope of the transfer characteristic curves in Fig. 9 . and 
closely approximates the ratio of a small change in plate current to the 
change in grid voltage accompanying it when the plate voltage is 
held constant. Its name arises from the facts that it has the dimen¬ 
sions of conductance and that it relates a quantity in the plate circuit 
to one in the grid circuit. It is also known as the mutual condxictancc. 
In multigrid tubes there are interelectrode transconductanccs among 
all the grids and the plate. 20 Each of these coefficients is defined in a 
manner analogous to that of Eq. 21. but a descriptive name, such as 
control-grid-to-plate transconductance . is needed to distinguish one 
from the others. Since the control-grid-topiate transconductance is 
the most important one. however, it is commonly called merely the 
transconductance even for multigrid tubes. 

The three coefficients in the form of partial derivatives in Eqs. 16, 
20, and 21 may be recognized as the slopes measured in the three 
directions parallel to the principal co-ordinate planes of the surface 
that represents the plate current as a function of the grid and plate 


20 "Standards on Electron Tubes: Definition of Terms. 1930,” I.R.E. Proc38 (1950), 
428, 435, 437. 
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»• _ ; = f(e h . e c ). A relation among the three coefficients may 

be found from the expression for the total differential of the plate 
current: 


d '> = dT b de > + * e de ‘ ■ 


[ 22 ] 


It expresses approximately the small change in plate current caused 
bv simultaneous changes in the grid and the plate voltages. If the 
voltages are changed in such a way that their effects on i b counteract 
each other, so that i b remains constant, di b is then zero, and, from 
Eqs. 20, 21, and 22, 

^de b + g m de e = 0, [23] 

r p 


de b 

g " T ’ = ~de. 


i» constant 


But the right-hand side of Eq. 24 corresponds to Eq. 16; hence, 


H = 9m r P • 


K251 


The three coefficients, amplification factor p. plate resistance r p , and 
mutual conductance g m , define the behavior of a tube at one pair of 
values of e c and e b . Since the slopes of the curves in Figs. 7 and 9 vary 
considerably, r p and g m can be considered to be constants over only a 
relatively small range of variation; but the slope of the curves in 
Fig. 8 is almost uniform over a wide range; thus p is a constant over a 
relatively large range of voltage and current variations. The curves in 
Fig. 11 show the dependence of the three coefficients on the plate 
current for a fixed plate voltage in a typical triode. Within the region 
where the curves of the families of Figs. 7, 8, and 9 are straight, parallel , 
and equidistant for equal increments of the parameter of the family, the 
coefficients are constants. To the extent that they are, the tube may 
be considered a linear circuit element for small variations, and the 
quantities p, r py and g m may be used as constants in a mathematical 
analysis of the tube s behavior. Furthermore it follows that under 
these conditions the three-dimensional surface representing the tube 
behavior is a plane. Although this condition never holds exactly in 
practice, it serves as a workable approximation over a small region of 
operation. These matters are better appreciated from a study of the 
tube as a circuit element, and their consideration in greater detail is 
given in Chs. VIII through XII. 

When the grid voltage has a value such that appreciable grid cur¬ 
rent exists, expressions similar in form to those above can be derived 
for the grid circuit. Normally the grid current is caused primarily by 
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electrons striking the grid when e c is positive, and by electrons emitted 
and positive ions collected by the grid when e e is negative, although 
there are a number of other sources of grid current. These are dis¬ 
cussed in more detail in Art. 6a, Ch. V. When the operation is such 
that the grid current is appreciable, a convenient method for pre¬ 
dicting the circuit operation is desirable. An experimental study of 
the grid-current properties of the tube shows that the grid current is 


Average characteristics 



also a function of the grid and plate voltages. As shown by Chaffee, 21 
expressions for the reflex amplification factor, reflex transconductance, 
and grid resistance can be derived for the grid circuit in a manner 
similar to that followed above for the plate circuit. However, these 
reflex coefficients need be used only when the grid current is appre¬ 
ciable. 

As an example of the relations between the curves and the coeffi¬ 
cients, the coefficients for the tube of Figs. 7, 8, and 9 may be found. 
At the point Q in Fig. 8, e 6 is 200 volts, e e is -1 volt, and i b is 1.25 
milliamperes. The slopes of the constant-plate-current lines on either 

” E - L - Chaffee, “Equivalent Circuits of an Electron Tube and the Equivalent Input 
and Output Admittances,” I.R.E. Proc., 17 (1929). 1633-1648; Theory of Thermionic 
Vacuum Tubes (New York: McGraw-Hill Book Company, Inc., 1933), 164-166 
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side of this point are about -38; thus // has the value 38 for this tube. 

The plate resistance r p is the reciprocal of the slope of the curves m 
Fig. 7. At the point Q on that diagram for the same values of e b , an 
i as before, the ratio AeJAi b of the curve through the point is about 
94,000 ohms. Similarly, the mutual conductance g m found from the 




Fig. 12. Relationships among the tube coefficients and the 

characteristic curves. 

slope of the curve through the corresponding point Q on Fig. 9 is 
approximately 0.000400 mho. The product 

r p g m = 94,000 X 0.000400 = 37.6 [26] 

is in good agreemeht with the value of found above in accordance 
with Eq. 16, which serves as a check on the determination. 

The three diagrams of Fig. 12, which are based on the assumption 
that the curves are straight and parallel throughout small regions, 
show the relationships among the various quantities. The three 
coefficients may be determined approximately from any one of the 
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three plots by the methods suggested on the diagrams. Where the 
data of the curves are not available, electrical methods 22 for measuring 
the coefficients directly are in common use. 


7. Linear analytical approximations of triode charac¬ 
teristics 


Operation of a vacuum tube over small ranges of plate current and 
electrode voltages near any chosen operating point may be approxi¬ 
mated satisfactorily for many practical purposes by assumption that 
the three coefficients g m . and r p are constants within that range. 
For operation over a larger range such that the coefficients them¬ 
selves are variables, a Taylor’s-series expansion for the current as a 
function of two independent variables may be used. It has the form 23 

* 

linear term* 


1 

2 



Ae c Ae 6 + 




•imdralk Irnn* 


The infinite series expresses the change At* from the current i b at the 
Point of expansion that accompanies changes Ae f and Ac 6 from the 
values e ( and c b . respectively, at the point of expansion. The partial 
derivatives are to be evaluated at the point from which the changes 
take place. The series contains a pair of linear terms, a set of quadratic 
terms, and so on as indicated. A different form of Taylors series for 
the current is discussed in Art. 9, Ch. XII. It is based on the assump¬ 
tion that // is a constant, however, and is therefore less generally 
applicable than Eq. 27. 

For many applications the higher-order terms in the Taylor’s series 
may be neglected and only the linear terms retained. The linear 
approximation for increments in the current and voltages is thus 

4i> -fe 4, - + f; 4 '-' (“I 

** E - L • Chaffee, Theory of Thermionic Vacuum T'lhes (New York: McGraw-Hill Book 
Company, Inc., 1933), 228-241; F. E. Terman and J. M. Pettit, Electronic Measurements 
(2nd ed.; New York: McGraw-Hill Book Company, Inc., 1952), 102-178; “Standards on 
Electron Tubes: Methods of Testing, 1950,“ I.R.E. Proc., 38 (1950), 939-943. 

” lSee P - Franklin, Methyls of Advanced Calculus (New York: McGraw-Hill Book Com¬ 
pany, Inc., 1944), 63-64; W. A. Granville, P. F. Smith, and \V. R. Longley, Elements of 
the Differential awl Integral Calculus (Boston: Ginn and Company, 1941), 489; or other 
similar textbooks. 
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Fig. 13. Linear approximations of triode characteristics. 


or, in terms of the definitions in Eqs. 20 and 21, 

Linear approximation: A i b = g m Ae f H- \e b . ^[29] 

r p 

This relation is of fundamental importance and serves as a basis for 
much of the analysis of circuit applications in the chapters that follow. 

An analytical approximation for triode characteristics in terms of 
the total current and voltages, rather than their increments, may be 
obtained by the method illustrated in Fig. 13. For operation in the 
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vicinity of point P in Fig. 13a, a tangent to the plate characteristic is 
drawn at P and tangents to the other curves in the family are drawn 
parallel to it. The slope of these curves is then l/r p and the horizontal 
spacing between them //Ae e . The tangent to the curve for zero grid 
voltage intersects the axis for e, at E 0 . The plate-voltage co-ordinate 
oi point P is therefore the sum of the three components E 0 , i ,/ p , and 

as is shown on the diagram. Thus the family of straight lines 
is described by 

e b = Eq + i„r, - fie c , for e c £ 0, and i, ;> 0, [30] 

or by the equivalent expressions 

«. = - (e» + ne c - E 0 ), for e c £ 0, and e 6 > E 0 - h e c , [31] 

and 

'» = + ^ “ j)' for ^ °' an<1 e » i E 0 - //f,. [32] 

If the combination of and e b included in either Eq. 31 or 32 ia inter¬ 
preted as a single independent variable, the whole family of plate or 
transfer characteristics may be approximated by a single straight line 
as in Figs. 13b and 13c. 

For some very approximate analyses it is sufficient to represent the 
plate characteristic for zero grid voltage by a straight line through 
the origin and the other curves of the family as straight lines parallel 
to it. Then E 0 is zero, and the family of curves is described by 

* 6 ** 7 p {tb + ^ = fJm + for «c^ 0, and e b ^ -fje e . [33] 

Note, however, that no true tangent to the curve for zero grid voltage 
in Fig. 13a can intersect the origin because the curve is concave up¬ 
ward and passes through the origin. Consequently, a family of curves 
represented by Eq. 33 is only a gross approximation of the tube be¬ 
havior for any region of operation. On the other hand, a tangent at 
point P as in Fig. 13a is a curve that is correct at only one point. A 
family of straight lines having the same slope but a somewhat smaller 
value of E 0 might well be considered a better approximation for 
operation over a considerable range of current and voltages. 


8. Tetrodes 

The addition of a second grid was a natural development after the 
recognition of t he effectiveness of one grid in a vacuum tube. Schottky 24 

11 W. Schottky, *‘t)ber Hochvakuumvcrstarkcr, III Teil: Mehrgitterohren," Arch. f. 
Elek ., 8 (1019), 299-329. 
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was one of the first to examine the characteristic of the double-gri 
tube, called a tetrode , and to point out certain aspects of its usefulness. 
Though, for reasons given subsequently, the tetrode has been practi¬ 
cally superseded by the pentode, discussion of it is a useful preliminary 
to consideration of the pentode. 

With the introduction of the second or auxiliary grid, the plate^ 
current becomes a function of the voltages of the three electrodes 
indicated in Fig. 14. When more 
than one grid is included, the volt¬ 
ages and currents of the grids are 
distinguished by integer numeri¬ 
cal subscripts, beginning with 
1 for the grid nearest the cath¬ 
ode and increasing in order for 
grids away from the cathode. 25 
Generally the voltage of only one 
of the grids, called the control 
grid, is allowed to vary. 

One of the earliest uses of the auxiliary grid, but not a very common 
one, was placing it inside the control grid next to the cathode and 
making its voltage positive with respect to the cathode to help over¬ 
come the effect of the space charge. An increase of the plate current 
and mutual conductance of the tube is thereby accomplished. When 
so used, the grid nearest the cathode is called a space-charge grid. 26 

The second and more general use of tetrodes is that in which the 
grid nearest the cathode is used to control the plate current, as in the 
triode, and the voltage of the second grid is held constant. This dis¬ 
position of the elements exhibits characteristics with considerable 
advantage over those of the triode for voltage amplification. The dis¬ 
advantage of the triode is discussed quantitatively in Art. 8, Ch. \ III, 
which shows that the interelectrode capacitance between the plate 
and the grid places a limitation on the effectiveness of triodes as 
amplifiers in some circuits, because it constitutes a path for alternating 
current between the circuits connected to the grid and the plate. 

'When the grid voltage is increased in the typical circuit of Fig. 10, 
the plate current increases and the plate voltage therefore decreases. 
The change in voltage that occurs across the interelectrode capacitance 
between the grid and the plate is the sum of the changes in the grid 

25 Standards on Abbreviations, Graphical Symbols, Letter Symbols, and Mathematical 
Signs (New York: The Institute of Radio Engineers, 1948), 3. 

24 G. F. Metcalf and B. J. Thompson, “Low-Grid-Current Vacuum Tube,” Phys. Rev., 
36 (1930), 1489-1494; W. S. Brian, “Experimental Audio Output Tetrode,” Electronics, 
20 (August, 1947), 121-123. 
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and plate voltages, and the current through the capacitance is much 
larger than that which would result if the grid voltage alone changed. 
Under certain conditions, this displacement current from the grid to 
the plate may result in a tendency for sustained oscillations to develop, 
as is discussed in Art. 7, Ch. XI. The effect is roughly proportional to 
the product of the amplification factor and the grid-to-plate inter- 
electrode capacitance; and, since both these factors increase as the 
grid is made of finer mesh, there is a practical limit to the amplification 
that may be obtained with triodes. 


e rt * constant 



Fig. 15. Typical plate characteristics of a tetrode. 


It was not for some time after the development of tetrodes that the 
effectiveness of the second grid as a means for lowering the interelec¬ 
trode capacitance was fully recognized and the use of tetrodes became 
common. 27 If the potential of the second grid e e2 , which is interposed 
between the control grid and the plate, is held fixed with respect to 
the cathode, the grid acts effectively as an electrostatic shield or 
screen between the control grid and plate and thereby reduces the 
capacitance between them to a very low value. When used in this 
manner, the second grid is called a screen grid. 

Since the plate current is dependent on three voltages in the tetrode, 
a four-dimensional model is needed to represent its characteristics; or 
alternatively, several two-dimensional diagrams, each with one of the 
variables held fixed and another used as a parameter, may be used to 
describe graphically the tube behavior. The diagram most widely used 
is the one that shows the relation between plate current and plate 
voltage with the screen grid held at a fixed voltage and the control- 
grid voltage as the parameter of the family. Since the screen grid 
effectively shields the control grid from the plate, it also effectively 

* 7 A. \\ . Hull and N. H. Williams, ''Characteristics of Shielded-Grid Pliotrons,” Phys. 
Rev., 27 (1026), 432-438; A. W. Hull, ".Measurements of High-frequency Amplification 
with Shielded-Grid Pliotrons," Phy*. Ilev., 27 (1026), 430-454. 
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shields the cathode from the plate. Most of the electrostatic lines of 
force from the plate therefore terminate on the screen grid, and few of 
them penetrate to the cathode. Thus the field at the cathode, or the 
charge on the cathode, under conditions of no space charge, is only 
slightly dependent on the plate voltage for fixed grid voltages. As a 
consequence, on the basis of the reasoning of Art. 4, the space current 
from the cathode is little influenced by the plat© voltage. 

The typical shapes of the plate characteristics of a tetrode with 
constant screen-grid voltage are shown in Fig. 15. Over that con¬ 
siderable portion of the curves where 
the plate voltage is higher than the 
screen-grid voltage, the plate cur¬ 
rent is almost independent of the 
oltage, for the reason stated 

For plate voltages lower than the 
screen-grid voltage, several factors 
become important in causing the 
plate current to vary considerably 
with the plate voltage. The behavior 
may be described on the basis of the 
approximate potential-distribution 
diagrams of Fig. 16. In this figure, 
the tube is considered to comprise 
a cathode and an anode in parallel 
planes, and the grids are considered 
to be parallel wires located in planes. 

The potential distribution of Fig. 16 
should be compared with the distri¬ 
bution of potential in a triode, indicated by Fig. 6. Under the con¬ 
ditions of the curve of Fig. 15 for e el equal to —2 volts, the control- 
grid voltage is negative, the screen-grid voltage is at a fixed positive 
value, and the plate voltage e b is a variable. Potential distributions 
that correspond to conditions at points b and d in Fig. 15 are drawn in 
Fig. 16. When the plate voltage has a value higher than about 10 volts, 
the electrons that strike the plate release an appreciable number of 
secondary electrons at the plate surface. When the plate voltage has a 
value higher than the constant screen-grid voltage, as at d in Fig. 15, 
however, the electric field between the plate and the screen grid is then 
in such a direction as to force the electrons back toward the plate, and 
the secondary electrons play no part in the action of the tube. As the 
voltage of the plate is decreased from a high value and approaches 
that of the screen grid, the electric field between the screen grid and 


plate v 
above. 


Control Screen 

Cathode grid grid Plate 



Fig. 16. Approximate potent ial dis¬ 
tributions in an idealized tetrode for 
several values of plate voltage. 
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the plate approaches zero, and the secondary electrons, which have a 
small initial velocity upon emission, can travel against the slight 
retarding field and thus cross the space to the screen grid. The net 
plate current in the external circuit is the difference between the 
primary and secondary electron currents. Thus the plate current 
decreases appreciably before the decreasing plate voltage reaches the 
constant value of the screen-grid voltage. 

Upon further reduction of the plate voltage to provide operation at 
a point below the constant screen-grid voltage ate in Fig 15 an 
accelerating field is set up for the secondary electrons, and each escapes 
from the plate as soon as it is emitted. The speed of the primary elec¬ 
trons is also reduced as the plate voltage is decreased, however, and 
the efficiency of secondary emission, defined as the number of secon¬ 
dary electrons emitted per incident primary electron, also decreases, 
for plate voltages that provide operation near 6, the secondary 
emission has its maximum effect. For high screen-grid voltages and 
plate surfaces that have a high secondary-emission efficiency, the 
curve may even dip into the region of negative plate currents. As the 
plate voltage is further reduced from its value at b, the speed of the 
primary electrons is reduced until they become relatively ineffective 
m producing secondary electrons; and for plate voltages below the 
value that provides operation at point a, a negligible number of 
secondary electrons leave the plate. 


Since, because of the shielding effect of the screen grid, the plate 
voltage has little effect on the electric field near the cathode, the space 
current from the cathode is practically constant for the whole range 
of plate voltage. The negative control grid receives a negligible 
electron current; hence the sum of the plate and screen-grid cur¬ 
rents is practically constant. Accordingly, the screen-grid current 
varies with plate voltage in the manner shown by the dotted curve 
t e2 in Fig. 15. 

For ordinary operation in amplifiers when linearity is desired be¬ 
tween the grid-voltage and plate-current variations, the considerations 
of Art. 6 apply and operation must be restricted to the region in Fig. 
15, where the curves are straight, parallel, and equidistant for equal 
increments of the parameter of the family, that is, to the region where 
the plate voltage is higher than the screen-grid voltage. Thus, al¬ 
though the tetrode is an improvement over the triode, in that a 
relatively large amplification factor accompanied by a low grid-plate 
capacitance is obtained, the effects of secondary emission limit the 
applicability of the tube. The instantaneous plate voltage on the 
tetrode must not decrease to a value below that of the screen-grid 
voltage; otherwise the curvature of the characteristic curves causes an 
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alteration of the waveform, and the output current variation is not a 
reproduction of the input voltage waveform. Since the maximum power 
output is a function of the maximum allowable variations in plate 
current and plate voltage, the secondary emission from the plate 
limits the power output of the tetrode for a given plate-supply voltage 
by restricting the allowable variation in plate voltage. Use of a third 



Kig. 17. Plate characteristics of an experimental screen-grid tetrode 
for a screen-grid voltage of 150 volts. 


grid overcomes the effects of secondary emission in the manner dis¬ 
cussed in Art. 9, and hence permits operation over a much larger 
range of plate voltage. Pentodes have therefore practically superseded 
tetrodes for most applications. 

The region of lower plate voltages does have one feature that makes 
it desirable for certain purposes. Between points a and b on the curve 
of Fig. 15, the plate-characteristic curve has a negative slope. A posi¬ 
tive increment of voltage is accompanied by a negative increment of 
current; in other words, the dynamic plate resistance r p of the tube is 
negative. When operated in this region, the tube is not a passive circuit 
element but becomes an active element capable of supplying power 
to a load, and it can be used to support oscillations in a tuned circuit. 
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In this application, the tube is known as a dynatron 2 * The negative 
dynamic resistance is not a property of the tetrode alone; it is found 
in the characteristics of triodes or any multi-electrode tube when a 
grid is operated at a voltage higher than that of an adjacent positive 
electrode. 

As an illustration of the effect of the screen grid, the plate charac¬ 
teristics of an experimental tube are shown in Fig. 17. This tube has a 
cathode, anode, and inner or control grid similar in dimensions to those 
of the tube to which Figs. 3 and 7 apply, but a screen grid is inter¬ 
posed between the control grid and the plate. The screen grid con¬ 
sists of wire 0.005 inch in diameter wound in a helix of 7.5 turns per 
centimeter for a length of 2.13 centimeters on a cylindrical mandrel 
1.5 centimeters in diameter. The shapes of the curves in Fig. 17 are 
those of a typical screen-grid tetrode, and the effect of the screen grid 
is clearly evident from a comparison of these shapes with those of the 
curves in Figs. 3 and 7. 

9. Pentodes 

l T so of three grids in a vacuum tube to form a pentode makes pos¬ 
sible a large number of circuit connections for operation. The connec¬ 
tion in widest use is that in which the first grid, nearest the cathode, is 
used for control of the plate current, the second grid is held at a fixed 
positive potential to screen the control grid from the plate, as in the 
tetrode, and the third grid, nearest the plate, is used solely to eliminate 
the effects of secondary emission. When so used, the third grid is 
termed a suppressor yrid. It is held at a fixed voltage (usually zero) 
with respect to the cathode. Because of its improved performance as a 
result of the suppression of secondary emission, the pentode has almost 
superseded the tetrode for purposes of amplification. Much of the dis¬ 
cussion of the tetrode in the previous article is pertinent to the pentode 
as well, however, and is of interest as an introduction to it. 

Figure 18 shows schematically the electrodes of a pentode and an 
approximate potential-distribution diagram drawn for a tube having 
parallel plane plate and cathode and grids made of parallel wires in 
planes. The control grid is held at a negative voltage to minimize grid 
current, and the screen grid is held at a positive voltage to overcome the 
space-charge effects near the cathode. The screen grid is constructed 
so that it approximates an electrostatic shield between the control 
grid and the plate, but its mesh is so coarse as to permit the electrons 
to flow through it with little impediment. The suppressor grid ordi¬ 
narily has an even coarser mesh. 

M A. W. Hull, “The Dynatron. a Vacuum Tube Possessing Negative Electric Resis¬ 
tance,” I.R.E. Proc., 6 (1918). 5-35. 
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Suppressor 

grid 


Cathode 


With the suppressor grid at the cathode potential, as shown in 
Fig. I 8 - an attracting electric field is always maintained near the 
anode to prevent secondary electrons from leaving the plate. As a 
result, secondary electrons are forced back to the plate even when the 
plate potential is below the screen-grid potential, and the pronounced 
dips and inflections in the plate character¬ 
istics of the tetrode shown in Fig. 15 do 
not appear in those of the pentode. The 
plate characteristics of a pentode are 
similar to the dotted curves in Fig. 15 
instead of the solid ones. 

Typical plate characteristics of the 
pentode are shown in Fig. 19. Because of 
the shielding effect of the screen grid, 
the potential of the plate has little effect 
on the electric field at the surface of the 
cathode. Hence, in accordance with the 
considerations of Art. 8, the potential of 
the plate has little influence on the plate 
current over the upper part of the range 
shown. Despite the elimination of second¬ 
ary-emission effects, however, there is 
still considerable rounding of the knees of 
the curves. Since for a linear relation 
between changes in the output current 
and the input voltage, the curves must be 
straight, parallel, and uniformly spaced, 
as is explained in Art. 6, this rounding 
results in a limitation of the power output 
of pentodes for a prescribed amount of 
harmonic distortion in the tube (see Arts. 

13 and 16, Ch. VIII). Lack of sharpness 
of the knees of the curves is primarily a result of dispersion 29 of electrons 
as they pass between the suppressor-grid wires. 

The characteristic curve of the screen-grid current as a function of 
plate voltage for one value of control-grid voltage is also shown in 
Fig. 19. The screen grid prevents changes of plate voltage from 
affecting the electric field near the cathode, and hence from affecting 
the current at the cathode. The sum of the plate and screen-grid 

” 0. H. Schade, “Beam Power Tubes.” I.R.E. Proc., 26 (1938), 137-181; W. G. Dow. 
Fundamentals of Engineering Electronics (2nd ed.; New York: John Wiley & Sons. Inc.] 
1952), 52-190; K. R. Spangenberg, Vacuum Tubes (New York: McGraw-Hill Book 
Company, Inc., 1948), 289-297. 



Fig. 18. Approximate poten¬ 
tial distributions in an 
idealized suppressor-grid pen¬ 
tode for several values of 
plate voltage. 
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currents, which equals the cathode current for negative values of 
the control-grid voltage, is therefore essentially independent of the 
plate voltage, and depends only on the control-grid voltage. 

When only one of the family of curves for the screen-grid current is 
available, as in Fig. 19, the essentially constant value of the current 
that corresponds to the part of any other curve for which the plate 
voltage is well above the value at the knee of the plate characteristics 
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Fig. 19. Plate characteristics oi a typical pentode tube with the suppressor grid 
connected to the cathode. (Data by courtesy of Radio Corporation of America.) 


may be closely estimated on the assumption that the ratio of the 
screen-grid current to the plate current is independent of the control- 
grid voltage. This ratio is the fraction of the electrons passing the 
control grid that are intercepted by the screen grid divided by the 
fraction that are. not so intercepted, and depends chiefly on the 
geometry of the tube structure. It is essentially the projected area of 
the screen-grid wires divided by the area between those wires. The 
numerical value of the ratio may be taken from any pair of screen- 
grid-current and plate-current curves for the same control-grid 
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voltage, or it may be taken from any one set of typical operating 
data given by the manufacturer. 

Transfer characteristic curves for the pentode of Fig. 19 are shown 
in Fig. 20. Here the plate and screen-grid voltages are held constant. 
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Fig. 20. Transfer characteristics for the pentode of Fig. 19. 

Curves for three different screen-grid voltages are shown. (Data by 
courtesy of Radio Corporation of America.) f 

Curves are given for three different values of screen-grid voltage, the 
intermediate value being the one at which the screen grid is held 
constant in Fig. 19. The effect of different values of plate voltage on 
the transfer characteristics is not shown, but the flatness of the plate 
characteristics makes it apparent that such an effect is small. 

The curves of Fig. 19 are drawn for only one pair of values of the 
suppressor-grid and screen-grid voltages. Usually these are held fixed 
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at definite values in tubes used in amplifiers. However, sometimes 
grids other than the first are used as additional control grids. Examples 
of such applications are use of the pentode as a suppressor-grid 
modulator, 30 which is discussed in Art. 5, Ch. XII. and as a mixer or a 
frequency converter, which is discussed in Art. 17, Ch. II. In general 
for each different connection of the pentode, including the triode con¬ 
nection mentioned in Art. 5. a different family of characteristic curves 
is needed fully to describe the operation. Because the possibilities for 
connection and operation of the tube are so numerous, however, the 
curves desired are often not published, and resort must be made to 
experimental measurements or to use of published coefficients that 
are applicable for stated quiescent operating conditions. 

Since the screen and suppressor grids are ordinarily operated at 
fixed voltages, three coefficients /i, y m% and r p . as defined in Art. 0, 
usually serve to describe the operation of the tube if the variable e r 
is replaced by e cl for the pentode. From a consideration of typical 
curves for commercial pentodes and triodes of about the same over-all 
dimensions and operating voltages, it is evident that the vertical dis¬ 
tance between curves, which is a measure of y ln . is of the same order of 
magnitude for the pentode as for the triode. However, the horizontal 
distance between the curves for the pentode in the region above the 
knee is much greater than for the triode, since the curves for the 
pentode are almost horizontal. Thus // for the pentode is very large— 
as large as 1,000 to 2.000 and higher—yet this large value introduces 
no serious problem of instability, because of the low grid-to-plato 
interelectrode capacitance. Since the reciprocal of the slope of the 
curves is the plate resistance, and the curves are almost horizontal, 
the plate resistance also has a very high value in pentodes—it is of 
the order of one to two megohms for some types. 

Some pentodes, designed so that the control grid is close to the 
cathode and the spacing between the control-grid wires is small, 
have a large ratio of mutual conductance to plate current. 31 A large 
value of this ratio is particularly important in tubes for application 
in wide-band amplifiers, such as those for television and radar service 
discussed in Art. 11 , Ch. IX. 

Linear representation of the characteristics of a pentode may be 
made in a ‘manner similar to that discussed in Art. 7 for a triode. 
Thus, a tangent to the characteristic curve is drawn at any chosen 

ao C. B. Green, “Suppressor-Grid Modulation," Bell Lab. Bee., 17 (1938), 41-44; 
K. K. Spangenberg, Vacuum Tubes (New York: McGraw-Hill Book Company, Inc., 
1948), 270-272. 

31 A. P. Kauzinann, “New Television Amplifier Receiving Tubes,” RCA Rev., 3 (1939), 
271-289. 
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point P in Fig. 21, and tangents to the other curves are constructed 
parallel to it. The tangent to the curve for zero grid voltage intersects 
the axis for i b at, say, 7 0 . The vertical separation between this curve 
and any other is g m e e , where e c is the grid voltage pertaining to the 
second curve. The current at any point in the neighborhood of P 
may therefore be expressed as 

*6 = 7 0 + y + . for «» ^ 0, and j — ^ ^ t 34 ] 

or 

*'» = ( e ‘ + J + £) > f0r e * ^ °’ and ('~ ~ * °' 

[35] 

Since p and r p are so large, the 
terms involving them may often 
be neglected. 

In pentodes,' and tetrodes as 
well, the control grid is sometimes 
purposely made nonuniform. The 
spacing of the grid wires is made 
closer at the ends of the structure 
than at the center, often through 
the omission of one helical turn 
at the center of the grid. In tubes 
containing such control grids, the 
amplification factor decreases 
markedly when the plate current 
decreases. This change occurs 
because the tube behaves as a parallel combination of several small 
tubes, each having the amplification factor associated with one part 
of the grid structure. As the grid voltage is made increasingly negative, 
cut-off is reached for the high-amplification-factor sections of the grid 
before it is reached for the remaining sections. Thus, when the plate 
current is small, the electrons move through the low-amplification- 
factor section only, and the apparent amplification factor of the tube 
is nearly the same as that of this section of the grid. At smaller magni¬ 
tudes of negative grid voltage, current flows through a larger portion 
of the grid structure, and the apparent amplification factor is greater. 

The effect of this grid structure, in addition to causing the amplifi¬ 
cation factor of the tube to vary, is to require a very large negative 
grid voltage to produce cut-off. For tubes with nonuniform grids, the 
various curves of the family of Fig. 19, drawn for equal intervals of 
grid voltage, are spaced much more closely for highly negative values 



Fig. 21. Linear approximation of 
pentode characteristics. 
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of grid voltage than for positive or slightly negative voltages. Such 
tubes are known as remote-cut-off, variable-p, or supercontrol tubes ; 
tubes having uniform grids are called sharp-cut-off tubes. The primary 
use of remote-cut-off tubes is in automatic-volume-control circuits 
in these circuits, the direct component of the grid voltage is varied in 
such a way as to make the amplification of tho tube smaller when a 

large signal voltage is applied to the grid than when a small signal 
voltage is applied. * 

10. Beam power tubes 

After the development of tetrodes and pentodes along the lines 
described in the previous articles, it was realized that space charge in 
the region between the screen grid and the plate could bo utilized to 
eliminate, or to aid in eliminating, the effects of secondary emission 
from the anode. Critical-distance tybes 32 and beam power tubes 33 utilize 
the space charge for this purpose. The objective in their design is to 
cause the space charge in the region between the screen grid and tho 
plate to depress the space potential at some point in the region to a 
value far enough below the plate potential to prevent plate-emitted 
secondary electrons from reaching the screen grid. To accentuate the 
effect of the space charge, the anode is separated from the screen grid 
by a relatively large distance in critical distance tubes, and the elec- 
trons are concentrated in beams in beam power tubes. 

Figure 22 shows the potential distribution inside an idealized beam 
power tube. This is similar to that shown for a tetrode in Fig. 10, but 
the space charge causes a dip in the potential distribution between the 
screen grid and the plate. Over a considerable region of operation, this 
dip can be made large enough to give a retarding field at the plate 
surface sufficient to eliminate the effects of secondary emission. The 
effect is that of a virtual suppressor grid, and no limitation caused by 
electron dispersion around suppressor-grid wires is introduced. 

One method by which the electrons are concentrated in beams to 
enhance the effects of space charge is shown diagrammatically in 
Fig. 23. The pitches of the helical control grid and of the screen grid 
are made equal and their wires are aligned to confine the electrons to 
sheets or flat beams. Focusing electrodes, or beam-confining electrodes, 
at cathode voltage are included to aid in maintaining uniform current 
density over a cross section of the beam and to prevent the return of 
secondary electrons by paths outside the beam. In some beam power 

“J* Harries, “The Anode to Accelerating Electrode Space in Thermionic 

Valves,” Wireless Engr., 13 (1936), 190-199. 

" O- H. Schade, “Beam Power Tubes.” I.R.E. Proc., 26 (1938), 137-181. 
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tubes an actual suppressor grid is used, but space charge associated 
with the beam formation is an essential factor in the tube operation. 

Plate characteristics of a typical beam power tube are shown in 
Fig. 24. The feature of these curves that constitutes the major advan¬ 
tage of the beam power tube over the pentode is the fact that the 
knees of the curves are sharper, and the 
relatively straight and almost horizontal 
part of the curves covers a wider range Cathode 
of plate voltage. As is shown in Arts. 13 
and 16, Ch. VIII, this permits a greater 
power output and efficiency for a given 
percentage of harmonic generation than 
would be possible if the knees of the 
curves were rounder. A second important 
advantage is that the alignment of the 
control and screen grids in a beam power 
tube makes the screen-grid current smaller 
in proportion to the plate current than it 
is in a pentode. 

The phenomena that occur in the neigh¬ 
borhood of the knee of the curves arc 
somewhat complex. 34 As the plate volt¬ 
age is varied in this region, a discontinuity 
and “hysteresis” effect occurs, the curves 
become double-valued functions, and the 
minimum space voltage in the region be¬ 
tween the screen grid and t he plate changes 

suddenly from one value to another. The f* 22 ‘ Approximate poten- 
rr . c i . . tial distributions in an 

effects of secondary emission are not com- ideaIizcd beam power tube for 
pletely suppressed in the region of low several values of plate voltage, 
plate currents and voltages, but, since 

operation almost never takes place in this region, they are not of 
serious consequence there. 

The beam principle has also been applied to triodes. A water-cooled 
beam triode consisting of forty-eight paralleled beam-triode structures 
produces an output of 500 kilowatts in the medium- and high-frequency 
range. 35 

34 B. Salzberg and A. V. HaefT. “Effects of Space Charge in the Grid-Anode Region of 
Vacuum Tubes,’* RCA Rev., 2 (1938), 336-374; J. H. O. Harries, “Secondary-Electron 
Problems in Beam Power Tetrodes,” Electronic Engineering, 14 (January, 1942). 586-587. 
K. R. Spangenberg, Vacuum Tubes (New York: McGraw-Hill Book Companv, Inc.. 1948) 
245-265. 

33 “Super-Power Beam Triode,” Broadcast News, 38 (March-April, 1950), 8-9; 
Electronics, 23 (June, 1950), 120. 
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11. Gated-beam tube 

fi iS esse ? tin,,y a P cn, ° (lc »hich additional 

| ' 1 ' eleCtrodes are “> foc.. s the electrons in beams 

and thereby to give an unusually sharp transition between cut-off and 

a maximum-plate-current condition. A schematic diagram of its 



fig. 2.1. Diagram ..f the elements and electron paths in a beam 
|M>\vc* r till**. {Courtesy Had in Cor/M, ralion of America.) 


structure is shown in Fig. 25a. Electrons traveling from the cathode 
to he anode in it pass through the first control grid, the screen grid 
and the second control grid in turn. These are also known as the 
limiter grid, accelerator grid, and quadrature grid, respectively. The 
other electrodes shown are designed to focus the electrons in' sheet 
beams through the grid wires, and also to shield the second control 
grid and the cathode from variations in electric fields caused by 
changes in potential of the first control grid. The accelerator electrode 
surrounding the first control grid is connected to the screen grid and 
a voltage source that holds it at a positive potential with respect to 


V , ?1, C • »*"“*• TI-OBXO deled Beam Tube,** Proctf'lings of the 1949 

hl,r "°" lr ' Co»f mnn . IV. F (Cbicgo: ... Klectronics Conference Inc 

1 .408-426; R. Adler, "A Cn.,,11!.,,,,, Tube." EUdronio, 23 (Kebruarv. 10.,0). 82 85.' 
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PLATE(l b )OR, SCREEN(I C2 ) MILLIAMPERES 

Fig. 24. Plate characteristics of the beam power tube of Fig. 23. 
The manufacturer uses capital-letter symbols instead of lower-case 
symbols. (Courtesy Radio Corporation of America.) 




216 


VACUUM TUBES 


[Ch. IV 


the cathode. The electrodes designated as focus, lens, and shield, are 
internally connected to the cathode. 

Transfer characteristic curves for the tube, which are given in 
iMgs. 25b and c, show that a relatively small change of either control- 
grid voltage is capable of switching on or off—that is, gating—the full 



Anode 


Second control 
grid 


First control 
grid 


(a) Structure 




Pig. 25. Oated-beam-tube structure and transfer characteristics. 
{Adapted by courtesy of General Electric Company.) 


anode current. The steepness of the curves during the transition indi¬ 
cates a high control-grid-to-anode transconductance within that 
range. Unlike the current in a simple pentode, however, the anode 
current reaches an abrupt maximum as the voltage of the control 
grid is increased. The beam current at the cathode remains essentially 
constant as the control-grid voltages are changed because the cathode 
is shielded from the control grids. Thus a decrease of anode current is 
accompanied by an equal increase of accelerator-electrode current, 
and the transconductance from either control grid to the accelerator 
electrode is negative—a feature applicable in some oscillator circuits 
discussed in Ch. XI. 
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The plate characteristics that give the anode current as a function 
of anode voltage for various values of the first control grid and con¬ 
stant values of the other electrode voltages are not shown here, but 
they resemble those of an ordinary pentode given in Fig. 19. The plate 
characteristics with the second control-grid voltage as a parameter, 
however, resemble those of a triode for negative values, and tend 
toward those of a pentode for positive values of the control-grid 
voltage. 

Like the anode current, the current to either of the control grids 
also levels off at a maximum value as they are driven positive. The 
maximum current to the first control grid is about one-half milli- 
ampere, and that to the second about one-fifth milliampere. Positive- 
voltage excursions of the control grids therefore do not cause excessive 
grid current. They are hence permissible, and are practical when 
the sources supplying the control-grid voltages are capable of furnishing 
such small currents. 

Designed originally for application in frequency-modulation re¬ 
ceivers, the gated-beam tube has unique properties that give it a wide 
range of usefulness in operations known as clipping, limiting, dis¬ 
criminating, and coincidence detection in television, radar, nuclear 
measurements, and electronic computing machines. 


12. Secondary-emission tubes 

Amplification by secondary emission is employed in some tubes to 
supplement amplification by grid action. 37 Such use of secondary 
emission permits a several-fold increase of over-all transconductance 
without a corresponding increase in tube capacitance—an important 
improvement for wide-band and pulse amplifiers 38 (see Art. 11, Ch. 
IX). Short life and instability of the secondary-emitting properties of 
the dynode have been the major deterrents to greater production and 
use of such tubes. 

Secondary emission is also employed to provide trigger action in 

37 J. L. H. Jonker and A. J. Overbeck, “Application of Secondary Emission in Ampli¬ 
fying Valves,” Wireless Engr., 15 (1938), 150-156; H. M. Wagner and VV. R. Ferris, “The 
Orbital-Beam Secondary Electron Multiplier for Ultra-High Frequency Amplification,” 
I.R.E. Proc., 29 (1941), 598-602; C. W. Mueller, "Receiving Tubes Employing Secondary 
Electron Emitting Surfaces Exposed to the Evaporation from Oxide Cathodes,” I.R.E. 
Proc., 38 (1950), 159-164; G. Diemer and J. L. H. Jonker, “Secondary-Emission Valve,” 
Wireless Engr., 27 (1950), 137-143. See also manufacturer's data on Amperex Type 
EFP60 and National Union Type NU-5857. 

M N. F. Moody and C. J. R. McLusky, “Secondary Emission Tubes in Wideband 
Amplifiers,” Wireless Engr., 26 (1949), 410-411. 
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some vacuum tubes. 39 In this application use is made of circuit 
instability associated with negative dynamic resistance between a 
dynode and the cathode. Such a negative resistance appears in the 
plate characteristics of the tetrode shown in Fig. 17. 

13. Other multi-electrode vacuum tubes 

Combinations of diodes, triodes, tetrodes, and pentodes in one en¬ 
velope. known as multiple-unit tubes, constitute many of the types of 
multi-element tubes, and the characteristics of their groups of elec¬ 
trodes do not differ essentially from those discussed in previous articles 
of this chapter. However, some multi element tubes comprise one 
cathode and one plate and more than three grids. In such tubes, two 
of the grids function as control grids and serve to control the plate 
current in accordance with the combined effect of their voltages. The 
remaining.grids generally function as screen or suppressor grids to 
shield the control grids and the plate from one another and to suppress 
secondary emission from the plate, exactly as in tetrodes and pen¬ 
todes. Sometimes a grid operated at a positive potential is used as an 
auxiliary anode whose current depends upon the voltage of one of 
the control grids. 

The plate current in these tubes is proportional to the product of 
some function of the voltage of one control grid and some function 
of the voltage of the other control grid. 40 If tlie voltages of both con¬ 
trol grids arc varied, a component of the change in plate current may 
be obtained that is proportional to the product of the changes in the 
two voltages. This multiplication process makes these tubes applicable 
in circuits where some form of modulation (see Ch. XII) occurs. 
Because of the large number of electrodes in multi-element tubes, it 
is not practical to give static curves that completely specify the plate 
current as a function of all the electrode voltages. Accordingly, static 
characteristics are not often published; instead, the optimum oper¬ 
ating conditions and the performance of the tubes in specific appli¬ 
cations are generally given. 

Multi-element tubes are particularly useful for frequency conver¬ 
sion, 41 that is. for changing a voltage of one frequency to one of another 
frequency. In this application, voltages of different frequencies are 
applied to the two control grids, and, because of the multiplication in 

39 C. F. Miller. "New Design for a Secondary-Emission Trigger Tube," I.R.E. Proc., 37 
(1940), 952-954. 

40 A. H. Wing, "On the Theory of Tubes with Two Control Grids.” I.R.E. Proc., 29 
(March, 1941), 121-136. 

41 K. W. Herold, "The Operation of Frequency Converters and Mixers for Super¬ 
heterodyne Reception," I.R.E. Proc., 30 (February, 1942), 84-103. 
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the tube, new frequencies are produced in the plate circuit as is dis¬ 
cussed in Art. 17, Ch. XII. The peniagrid mixer, a tube. having five 
grids is frequently used in this manner. In the pentagnd converter the 
voltage for one grid is obtained through the use of that gn , toge ler 
with the cathode and one of the additional electrodes, in an oscillator 
circuit (see Ch. XI); the voltage for the other control grid is obtained 
from an external source. Multi-element tubes are also used wit e y in 
circuits, such as automatic-volume-control circuits and volume ex¬ 
panders, in which the amplification of a voltage applied to one contro 
grid is changed by the voltage applied to the other control grid. 


14. Use of vacuum tubes at very high frequencies 

The diodes, triodes, and multigrid tubes described in the preceding 
articles have found increasing use in the production and amplification 
of electrical power at frequencies ranging from direct current to about 
100 megacycles per second. Considerable attention has been devoted 
to extending the upper limit of this range; and, by careful design, 
triodes have been developed that may be used at frequencies as high as 
3,000 megacycles per second. 

As is discussed in Arts. 5 and 8, Ch. VIII, the behavior of a vacuum 
triode operated at moderate frequencies may be determined from 
an incremental equivalent circuit containing the resistances specified 
by the static characteristics and the proper interelectrode capaci¬ 
tances. Correct results are not obtained from the use of this equivalent 
circuit at frequencies of 100 megacycles or more, however, because 
such an equivalent circuit is not complete. The current in the plate 
circuit of electron tubes depends not only upon the rate of arrival of 
electrons at the plate but also upon the rate of change of the electric 
flux density at the plate. Each of these current components is influ¬ 
enced by the motion of electrons throughout the entire interelectrode 
space. Analyses 42 that take into account the total current caused by 
varying voltages have demonstrated that the simple equivalent circuit 
is correct only if the trajisit time, or time required for an electron to 
cross from the cathode to the plate, is short compared with the period 
of the voltage cycle. If the transit time is comparable to a period of 
the voltage cycle, the distribution of electrons in the interelectrode 

4J W. E. Benham, “Theory of Internal Action of Thermionic Systems at Moderately 
High Frequencies,” Phil. Mag., 5 (1028). 641-662; 11 (1931), 457-517; F. B. Llewellyn, 
“Vacuum-Tube Electronics at Ultrahigh Frequencies,” I.R.E. Proc., 21 (1933). 1532- 
1573; Electron-Inert in Effects: Cambridge Physical Tract (Cambridge: The University 
Press, 1941); W. R. Ferris, “Input Resistance of Vacuum Tubes us Ultrahigh-Frequency 
Amplifiers,” I.R.E. Proc., 24 (1936), 82-107; D. O. North, “Analysis of Effects of Space 
Charge on Grid Impedance,” I.R.E. Proc., 24 (1936), 108-136. 
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space depends upon the variations in voltage that occur while the 
electrons are crossing the tube. The motion of this nonuniform distri¬ 
bution of electrons causes at the surface of the electrodes a varying 
held and a correspondingly varying surface charge, that contributes 
to the current reaching the electrodes. The most important conclusions 
oi these analyses are: 

(a) In a diode, the resistive part of the plate impedance varies with 
frequency and is negative in certain frequency ranges. 

(b) In a triode operated at a sufficiently low frequency with a re¬ 
sistive plate load, the plate current is in phase with the grid 
voltage and 180 degrees out of phase with the plate voltage. At 
a frequency for which the transit time is of importance, the 
phase angle between plate current and plate voltage differs 
from 180 degrees, and, as a result, an increase occurs in the 
power dissipated at the plate for a given power output. 

(c) In a triode, at high frequencies, power is required by the grid 
because of a transit-time effect known as electron loading of the 
grid. Electron loading is a loss at the input of the tube that must 
be added to any losses that may result from electrons striking 
the grid or from the grid-plate capacitance (see Art. 8, Ch. VIII). 
Since the electron loading increases with frequency, it places an 
upper limit on the frequency at which a triode can deliver 
more power than it receives. 

In order to avoid the undesirable effects of the transit time, tubes 
are constructed in which that time is made very short through the use 
of small interelectrode spacings and high plate voltages. However, 
since the dimensions of the electrodes themselves must be small to 
prevent excessive interelectrode capacitances, tubes suitable for use 
at very high frequencies are necessarily small in size. 43 Hence the 
power that may be dissipated in them and, consequently, the power 
output obtainable from them are small. 

Inductance of the lead connections to the electrodes is a further 
limiting factor in the performance of high-frequency tubes. 44 The in¬ 
ductance of the cathode lead in particular is important for it tends to 
resonate with the grid-to-cathode capacitance and to cause feedback 
coupling between the grid and plate circuits. This coupling contributes 

° C. E. Fay and A. L. .Samuel. ‘ Vacuum Tubes for Generating Frequencies above 
One Hundred Megacycles,” I.R.E. Proc ., 23 (1935), 199-212; B. Salzberg and D. G. 
Burnside. “Recent Developments in Miniature Tubes,” I.R.E. Proc., 23 (1935), 1142- 
1157. 

44 M. J. O. Strutt and A. van der Ziel, “The Causes for the Increase of the Admittances 
of Modem High-Frequency Amplifier Tubes on Short Waves,” I.R.E. Proc., 26 (1943), 
1011-1032. 
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to the loss at the input of the tube, as does the electron loading effect. 
To overcome the effects of lead inductance, resort is made to special 
disc-seal, or lighthouse, construction 45 so that the connections to the 
electrodes can become parts of the concentric transmission lines or 
cavity resonators that constitute the external circuits. Operation at 
frequencies as high as 3,000 megacycles per second is then possible. 

Tubes virtually free from the effects that in triodes cause electron 
loading and limit the power output at high frequencies have been 
developed on the basis of an unique principle called velocity modulation 
of an electron beam. 46 These tubes operate effectively as oscillators 
and amplifiers in a range of frequencies extending upward from 600 
megacycles per second called microwave frequencies. The Klystron 
shown in Fig. 26 is representative of such tubes, and is one of a class 
that involves interaction of an electron beam with an electromagnetic 
field. 

A diagram of part of a tube employing a possible method of velocity 
modulation is shown in Fig. 27. Electrons emitted from an electron gun 
pass through two grids, between which a high-frequency voltage is 
impressed. As this voltage alternates, some of the electrons in the 
beam are accelerated and others are decelerated; that is, their velocities 
are modulated. Thus the electrons are given velocities that are 
functions of the time at which they passed through the grids. The 
grids are placed very close together, so that the time of electron transit 
between them is small compared with the time of a cycle of the im¬ 
pressed voltage. The crest value of the high-frequency voltage applied 
to the grids is much smaller than the direct voltage through which the 
electrons are accelerated in the gun. Therefore the number of electrons 
leaving the grids per unit time is approximately constant; that is, 
essentially no density modulation of the beam is produced. Moreover, 
little power is taken from the high-frequency source, since as many 

46 E. D. McArthur. "Disk-Seal Tubes.” Electronics, 18 (February, 1945), 98-102; 
A. M. Gurewitsch and J. R. Whinnery, "Microwave Oscillators Using Disk-Seal Tubes,” 
I.R.E. Proc., 35 (1947), 462-473; D. R. Hamilton, J. K. Knipp, and J. B. H. Kuper, 
Editors, Klystrons and Microwave Triodes, Massachusetts Institute of Technology 
Radiation Laboratory Series, Vol. 7 (New York: McGraw-Hill Book Company, Inc., 
1948). 

48 A. A. Heil and O. Heil, "Eine neue Methode zur Erzeugung kurzer ungedampfter 
elektromagnetischen VVellen von grosser Intensitat,” Zeit.fur Phys., 95 (1935), 752-773; 
R. H. Varian and S. F. Varian, "A High-Frequency Oscillator and Amplifier," J. App. 
Phys., 10 (1939). 321-327; W. C. Hahn and G. F. Metcalf, "Velocity-Modulated Tubes," 
I.R.E. Proc., 27 (1939), 106-116; A. V. Haeff, "An Ultrahigh-Frequency Power Ampli¬ 
fier of Novel Design,” Electronics, 12 (February, 1939), 30-32; D. R. Hamilton. J. K. 
Knipp, and J. B. H. Kuper, Editors, Klystrons and Microwave Triodes, Massachusetts 
Institute of Technology Radiation Laboratory Series, Vol. 7 (New York: McGraw-Hill 
Book Company, Inc., 1948). 
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electrons are accelerated as are decelerated, and the amounts of the 
acceleration and deceleration are the same. In this way, the process 
of velocity modulation avoids the loss in the input circuit that occurs 
in triodes at high frequencies. 

A velocity-modulated beam of electrons is not directly usable but 
must first be converted to a density-modulated beam. The usual 
method of making this conversion is to allow the velocity-modulated 
beam to travel through a space free of all electric fields except that 



Fig. 26. External and cut away views of a mechanically tunable 
reflex Klystron having an average power output of 35 milliwatts 
over a frequency range of 8.500 to 9.660 megacycles per second. 

(Courtesy Raytheon Manufacturing Company.) 

produced by the electrons themselves. The electrons that are acceler¬ 
ated in passing through the grids during the positive half-cycle of the 
alternating-voltage wave travel faster than the electrons that are de¬ 
celerated in passing through the grids during the negative half-cycle 
of the wave. As a result, the fast electrons overtake the slow electrons 
that left the grids one-half cycle earlier, and at some distance beyond 
the grids the electron beam is made up of alternate regions of high and 
low electron density, moving along the beam at the velocity imparted 
to the electrons in the electron gun. Thus density modulation is 
obtained from the original velocity modulation. The regions of high 
electron density are often referred to as electron bunches. Since this 
conversion is a result of the time required for electrons to move 
through the field-free space, transit time—the very phenomenon that 
leads to undesirable effects in a triode—is made useful in obtaining 
density modulation from velocity modulation. 



Art. 14} 


VACUUM TUBES AT VERY HIGH FREQ U ESC IES 223 


In the design of the plate of a triode intended for use at very high 
frequencies, two conflicting requirements are encountered. The plate 
must be small if the tube is to operate at high frequencies; yet it must 
be large if it is to dissipate the power associated with the large elect ron 
current necessary for a large power output and the high plate voltage 
necessary for a short transit time. In tubes that use the process of in¬ 
duction of power from density-modulated electron beams, this diffi¬ 
culty is removed by the use of two separate electrodes—one to extract 
the high-frequency power from the beam and deliver it to an external 
circuit, and the other to dissipate the direct-current power that 
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Fig. 27. Method of producing a velocity-modulated electron beam. 


remains in the electron beam after the high-frequency power has been 
removed. The mechanism by which the power transfer to the load 
takes place may be explained with reference to Fig. 28. As a bunch of 
electrons in the beam moves along the axis, it induces a positive charge 
on the inside surface of the output electrode, which is in the form of a 
coaxial-line or cavity resonator. This induced positive charge moves 
along the electrode abreast of the electron bunch. When the bunch 
passes the gap in the electrode, the positive charge must transfer from 
one side of the gap to the other. This transfer of charge constitutes an 
impulse of current in the resonant circuit. If the intervals between the 
times at which the induced charges flow through the resonant circuit 
are equal to the resonant period of the circuit, and if the losses of the 
circuit are small, the current impulses, occurring once each cycle, will 
sustain oscillations in the resonant circuit in a manner somewhat anal¬ 
ogous to that by which a pendulum is maintained in oscillation by 
impulses delivered to it from an escapement mechanism in a clock. 
The electrons of the beam, after transferring some of their energy to 
the resonant circuit through interaction with the electromagnetic 
field at the gap, move along the center of the tube and strike the 
collector electrode at the end. 
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At the high frequencies used with such tubes, the ordinary resonant 
circuits of inductance and capacitance are replaced by cavity reso¬ 
nators 47 and resonant sections of transmission lines, because of the 
smaller losses in resonators of the latter form and their convenient 
size. In Fig. 28, a quarter-wavelength section of a coaxial transmission 
line 48 is shown as the resonant circuit. The two conductors of the lino 
are the two concentric cylinders shown in section in the figure; the 
tube and the electron beam are placed in the hollow center of the inner 
conductor. The slot at one end of the inner conductor allows the 



Fig. 28. Method of obtaining power by induction from a density- 
modulated electron beam. 


transfer of power from the electron beam to the resonator, and more¬ 
over constitutes an open circuit at that end of the line. The other end 
of the line is short-circuited. If the frequency of the current impulses 
is such that the wavelength associated with them is approximately 
four times the length of the line, standing waves are set up, just as 
standing sound waves are set up in an organ pipe driven at one end 
and closed at the other. Power may be withdrawn from the resonator 
to a load by a coupling method such as the loop shown. The loop is 
located in a region of high magnetic flux density, and a high-frequency 
voltage is induced in it by the changes in the magnetic flux it encloses. 
Since more power may be obtained from the resonant circuit than is 
required to produce the velocity modulation, which is converted to 
density modulation and then to power in the output circuit, a tube 
involving all these processes may serve as an amplifier or an oscillator. 

47 W. W. Hansen, "A Type of Electrical Resonator,’V. App. Phys., 9 (1938), 654-662; 
W. L. Barrow and W. W. Mieher, "Natural Oscillations of Electrical Cavity Reso¬ 
nators,” I.R.E. Proc., 28 (1940). 184-191. 

44 F. E. Terman, "Resonant Lines in Radio Circuits,” A.I.E.E. Trans., 53 (1934), 
1046-1053. 
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The reflex type of Klystron illustrated in Fig. 26 is useful as an oscil¬ 
lator and is the type in widest use. 49 In it the electron stream is 
velocity-modulated during its passage through a gap in a cavity reso¬ 
nator as previously explained. Instead of continuing through the gap 
in a second and different resonator, however, the stream is directed 
toward an electrode having a potential below that of the electron-gun 
cathode. This reflects the electrons, so that they again pass through 
the original resonator gap, but in the reverse direction. During this 
second passage, energy is delivered to the resonator by the bunched 


Fig. 29. Schematic diagram of a traveling-wave tube.* 


electrons, and oscillations are sustained at frequencies as high as 
30,000 megacycles per second. 

Other high-frequency tubes that depend on interaction of an elec¬ 
tron beam with an electromagnetic field are the cavity magnetron 50 
and the traveling-wave tube. 51 In the cavity magnetron, which is 

" J. R. Pierce, “Reflex Oscillators." I.R.E. Proc., 33 (1945), 112-118; E. L. Ginzton 
and A. E. Harrison. “Reflex-Klystron Oscillators." I.R.E. Proc., 34 (1946), 97-117. 

M J. B. Fisk, H. D. Hagstram, and P. L. Hartman, “The Magnetron as a Generator of 
Centimeter Waves." B.S.T.J., 25 (1946), 1-188; G. B. Collins. Editor, Microwave Mag . 
nelrons, Massachusetts Institute of Technology Radiation Laboratory Series. Vol. 6 
(New York: McGraw-Hill Book Company, Inc., 1948). 

« J. R. Pierce. Traveling- Wave Tubes (New York: D. Van Nostrand Company, Inc., 
1950); S. E. \\ ebber, * 1,000-Watt Traveling Wave Tube." Electronics, 23 (June. 1950), 
100-103. 

* This figure is reproduced from Traveling. Wave Tubes, J. R. Pierce. Bell Telephone 
Laboratory, Inc., copyright 1950, D. Van Nostrand Companv. Inc., New York 
Fig. 2.1, with permission. 
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discussed in Art. 8d, C'h. I, electrons are whirled past gaps in multiple 
resonators around the periphery of the tube and induce resonant 
oscillations in them. In the traveling-wave tube, which is illustrated 
in I*ig. 20, energy is imparted to the electromagnetic wave traveling 
along a helical wire electrode by a boam of electrons directed along 
the axis of the helix. The mechanism of operation may be likened to 
that by which waves on water receive energy from the wind. 


PROBLEMS 

1. A vacuum diode has a circular cylindrical plate and an axial filament with 
the following specifications: 

Plate 

Material: graphite 
Length =* 7 cm 
Outside diameter = 5.5 cm 
Inside diameter = 5.0 cm 
Total radiation emissivity = 0.9. 

Filament 

Material: thoriated tungsten 
Length 7 cm (effective) 

Diameter * 0.03 cm. 

Assuming that (I) the effective length of the filament is equal to that of tho 
plate. (2) only the outside cylindrical surfucc of the plate is effective in radiating 
heat. (3) the plate current is limited by space charge, and (4) the fraction of tho 
filament power dissipated by the plate is negligible, 

(a) Find the temperature of the plate when the plate voltage is 700 volts. 

(b) If the residual gas is nitrogen at a tem|>emture of 500 K. to what pressure 
must it lx* reduced in order that, on the average, 99.99 per cent of tho 
electrons do not collide with a gas molecule in traveling from the filament 
to the plate? 

2. Because of the slow dc-ionization of the mercury vapor, mcrcury-vapor gas 
tubes will not rectify a high-frequency current. As a means of increasing the 
allowable frequency it is pro|x>scd to remove the gas and convert the tube to a 
vacuum tyj»e. Tin mercury-vapor rectifier tube in question has the following 
ratings: 

Voltage drop while conducting = 10 to 15 volts 
Maximum allowable peak plate current = 2.5 amp. 

For analysis, consider the tube as having cylindrical symmetry with an axial 
filament and the following specifications: 

Plate 

Circular cylinder: 2 cm in diameter by 6 cm long 
Material: nickel sheet 0.010 in. thick 
Maximum allowable tem|x*rature = 600 K 
Total radiation emissivity = 0.1. 
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Filament 

Oxide-coated; directly heated 

Heating voltage = 2.5 volts 

Heating current = 5.0 amp 

Emission efficiency — 200 ma per watt 

Length = same as plate length. 

It may be assumed that: 

(1) The Schottky effect is negligible. 

(2) The plate radiates heat only from the outside surface. 

(3) The filament power escapes through the open ends of the plate—none of 
it reaches the plate. 

(4) P = 1.00. 

(a) What plate voltage is required to produce a plate current equal to 
the saturation current of the filament? 

(b) What is the allowable continuous plate current expressed as a fraction 
of the saturation current? 

3. A vacuum diode with a circular cylindrical plate and an axial tungsten 
filament is to be built. The tube is to have a saturation plate current of 1 amp, 
and the plate voltage required for this value of current when limited by space 
charge should be 600 volts. The plate must be capable of radiating continuously 
the power represented by the product of the foregoing current and voltage plus 
75 per cent of the filament power, which it intercepts. 

Assuming that the filament and plate are of the same length, that the filamont 
temperature is 2,500 K, that end effects may be neglected, that the plate can 
safely radiate as heat 8 watts per sq in. of its outside surface area, and that p 2 
is approximately 1.08, find: 

(a) the plate diameter and length, 

(b) the filament diameter and length, 

(c) the filament heating current and voltage. 



Fig. 30. Plane cathode heated by electron bombardment, Prob. 4. 

4. In an experimental beam tube, a plane cathode, is desired that will deliver 
about 1 amp of electron emission. The structure shown in Fig. 30 is proposed. The 
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tungsten filament A is a coil requiring 10 watts and operating at a temperature of 
2,600 K. A direct voltage E de heats the plane nickel electrode B by electron 
bombardment. Electrode C is also plane and made of nickel, and is coated with 
barium and strontium oxides on both sides, whereas B is coated only on the side 
toward C as shown. After B becomes heated to a temperature of 1,000 K, a 
60-cps alternating voltage having an effective value E is applied between B and C. 
Electrode C then becomes hot, and the voltage E df can be removed and the fila¬ 
ment A disconnected. The right-hand side of C serves as a cathode for the main 
electron stream. 

What effective voltage E and effective current I are required to maintain elec¬ 
trodes B and C at a temperature of 1,000 K if (1) B and C are 1-cm diameter discs 
spaced 5 mm apart, and (2) the heat losses from B and C are 4 watts per cm 2 at 
1,000 K? State assumptions made in the solution. 

5. Find the transit time for an electron in a vacuum diode having essentially 
parallel plane electrodes spaced 0.5 cm apart, a plate voltage of 100 volts, and 
current limited by space charge. Neglect initial velocities of the emitted electrons 
at the cathode. By what factor would the transit time be multiplied if the space 
charge were absent? 

6. Determine the dynamic coefficients /<, r p , and g in from Fig. 7 for operation 
near the point where e b is 280 volts and e f is —4 volts. Show by a sketch how this 
was done. Use only this one family of curves. 

7. Determine from the plate-characteristic curves for the Type 12AU7 tube 
the dynamic coefficients /t, r p , and g m for operation near the point where e b is 
245 volts and e e is —10 volts (sec manufacturers’ curves in Appendix C). Show 
by a sketch how the determination was made. Compare the results with those 
given for the same plate current in Fig. 11. 

8. From the plate characteristics for the Type 6SN7-GT triode, find values of 
/j, g m% and E 0 that permit linear representation of the curves by Eq. 32 in the 
vicinity of the point at which e b is 250 volts and t e is —8 volts. Suporposc the 
family of straight lines on the plate characteristics for comparison. 

9. The characteristics of a certain triode are representable by the following 
relation: 

i b = 2 x 10~ 6 (10e c + e b ) 2 , for e c ^ 0, and e b ^ -\0e e , 

where i b is in amf)eres and c e and e b are in volts. 

Determine mathematically, without using graphical methods, the amplification 
factor fi, dynamic plate resistance r p , and mutual conductance g m for operation 
near the point where e b is 200 volts, and c e is —10 volts. 

10. Evaluate the coefficients K, n, and n in the expression 

for the characteristics of the tube of Figs. 7, 8, and 9. A plot on log-log graph 
paper will be found, helpful. 

11. From the plate characteristics for the Type 6AU6 pentode shown in Fig. 19, 
find values for //, g m , and r p that are applicable for operation in the vicinity of the 
point at which e b is 200 volts, e f2 is 100 volts, and e cl is —1 volt. 
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Gas Tubes 

The more prominent physical processes that occur in gas tubes are 
discussed in Ch. III. The manner in which these phenomena determine 
the characteristics and limitations of various gas tubes important in 
engineering is described in this chapter. In some of these tubes, such as 
the gas phototube and the voltage-regulator tube, a gaseous discharge 
occurs between unheated metal electrodes. In others—the thermionic 
gas diode and triode, for example—a heated cathode is used as a source 
of electrons, and these participate in the discharge. Since their charac¬ 
teristics are very different from those of vacuum tubes, both cold- 
and hot-cathode gas tubes are suitable for entirely different circuit 
applications. 

1. Effect of gas in a thermionic diode 

If gas at a small fraction of atmospheric pressure is present in a 
thermionic diode, the characteristics of the tube are markedly altered 
from those discussed in the previous chapter. Such gas may be left by 
inadequate pumps and is likely then to contain oxygen or water vapor, 
which have chemical effects upon the cathode and hence decrease its 
emission. On the other hand, mercury vapor and the inert gases 
(helium, neon, argon, krypton, and xenon) have no chemical action on 
commonly used cathodes and are often introduced into tubes after 
exhaust for the specific purpose of neutralizing the electronic space 
charge. 

An understanding of the action of a gas and the relative importance 
of the various effects discussed in Ch. Ill is obtained from an examina¬ 
tion of the experimentally determined characteristics that result when 
increasing amounts of mercury vapor or an inert gas are introduced into 
a tungsten-filament vacuum diode. Tubes containing the small 
pressures of gas which will cause the behavior discussed here are not of 
practical importance at present. The tungsten-filament tube with a 
small amount of gas is mentioned because of the relative simplicity of its 
internal behavior, and because it illustrates the first stages of the 
transition that takes place as more and more gas is added to a tube 
with a thermionic cathode. 

When no appreciable amount of gas is present, the characteristic 
current-voltage curve of such a tube with a constant filament tempera¬ 
ture resembles the curve for p equal to zero in Fig. 1. With the 
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introduction of gas at a very low pressure the curve rises as shown 
but reaches essentially the same saturation current. Further addition 
of gas gives rise to a characteristic like that for p equal to p 2 . Often the 
curve contains discontinuities, and usually the current is different for 
increasing and decreasing plate voltages; that is, the complete current- 
voltage curve resulting when the voltage is increased from zero to a 
large value and then is returned to zero may be a loop, as indicated in 
the figure. For high voltages, the current frequently decreases as the 
voltage increases. The major effect of the gas is evidently in the region 
.4# of Fig. 1, where the current in the absence of gas would be limited 



Fig. 1. Change of the current-voltage curve of a diode having a 
tungsten filament as the gas pressure is varied. 

by space charge. The gas has little effect on the current-carrying 
capacity of the tube, for the saturation current, indicated in the region 
BC y is changed only slightly. Moreover, the gas does not have an 
appreciable effect in the region OA t where the plate voltage is less than 
a value of the order of the ionizing potential. 

The statement that the effect of the gas is small in the region OA 
does not mean that no departure from the high-vacuum curve occurs 
for voltages below the ionizing potential of the gas, or that a departure 
must occur at the ionizing potential. Below the ionizing potential, the 
gas may impede the motion of electrons and tend to reduce the current 
at a given voltage. In gases having metastable states, ionization and an 
increase of current may occur for voltages below the ionizing potential. 
Contact potential differences and initial velocities of the emitted 
electrons also affect the voltage at which ionization becomes appreci¬ 
able. As is pointed out in Art. 5 of Ch. Ill, ionizing collisions do not 
occur frequently until the voltage exceeds the ionizing potential by a 
considerable amount. Because of these considerations, it can merely be 
said that, when the plate voltage is increased, the effect of the gas 
becomes appreciable at a voltage of the order of the ionizing potential 
of the gas. 
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As the plate voltage is increased above its value at point A, a few 
pairs of positive ions and associated electro^ are pro^d by 
electrons from the cathode as they cross the tube. The add tio 
electrons increase the current directly as they move m the^electnc 
field. The positive ions, on the other hand, have a tw 
First, because of their charge and motion, they contribute to the total 
current ; and, second, because of their charge, they tend to neutrabje 
the space charge of the electrons. The first effect, and that of the 
additional electrons as well, are not of importance here, however, as is 
evident from the experimental fact that the current in the region 
BC is not appreciably increased over the saturation value by m 
presence of the gas. At very high plate voltages—in a region beyond C 

_more effective ionization may be obtained if the gas pressure is 

sufficient, and the current may be increased by the ions just as in a 

Townsend discharge. c 

The second effect of the positive ions—the partial neutralization ot 
the space charge—is of importance in the region A B. The filament can 
supply electrons at a rate corresponding to the current at point B t but, 
if the voltage is less than that at B, and if no positive ions are present, 
the electrons in the interelectrode space repel those about to leave the 
cathode, and the plate current is therefore limited to less than the fila¬ 
ment emission. Positive ions in the interelectrode space partially 
neutralize the electron space charge and allow a greater portion of the 
available electrons to cross to the plate; thus the plate current is 
increased. If the positive ions are appreciably to neutralize the 
electronic space charge, the number of ions in the space must be com¬ 
parable to the number of the electrons. This condition is possible even 
though the rate at which ions are produced in the space is very small 
compared to the rate at which electrons enter the space, for the electric 
field carries the electrons out of the interelectrode space much more 
rapidly than it does the positive ions. 

The relatively sluggish movement of the positive ions is caused by 
their smaller charge-to-mass ratio, as is shown in the following 
analysis. According to Eq. 30. Ch. I, the speed attained by electrons or 
positive ions moving freely from rest in an electric field is 


.-j -*««. 

** m 


[i] 


where 


Q is the charge of the particle, 
m is the mass of the particle, 

E is the potential rise through which the particle moves. 
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If an electron and a positive ion move from rest through the same 
difference of potential, but in opposite directions, 


i-j 


Q,m + 


v + * Q + m.‘ [2] 

where v„ Q„ and m, are, respectively, the speed, the magnitude of the 
charge, and the mass of the electron; and t> + , Q + , and m. are the 
corresponding quantities for the positive ion. For single-charged ions 
o mercury, the ratio vjv + is 605; for those of xenon, krypton, argon, 
neon, and helium, it is, respectively, 490, 391, 270, 192, and 85.5. The 
ratio of the current densities carried by moving space charges of 
electrons and ions is 


J . _ P.v. 
J+ />+»+’ 



where p, and P+ are the space-charge densities of the electrons and the 
positive ions, respectively. Thus, in a region in which single-charged 
positive mercury ions and electrons have been accelerated by the same 
potential difference, the concentration of positive mercury ions can be 
equal to the concentration of electrons, so as to neutralize completely 
the electronic space charge, even though current conducted by the ions 
is only 1/605 that conducted by the electrons. The great agility of 
an electron in an electric field as compared to the agility of a positive 
ion, then, accounts for the effectiveness of positive ions in neutralizing 
electronic space charge without contributing appreciably to the space 
current. 


If a vacuum tube is desired in which gas shall play no appreciable 
part in the over all behavior, the pressure must be reduced until the 
number of electrons that make ionizing collisions in crossing the inter- 
electrode space is a very small fraction of the total number of electrons 
that cross. Because of the very great effect of positive ions upon the 
space-charge limitation of current, the fractional increase in the space- 
charge-limited current caused by ionization is much larger than the 
fraction of the electrons that ionize. To reduce the effect of the gas on 
the space-charge-limited current to, say, one per cent, it is therefore 
necessary to reduce the gas pressure until far fewer than one per cent of 
the electrons ionize gas particles. The pressure must often be reduced 
until only one electron in 10,000 or more ionizes; in practical vacuum 
tubes the pressure is frequently of the order of one billionth of an 
atmosphere. 


2. Gas diodes with thermionic cathodes 

The effects of gas on the characteristics of a diode that are discussed 
in Art. 1 are those occurring when only a very minute amount of gas 
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is in the tube. Addition of a greater quantity of gas increases the 

number of positive ions produced by each electron and cause 

^mnere curves of Fig. 1 to rise more steeply between points A and B 
if the pressure of the gas is sufficient, the curve between these points 
» vertical or even slopes in a direction to indicate .Mrf 
voltage with increase of current. This characteristic is often repre 
sented by a volt-ampere curve, as in Fig 2, where the Potions of the 
current and voltage axes are reversed from those in Fig. ■ 



Fig. 2. Volt-ampere charac¬ 
teristic of a gas diode. 



voltage is increased from zero, the current in a typical tube is very 
small and the curve lies essentially on the vertical axis as long as the 
voltage is too low to cause appreciable ionization. When a critical 
value of current (near that of point A in Fig. 1) is reached, the current 
increases suddenly 1 to a value limited only by the external circuit 
resistance or by cathode emission, and a visible glow appears in the 
tube; the tube is said to break down , fire , or start. 

Thermionic-cathode diodes into which an inert gas or mercury vapor 
is introduced to produce a characteristic curve of the form of that in 
Fig. 2 are known as gas diodes. In Fig. 2, the current corresponding to 
that in the range OA of Fig. 1 is shown as zero, since in the ordinary 
gas diode it is extremely small relative to currents shown on the scale 
of Fig. 2. Since oxide-coated cathodes are almost always used in gas 
diodes, the emission limitation of current indicated in region BC of 
Fig. 1 does not occur, and, as indicated in Fig. 2, the voltage across the 


1 1. Langmuir, “Electric Discharges in Gases at Low Pressures,” 214 (1932), 

284-285; E. D. McArthur, Electronics and Electron Tubes (New York: John Wiley & 
Sons, Inc., 1936), 103-106. 




234 


GAS TUBES 


[Ch. V 


gas tube—in contrast to that across a vacuum tube—is almost inde¬ 
pendent of the current over the entire useful current range. The voltage 
is of the order of the ionizing potential of the gas, alt hough, because of 
the action of metastable atoms and double-step ionization, its exact 
value is often somewhat lower. In the usual gas diodes, it lies in the 
range of 10 to 20 volts. The constant drop is of great significance in the 
application of such devices, for the current must be limited by the 
circuit external to the tube ; otherwise the tube will be destroyed. A gas 
tube placed across a source that supplies a constant voltage greater 
than the tube drop behaves as though it were essentially a short 
circuit. Because of their constant, low, voltage drop, gas diodes may 
carry large currents with small power loss, and therefore are efficient 
rectifiers in high-current circuits. 

2a. Potential Distribution in a Gas Diode. The potential distribution 
inside a gas diode, shown in Fig. 3, is entirely different from that in the 
same tube with the gas removed. The figure is drawn for a diode in 
which the cathode and plate lie in parallel planes; thus the potential- 
distribution curve for free space is a straight line, and that for the 
vacuum tube is such that the potential at any point is proportional to 
the four-thirds power of the distance of the point from the cathode as 
given by Eq. 21, Ch. III. Poisson’s equation, Eq. 3, Ch. Ill, shows the 
relation between the rate of change of slope of a potential-distribution 
curve with distance and the net space-charge density. The form of 
Poisson’s equation suitable to a tube having parallel-plane symmetry 
is 


d*e 
dx 2 ~ 




where 


e is the potential at any point in the tube, 
x is the distance of the point from the origin, taken at the 
cathode, 

p is the space-charge density at the point, 
e v is the dielectric constant of free space. 

According to this equation, the rate of change of the slope de/dx, with 
respect to x, is proportional to the net space-charge density. The minus 
sign in Eq. 4 indicates that a positive space charge causes the slope to 
decrease with increase of x; that is, it causes the curve to be concave 
downward. In accordance with this relation, the slope of the free-space 
curve in Fig. 3 is constant, since the space charge is everywhere zero; 
the curve for the vacuum diode is concave upward, corresponding to 
the presence of a negative space charge; and the curve for the gas 
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diode corresponds to the presence of a positive-ion space charge m a 

^InordeTto explain the potential distribution in the gas diode, the 
changes that occur as a gas is admitted into the tube may bes con¬ 
sidered. If the gas pressure is very small, the few positive ions pro 
tend to raise and straighten the potential-distribution curve. 1 
electrons emitted by the cathode then flow across to the anode at an 
increased rate in order to counteract this tendency, decreasing t e 
potential near the cathode to maintain the field at the cathode equa 
to zero, as required for space-charge limitation of the current. Thus t e 
few positive ions increase the space-charge-limited current, as indi¬ 
cated by the curves of Fig. 1. If the gas pressure is gradually raised, a 
rate of positive-ion production is finally attained at which a cumulative 
process sets in—the positive ions increase the current, and the greater 
current increases the rate of production of positive ions; and so on, 
until positive ions are produced at such a great rate that their charges 
tend to raise the potential at some point in the tube above the anode 
potential. When this situation exists', the current is no longer limited 
by space charge, and the volt-ampere characteristic of the tube is that 
typical of a gas tube—shown in Fig. 2. It is not possible for the 
potential at a point in the tube to attain a value appreciably greater 
than the anode potential,* for, as soon as the positive ions tend to 
form such a potential maximum, the electrons produced simul¬ 
taneously with the ions are attracted to the point of highest potential 
(instead of to the anode) and neutralize the excess of positive ions. 
Thus the flat-topped potential-distribution curve shown in Fig. 3 for 
the gas diode is formed by the accumulation of positive ions and 
electrons in the region A B. 

The interelectrode space of a conducting gas diode may be divided 
into two regions of very different characteristics. The first, called a 
positive-ion sheath, or cathode sheath, is the region OA of h ig. 3; and the 
second, called a plasma , is the region A B of that figure. In the positive- 
ion sheath, electrons emitted by the cathode are accelerated by the 
electric field and are projected into the plasma at high velocity. In a 
similar way, positive ions that reach the sheath from the plasma are 
drawn to the cathode. Because of the relatively constant potential of 
the plasma, the voltage drop across the sheath is essentially equal to 
that across the tube. This sheath voltage is often called the cathode 
voltage drop. Because of their greater mass, the positive ions attain 
velocities much smaller than those of the electrons, as indicated by 
Eq. 2. Thus, even though the positive-ion current is negligible in com¬ 
parison to the electron current (because many electrons must cross 


* See reference 1. 
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the tube for each positive ion produced, as discussed in Art. 1), the 
positive ions move so much more slowly than the electrons that in the 
region OA , except in the immediate vicinity of the cathode, the space 
charge is almost entirely that of the positive ions. Accordingly, the 
positive-ion current through the sheath is given approximately by 
the three-halves-power law, Eq. 20, Ch. Ill, modified because of the 
greater mass of the positive ions. This current must equal the rate at 
which positive ions reach the sheath from the plasma; the thickness of 
the sheath adjusts itself so that this equality results. 

The accumulation of positive ions and electrons in the plasma results 
in nearly zero net space charge. Electrons are projected into the 
plasma from the sheath and, because of frequent collisions with the gas 
molecules, acquire a random distribution of velocities, like the velocity 
distribution among gas molecules. A few of these collisions produce the 
ions and new electrons that help to maintain the plasma. In addition, 
the electrons acquire a drift velocity toward the anode because of the 
small electric field along the plasma. The positive ions similarly have a 
range of velocities and drift toward the cathode and the walls of the 
tube, where they are neutralized by combination with electrons. The 
plasma may be thought of as a mixture of three gases: an electron 
gas, a positive-ion gas, and a molecular gas. Or it may be considered as 
very similar to a metallic conductor, in that the electrons move about 
it in random manner and conduct the current by acquiring drift 
velocities because of the electric field. The length of the plasma adjusts 
itself so as to fill the tube, except for the short space required by the 
positive-ion sheath about the cathode. Changing the anode-to- 
cathode spacing simply changes the length of the plasma and there¬ 
fore, because of the small field in the plasma, has little effect on the 
voltage drop across the tube. 

2b. Cathode Disintegration by Positive-!on Bombardment. Because 
the region of steep potential rise near the cathode has a thickness of 
the order of a mean free path or less, nearly every positive ion that 
strikes the cathode does so with an energy corresponding to almost the 
full anode voltage. The resulting bombardment often destroys the 
coating of thorium or barium on composite cathodes and causes rapid 
loss of their efficient emitting properties. However, a threshold value* 
of ion energy, and hence of anode voltage, is found below which the 
cathode does not .lose its activity. Figure 4 shows the results of an 
experiment on the disintegrating effect of mercury vapor in a diode 
with a thoriated-tungsten cathode. With increase of anode voltage, the 

* A. W. Hull, “Gas-Filled Thermionic Tubes,” A.I.E.E. Trans., 47 (1928), 753-763; 
A. W. Hull, “Fundamental Processes in Gaseous Tube Rectifiers," E.E., 69 (1950), 
695-700. 
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current increases at first as the rate at which the emitted electrons are 
drawn to the anode approaches the rate at wh>ch they are emitted 
thermionically from the cathode. Above about 22 volts, however, the 
current decreases because of a reduction of the thermionic emission 
caused by destruction of the thorium coating by the impacts ot the 
positive ions formed in the gas. The emission that oc curs at thes e 
higher voltages is determined by 
the fraction of the surface that 
remains covered as an equilibrium 8 
is established between the rate at ? 
which the thorium is sputtered away | 
by the bombarding ions and the & 6 
rate at which it is replaced by the | 
diffusion to the surface of thorium 
from within the metal. As long as 
the anode voltage is kept below the 
critical value of 22 volts with 
respect to the negative end of the 
cathode, the positive ions of mer¬ 
cury vapor have no deactivating 

effect, regardless of the rate at -- M 

which they strike the cathode. The Anode vollagc 

action of argon neon, and mer- Fjg 4 Disintegroting cf f C ct of 
cury vapor at other pressures of the positive ions on at horiated-tungsten 
order of a fraction of a millimeter of filament at 1.900 degrees Kelvin in 
mercury is similar to that in the argon at 0.030 millimeter of mercury 
example shown, except that the pressure, as a function of anode 
critical voltage, termed the disin- vol, "« e ; Th , e . fu " ™ r 'l 

w 6 ’ iii increasing voltage; the dotted curvo 

tegration voltage , depends on the kind for decrcasing voltage.* 

of gas. Thedisintegration voltagesare 

22 volts for mercury, 25 volts for argon, and 27 volts for neon; the 
positive ions have no injurious effect on the cathode, whether it be 
oxide-coated nickel or thoriated tungsten, when the anode voltage is 
kept below these values. 

To have reasonable life, gas tubes with composite thermionic 
cathodes must be so designed and operated that the energy of the ions 
does not exceed the value corresponding to the disintegration voltage 
for the gas used. In general, the permissible current is considered to 
equal the thermionic emission of the cathode in a high vacuum. 
Particularly if the cathode is oxide-coated, much larger currents than 
this normal emission can be obtained, but only if the voltage drop is 

* This figure is taken from A. W. Hull, ‘'Hot-Cathode Thyratrons, Part I," G.E. Rev., 
32 (1929), Fig. 5, p. 215, with permission. 
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allowed to increase above the disintegration voltage, and the life of 
the cathode is then shortened. On this basis, the peak-current rating 
of a gas tube is determined by the thermionic emission of the cathode 
in the absence of gas. There is evidence, 3 however, that “the safe 
current rating of a cathode in a gaseous discharge is not a charac¬ 
teristic of the cathode alone but is also dependent on the gas in which 
the discharge takes place.” 

In tubes that use directly heated filaments as cathodes, the voltage 
drop along the filament produced by the heating current causes the 
anode-to-cathode voltage to vary along the length of the filament; the 
voltage from the negative end of the filament to the anode is greater 
than that from the positive end by the amount of the filament voltage. 
In order that the positive end furnish current to the arc as a cathode, 
the voltage from it to the anode must be at least as large as the mini¬ 
mum arc voltage drop for the gas used. In order that the negative 
end shall not disintegrate, the voltage from it to the anode must be less 
than the disintegration voltage. Thus, the maximum allowable fila¬ 
ment voltage is the difference between the disintegration voltage and 
the minimum arc voltage drop. For example, for mercury-vapor tubes 
the minimum drop is about 10 volts, although it varies somewhat 
with the pressure of the mercury vapor, which is a function of the 
ambient temperature. Since the disintegration voltage is 22 volts, the 
filament voltage should not exceed 12 volts. If an alternating filament 
voltage is used, its effective value should not exceed 12/\/2. or 8.5 
volts; it is seldom made greater than 5 volts. A second limitation on 
the filament voltage is set by the danger of an arc’s striking between 
the ends of the filament and burning it out. but the first limitation 
usually predominates. Indirectly heated cathodes are not subject to 
these limitations, and with them a heating voltage having an effective 
value of 115 volts is sometimes used. 

2c. Emission Efficiency of the Cathode. Although the addition of gas 
does not directly affect the current capacity of a thermionic tube, it 
does increase the practical efficiency of emission realizable by proper 
design of the cathode. In a vacuum tube, the surface of the emitter 
must be directly exposed and placed close to the anode in order that 
the space-charge effect be small; thus the cathode loses heat by radia¬ 
tion from the whole of the surface that emits electrons. These con¬ 
siderations apply to the indirectly heated cathodes in Fig. 12, Ch. II. 
In a gas tube, however, the space charge is neutralized, a thin sheath 
of positive ions exists near the cathode surface, and after passing 
through this sheath the electrons drift to the anode through the 

3 C. G. Found, “A New Method of Investigating Thermionic Cathodes,” Phys. Rev., 45 
(1034), 524. 
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nlasma If an emitter is built in the form of a cavity with its internal 
surface oxide-coated, the cathode sheath covers the mner surface, an 
the plasma extends into the cavity. As a consequence, electrons can 
emerge from holes or crevices, and the spacing between anode and 
cathode becomes of little consequence, since it determines on y 
relatively unimportant drop through the plasma. Radiant heat, on the 
other hand, is propagated only in straight lines. If a ca,hodc 18 *Jth 
structed so that its effective heat-radiating area is small compared with 
its internal oxide-coated electron-emitting area, the power loss } 
radiation occurs over an area smaller than that available for electron 
emission, and the efficiency of thermionic emission is increased, hvcn 
coiling, corrugating, or crimping an ordinary oxide-coated ribbon 
filament, as is illustrated in Figs. 5a and 5b, increases its emission 
efficiency because of reflections between adjacent parts of t he filament. 
Other types of high-efficiency cathodes are shown in Fig. 5. In Fig. of, 
heat-shielding cylinders are placed around the cathode, and fins inside 
the cylinders are coated to increase the emitting surface. I he two 
external cylinders reflect heat inward and reduce the heat radiation, 
while the fins add much to the emitting area but little to the heat- 
radiating area. Heat-shielded cathodes having an emission current 
rating of 600 amperes and a heater rating of SO amperes at 5 volts 
have been constructed. The corresponding emission efficiency is 
1,500 milliamperes per watt, whereas a conservative rating of a plain 
oxide-coated ribbon cathode for uso in gas tubes is 100 milliamperes 


per watt. 

The cathode in a gas-filled thermionic tube must be allowed to reach 
its normal operating temperature before the plate circuit is closed, lest 
the voltage drop across the tube exceed the disintegration voltage 
because of the inability of the cathode to supply the emission current 
demanded by the load. The heating-time requirement makes necessary 
a considerable delay in putting tubes with large efficient cathodes into 
operation; for example, the heating time of the heat-shielded cath¬ 
odes mentioned above is 30 minutes. 


3. Effects of gas pressure on the characteristics of a 
GAS DIODE 

The pressure of the gas (strictly, the gas concentration) in a diode 
affects the operating characteristics of the tube in three ways. It 
influences the rate of evaporation of the cathode, the drop in the tube 
while conducting, and the breakdown voltage in the reverse direction. 
The practical range of operating pressure is set by these considerations. 

If the pressure is high enough, it decreases the rate of evaporation 




Fig. 5. Heat-conserving cathodes for gas tubes.* 

* Figures 5a, 5b, 5c, and 5d are adapted from E. F. Lowry, “Thermionic Cathodes for 
Gas-Filled Tubes,” Electronics, 6 (October, 1933), Figs. 1, 2, and 3, pp. 280-281, with 
permission. Figures 5e and 5f are adapted from A. W. Hull, “Gas-Filled Thermionio 
Tubes," A.I.E.E. Trans., 47 (1928), Figs. 10 and 11, p. 757, with permission. 
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n { the cathode and permits operation of the cathode at a higher tem- 
lature and emission efficiency. Commercial battery-chargmg rectifier 
tubes such as the Tungar* or Rectigon are of th.s type; theyconta 
thoriated-tungsten filament in argon gas at a pressure of about 5 cent, 
meters of mercury. Because of the relatively h.gh. pressure the 
temperature of the filament can be raised considerably above that 
whifh would give a reasonable life in vacuum, and the cathode 
efficiency is increased by a large factor. The increase of efficiency rn 
accompanied by a tendency for the discharge to concentrate and heat 
. the filament locally with resultant burn-out. In high-pressure mercury- 
vapor lamps, oxide-coated cathodes are used with no heating current. 
The arc concentrates on a small section of the coated surface and 
maintains its temperature, but the high pressure prevents evaporation 


Although a high gas pressure is desirable in a thermionic rectifier 
tube because it reduces the rate of evaporation of the cathode, it is 
undesirable for the reason that it decreases the ability of the tube to 
withstand anode voltage of negative polarity. If the pressure is too 
high, breakdown followed by a glow or arc discharge may take place in 
a reversed direction during the inverse part of the cycle of alternating 
voltage across the tube. In these circumstances, the tube conducts in 
both directions and ceases to rectify. The inverse breakdown voltage 
follows Paschen’s law and the breakdown-voltage curve, Fig. 11, Ch. 
Ill, and therefore decreases as the pressure is increased, until a mini¬ 
mum value is reached. In the Tungar and Rectigon tubes, the pressure 
is sufficient to cause an inverse breakdown voltage near the minimum 
value; these tubes consequently have a peak-inverse-voltage rating of 
only a few hundred volts and are not suitable for rectifying high 

voltages. # 

The pressure of the gas must not be reduced too far in an effort to 

increase the inverse voltage rating of a gas tube. If the pressure is too 
low, enough gas molecules may not be present to provide the positive 
ions needed to neutralize the space charge when the tube is conducting 
its rated current; a high voltage drop, instability, 5 and disintegration 
of the cathode will then result. At such low gas pressures, a lower 
voltage drop is obtained if the current is reduced, so that it is still 
practicable to operate the tube at a value of current smaller than its 
normal rating. Thus for every gas-filled thermionic tube there exists 
an operating range of pressure above which the allowable peak 


4 G. S. Meikle, “Hot-Cathode Argon-Gas-Filled Rectifier." G.E. Rev., 19 (1916), 
297-304; R. E. Russell. "The Tungar Rectifier." G.E. Rev., 20 (1917). 209-215. 

4 A. W. Hull, "Fundamental Processes in Gaseous Tube Rectifiers." E.E., 69 (1950), 
698. 
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inverse voltage of the tube is lowered, and below which the allowable 
peak anode current is lowered. 

The mercury vapor in a hot-cathode mercury-vapor tube is at an 
equilibrium pressure dependent upon the temperature of the liquid 
mercury. The pressure therefore depends upon the temperature of the 
coolest part of the tube, which is the place at which the mercury vapor 
condenses. The relation between the pressure in the tube and the tem¬ 
perature of the condensed mercury is shown in Fig. 6. Since the inverse 



Fig. 6. Pressure of mercury vapor as a function of the condensed- 

mercury temperature.* 

voltage that the tube will withstand depends upon the pressure of the 
mercury vapor, it depends also upon the temperature of the con¬ 
densed mercury, in the manner shown for a particular tube in Fig. 7. 
For another tube, the curves of Fig. 8 show not only the dependence of 
the permissible inverse voltage on the mercury temperature but also 
the variation of the tube drop and the permissible peak anode current 
with this temperature. From these curves, it is apparent that the tube 
can withstand only a low inverse voltage at temperatures above 75 
degrees centigrade, and that the lower the temperature of the mercury, 
the higher the voltage the tube can rectify. At temperatures below 
about 25 degrees centigrade, however, the peak current that may be 
drawn from the tube is less than the rated peak current of 600 amperes, 

* Data for this curve are taken from International Critical Tables (New York: McGraw- 
Hill Book Company, Inc., 1929), Vol. 3, p. 206, with permission. 
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since otherwise the tube drop would exceed the disintegration value of 
22 volts Presumably, allowance of a safety factor is the reason y 
Srves of permissible peak plate current show current values some¬ 
what less than those that cause a tube voltage drop equal to the 

d 'ta^bes°in which the inert gases argon, neon, helium, krypton and 
xenon are used possess an advantage over mercury-vapor tubes in that 
the concentration of the gas is not dependent upon temperature. 



Mercury temperature -degree centigrade 

Fig. 7. Inverse breakdown voltage of a particular gas diode as a 
function of the mercury-vapor pressure and temperature.* 


However, the concentration of the gas in these tubes does change 
appreciably but slowly during the life of the tubes because of a clean¬ 
up action that occurs—the gas disappears by being trapped in the 
walls and electrodes of the tube as a result of the action of the dis¬ 
charge. The inert gases are not generally used in high-voltage gas tubes 
because the gas pressure in these tubes must remain within narrow 
limits, and the life of such a tube is therefore short because of the 
clean-up phenomenon. In low-voltage tubes, the inert gases are often 
used, for the pressure is not required to remain within such narrow 
limits, and enough gas to allow for clean-up can be introduced initially. 

* This figure is taken from A. W. Hull. "Gas-Filled Thermionic Tubes,* A.I.E.E. 
Trans., 47 (1928), Fig. 13, p. 758, with permission. 
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4. Tubes comprising mercury-pool cathodes 

When large currents are to be conducted, mercury-pool cathodes are 
usually used in gas tubes. Since the mercury pool is not of itself a 
source of electrons, some means (such as those discussed subsequently 
in connection with special mercury-arc tubes) must be employed to 
start the arc. Once started, the arc in such a tube concentrates on a 
small bright spot that moves erratically over the surface of the 
mercury pool. The mercury-pool cathode then serves a double purpose; 
it supplies not only the electrons but also the mercury vapor through 
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Condensed mercury temperature-deg. cent. 

Fig. 8. Characteristics of a gas diode.* 

which the current is conducted. The cathode is self-restoring, for the 
tube can be designed so that the mercury evaporated from the cathode 
by the heat resulting from the arc is caused by gravity to run back to 
the pool after condensation. Disintegration of the cathode is therefore 
not a factor that limits the current, and heavy overload currents can 
be drawn momentarily without injury. 

The cathode spot formed by the arc at the surface of the mercury pool 
is the source of a tremendous emission current density of electrons— 
it is estimated to be about 4,000 amperes per square centimeter. 
When the total current is large, several spots often appear, each carry¬ 
ing about 30 to 40 amperes. 6 The phenomena that give rise to such a 
high rate of emission of electrons are not clearly understood. 

• This figure is taken from H. C. Steiner, A. C. Gable, and H. T. Maser, ‘'Engineering 
Features of Gas-Filled Tubes." E.E., SI (1932), Fig. 2, p. 313, with permission. 

• E. D. McArthur, Electronics and Electron Tubes (New York: John Wiley & Sons, 
Inc., 1936), 137. 
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Thermionic emission is believed to be a minor factor in accounting for 
the liberation of electrons, as the temperature of the spotontbe surface 
of such a good heat conductor as mercury could hardly be high enoug 
£ the power input involved.’ Furthermore, the rate of evaporation 
of the mercury is not sufficient to indicate a high temperature Bom 
birdment by the relatively low-voltage positive ions present » con¬ 
sidered to be a process too inefficient to play an important role m 
causing the electron emission. However, a plasma and positive-ion 
sheath form in the arc just as in the discharge m thethermlon ‘" gaS 
diode, and the potential distribution in the arc is as shown in Fig. 9. 

A nniln 


Plasma 

voltage 


Anode 
voltage 
, drop 



Applied 

voltage 


pool cathode. 


It is thought that, as a result of this potential distribution the electric 
field at the cathode surface is sufficiently great to pull the electrons out 
of the liquid metal by the process of field emission, discussed in Art. 


The arc in tubes with mercury-pool cathodes may be divided into 
three parts: the cathode sheath (or positive-ion sheath about the 
cathode), shown as region OA in Fig. 9; the plasma, shown as region 
AB\ and the anode sheath (or sheath of electrons about the anode), 
shown as region BC. The cathode sheath is essentially the same as that 
in a thermionic gas diode (see Art. 2a); it consists of positive ions 
moving from the plasma to the cathode and electrons moving in the 
reverse direction. Though the electron current exceeds that of the 
positive ions, the electrons have a negligible effect on the space charge 
in the sheath. The cathode voltage drop is found 8 to be about 9.9 volts 
over a wide range of currents and pressures. Since the work function of 
mercury is 4.5 volts, and electrons liberated by field emission are 


7 K. T. Compton, "The Electric Arc (Abridgment),*’ A.I.E.E.J., 46 (192/), 1194 1196. 
a E. S. Lamar and K. T. Compton, "Potential Drop and Ionization at Mercury 
Cathode,” Phys. Rev., 37 (1931), 1069-1076; K. T. Compton, "On the Theory of the 
Mercury Arc,” Phys. Rev., 37 (1931), 1077-1090. 
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obtained from very nearly the W t energy level in the metal, only 
9.9 - 4.5, or 5.4, volts are available to accelerate the electrons after 
emission and give them the kinetic energy that results in the pro¬ 
duction of mercury ions. The fact that this voltage is lower than the 
minimum ionizing potential of 10.4 volts indicates that ionization 
takes place by multiple impact in the manner described in Art. 5, Ch. 
III. At low currents, however, the single-impact ionization pre¬ 
dominates and the voltage drop rises as the current decreases. 

The plasma in the mercury arc, like that in the thermionic gas diode, 
is a region of low potential gradient. In it, positive ions and electrons 



are present in approximately equal numbers, and the potential 
gradient has a value between about 0.05 and 0.2 volt per centimeter 
at the usual operating pressures and current densities. The plasma 
serves chiefly as a highly conducting path for the main length of the arc. 

Owing to their random motion in the plasma, electrons tend to 
strike the anode at a rapid rate. If this rate is sufficient to supply the 
anode current to the external circuit, the plasma extends to the anode. 
If the anode current is greater than this value, however, an increased 
potential gradient develops in the region BC of Fig. 9 near the anode 
to draw more electrons from the plasma. This region of increased 
potential gradient is the anode sheath. Very few positive ions are 
found in the sheath, for the electric field opposes their motion from the 
plasma toward the anode. Accordingly, the anode sheath is a region of 
space-charge-limited flow of electrons. The anode voltage drop , which 
is the voltage across this sheath, is the principal reason for an increased 

• This figure is taken from A. W. Hull and H. D. Brown, “Mercury-Arc Rectifier 
Research,” A.I.E.E. Trans., 50 (1931), Fig. 14. p. 750, with permission. 
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over-all arc voltage drop at high currents. Figure 10 shows typical 
curves of the total voltage drop (which is of the order of Its) 
function of current and mercury-vapor pressure. The 
currents results for the most part from an increased cathode drop _and 
the rise at high currents is caused principally by an mere 

aI> The ^mercury-pool cathode is an exceedingly rugged source of 
electrons, since the current that can be drawn from it is practically 
unlimited. Tubes in which it is employed generally have a largo 
momentary overload capacity, and their ratings are usually se y 
heating of the anode and other parts, rather than by the proper ics o 
the cathode. Since a large fraction of the power represented by the 
product of the cathode voltage drop and the 
current is converted to heat at the cathode spot, 
mercury is evaporated rapidly from the surface 
of the pool. The random motion of the spot over 
the surface of the pool is attributed to the high 
vapor pressure thus developed over the spot. To 
maintain a low pressure in the tube and a conse¬ 
quent high in verse-voltage strength, the mercury 
vapor must be condensed as rapidly as it is 
produced. This condensation is accomplished 
either by the air cooling of a large glass conden¬ 
sing chamber, such as that shown in Fig. 11, or 
by water cooling of the walls of a steel-walled 
tube, such as those shown in Figs. 12 and 13. The rate at which the 
mercury may be condensed is an important limitation on the allowable 
average current of the arc. 

4a. Mercury-Arc Rectifier. In all tubes employing mercury-pool 
cathodes, some provision must be made for starting the arc, for it 
cannot be started simply by the application of normal anode voltage. 
Furthermore, with certain methods of starting, provision must also bo 
made for maintaining the arc, for it will be suddenly extinguished if 
the current falls below about one ampere. Generally, some form of 
auxiliary starting electrode is provided that initiates an arc at the 
surface of the mercury pool, whereupon the arc transfers to the main 
anode. The rectifiers with mercury-pool cathodes described in this and 
the following article are characterized by the means employed to start 
the arc and to maintain it continuously when an alternating voltage 
is supplied to the anode. 

Early mercury-arc rectifiers w r ere built in glass bulbs. The advantage 
of glass is that, since the walls are insulating, the electrode leads may 
be sealed into the glass and a vacuum-tight tube may be obtained. 



Fig. 11. Glass-bulb 
mercury-arc rectifier. 
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Thus the complete rectifier may be permanently evacuated. Figure 11 
shows the construction of a two-anode glass-bulb rectifier. The excita- 
tion anodes A and A ' are connected to a separate transformer with a 
small fixed load and serve only to prevent extinction of the arc when 
the current to the main anodes A and A falls to zero. To start the arc 
the bulb is tipped until the mercury of the cathode C makes contact 
wrth that in the arm of the ignition electrode A, A current is made to 
flow through this contact, and the bulb is tipped back again. The arc 
that results when the contact breaks is picked up and maintained by 
the excitation anodes. 

Steel-tank rectifiers were developed to overcome the cooling and 
mechanical limitations of glass-bulb rectifiers. Figure 12 shows a cross 
section of a multi-anode steel-tank rectifier. The rectifier is kept at 
the proper temperature by a system of water jackets and internal 
coils as shown. The circulating water may be either cooled or heated, 
by external means, to maintain the proper temperature. 

1 he construction of the main and exciting anodes is shown in Fig. 
12. The ignition anode 17 consists of a rod extending to within a 
fraction of an inch of the mercury pool. A solenoid 3, external to the 
vacuum chamber, drives the ignition anode into the mercury pool, and 
a spring draws it back out. The ignition anode is supplied with a small 
direct voltage so that an arc results when the anode leaves the 
mercury pool. This arc is immediately transferred to the excitation 
anodes. The ignition anode is sometimes used as an excitation anode 
in small rectifiers. The tank is insulated from the cathode as well as 
from the anodes so that the arc cannot terminate on the tank and melt 
a hole through the steel. Pumping equipment shown at 26 and 3o in 
Fig. 12 is provided to remove gas that leaks through the insulating 
seals at the electrodes and evolves from the electrodes and internal 
wall surfaces. 

Steel-tank rectifiers have been made in a wide range of ratings and 
are used for the rectification of large amounts of power. For example, 
the rectifier illustrated in Fig. 12 has a power rating of 3,000 kilowatts 
and an output voltage of 600 volts, and higher ratings are common. 
An output voltage rating of 20,000 is about the highest yet found 
practical. For the reasons explained in Ch. VI, steel-tank rectifiers are 
generally used with polyphase alternating-voltage supplies and 
frequently have six or twelve main anodes. Conduction takes place 
from the cathode to each of the anodes in turn during the successive 
parts of a cycle of the supply voltage. When conduction takes place 
to one anode all others are at large negative voltages with respect to it, 
and arc-back, or conduction from anode to anode, must be inhibited. 
For this purpose, each anode is surrounded by a shield and a baffle, 
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1. Manual vacuum valve 

2. SUrting-anode armature 

sleeve 

3. Startlna-anodc solenoid 

winding and yoke 

4. Main-anode terminal 

5. Main-anode Insulating seal 

6. Main-anode heater cover 

7. Main-anode heater 

8. Tank cover plate 

9. Main-anode tip 

10. BatHc cylinder 

11. BatHc 

12. Internal cooling coil 

13. Internal cooling cylinder 


14. Vacuum tank 

15. Water jacket 

16. Mercury separator 

17. Starting-anode tip 

18. Air vent 

19. Quart/, arc shields 

20. Cathode insulator 

21. Cathode plate 

22. Cathode mercury 

23. Cathode terminal 

24. Cathode insulating pipe 

25. Air-cooled mercury trap 
20. Mercury condensation 

pump 

27. Vacuum detector 


28. Thermal relay for mercury 

condensation pump 

29. Excitation-anode 

insulating seal 

30. Qas receiver tank 

31. Excitation-anode tip 

32. Rotary-pump-valve 

solenoid 

33. Rotary-pump valve 

34. Vacuum gauge ope rating 

hand wheel 

35. Rotary vacuum pump 

36. Vacuum gauge 

37. Rcctitler insulators 


Fig. 12. Vertical section and list of parts of a twelve-anode steel-tank rectifier 
having an output of 3,000 kilowatts at 600 volts. (Courtesy General Electric 


Comjxtny.) 
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shown as 10 and 11, respectively, in Fig. 12. The problem of preventing 
arc-back is, however, not yet completely solved. 9 



Fig. 13. Ignitron tube, which 
employs a mercury-pool 
cathode. ( Courtesy Westing- 
house Electric Corporation.) 



Fig. 14. Internal view of an ignitron tube 
similar to the one in Fig. 13. The ignitor 
appears inside a ring near the bottom. Fins on 
the anode lead cool the anode. {Courtesy 
Westinghouse Electric Corporation.) 


4b. Excitron. The excitron 10 is a single-anode steel-tank rectifier 
having a mercury-pool cathode, a main anode, an excitation anode, a 
grid, and a solenoid-operated mercury-jet device for starting the arc. 
Energizing the solenoid directs a mercury jet upward from the pool 


9 A. W. Hull and H. D. Brown, “Mercury-Arc Rectifier Research,” A.I.E.E. Trans., 
50 (11131), 744-756; J. Slcpian and L. R. Ludwig, * Backfires in Mercury-Arc Rectifiers,” 
E.E., 50 (1931), 793-796; A. \V. Hull, “Fundamental Processes in Gaseous Tube 
Rectifiers,” E.E., 60 (1950), 698. 

10 H. YVinograd, “Development of Excitron-Type Rectifier,” A.I.E.E. Trans., 63 
(1944), 969-978. 
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to the excitation anode located close to the mercury surface. When 

the jet stream breaks, an arc is formed and a cathode spot is main 

by the auxiliary source of direct current supplying 

Current to the main anode then occurs under control of the g 

as in thyratrons, which are described in Art. 6. . . . 

4c ,nitron. Figures 13 and 14 show an ignitron. wh.ch is a s.ngle- 
anode mercury-arc^rectifier with a pool-type cathode in winch the a c 
is started by a method different in principle from that described in 
previous articles." The tip of an ignitor, a rodmadeofasem.co 
ductor such as boron carbide, which has a relatively high electrical 
resistivity, is immersed in the mercury-pool cathode. When a curren 
of about 30 amperes is passed through the ignitor to the poo y 
auxiliary source of about 200 volts, a cat hode spot forms at the surface 
of the pool. If the anode is positive at the time, an arc starts between 
the cathode and the anode, and the tube conducts. It is, ol course, 
necessary to initiate the arc at the beginning of each conducting 
period. Ignitrons are built with single anodes only—a construction 
that reduces the likelihood of arc-back, since the only unwanted con¬ 
duction that can take place is that between the anode and cathode 
when the anode is at a negative potential. They are available in either 
glass or permanently evacuated metal envelopes, some of which are 
water cooled. Ignitrons are used extensively to control the heating 
current in resistance welders. They are especially suited to this 
application, since the tube must supply current in short pulses 
having an extremely large peak value and a much smaller average 


Ignitrons and excitrons in large sizes supplant multiple-anode steel- 

tank rectifiers in many applications. Figure 15 shows a group of six igni¬ 
trons arranged for rectification of power from a six-phase supply. A 
cross-section view of one of these ignitrons is shown in Fig. 16. Ignitrons 

capable of withstanding high inverse voltage are constructed with several 

voltage-dividing grids or electrodes between the cathode and anode. 

4d. Capacitron. An electrode separated from the mercury pool by a 
thin layer of insulating material is used for starting a mercury arc in a 
variety of gas tubes. Sudden application of a relatively high voltage 
between the electrode and the pool causes formation of a cathode 
spot, 12 Such a tube has been called a capacitron. A glass-covered metal 
electrode immersed in or floating on the pool is used for starting the 


n J. Slcpian and L. R. Ludwig, “A New Method for Initiating the Cathode of an Arc," 
A.I.E.E. Trans., 52 (1933), 693-700; D. K. Marshall and W. \V. Rigrod, "Character¬ 
istics of Resistance Ignitors," Electronics, 20 (May, 1947), 122-126. 

12 M. A. Townsend, “Cathode Spot Initiation on a Mercury Pool by Means of an External 
Grid,” J. App. Phys. 12 (1941), 209-215. 
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arc in one type of tube. 13 Another uses the glass wall of the tube as the 
insulation. The starting electrode is then outside the tube and is called 
a band-igniter. Band-igniter mercury-pool tubes are used for the 
control of resistance welding. 14 A band igniter is also suitable for 
control of the starting of an arc in a cold-cathode tube filled with an 



Fig. 15. Six-phase ignitron mercury-arc rectifier rated at 3,000 kilowatts and 
625 volts. {Courtesy General Electric Company.) 

inert gas, and is employed in tubes for flash and stroboscopic 
photography. 15 

5. Effect of gas in a thermionic triode 

In the treatment of the triode in Ch. IV, it is assumed that, when 
the grid is at a negative potential with respect to the cathode, no 

14 K. J. Germeshausen, "A New Form of Band Igniter for Mercury-Pool Tubes 
(Letter),” Phys. Rev., 55 (1939), 228; Hans Klemperer, “Dielectric Igniters for Mercury- 
Pool-Cathode Tubes,” Electronics, 14 (November, 1941), 38-41. 

14 T. S. Gray and W. B. Nottingham, "Half-Cycle Spot-Welder Control," R.S.I., 8 
(1937), 65-68; T. S. Gray and J. Breyer, Jr., "An Electronic Control Circuit for Resistance 
Welders,” A.I.E.E. Trans., 58 (1939), 361-364. 

14 H. E. Edgerton and J. R. Killian, Jr., Flash!—Seeing the Unseen by Ultra-High- 
Speed Photography (Boston: Hale, Cushman & Flint, 1939), 194-203 (includes an exten¬ 
sive bibliography); P. M. Murphy and H. E. Edgerton, "Electrical Characteristics of 
Stroboscopic Flash Lamps," J. App. Phys., 12 (1941), 848-855. 


NNXMWNtd MM 


Art. 5] 


EFFECT OF GAS IN A THERMIONIC TRIODE 


253 



BIO a.m»L 
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5 ANOOE COVER 

6 TWO(2) ALUMINUM GASKETS 

7 VACUUM ENVELOPE 

8 WATER JACKET 

9 SUPPORT RKO FOR PT 9 
INSULATOR FOR PT 9 ( MYCALEX) 

GRAPHITE ANOOE 

ANOOE STUO 

MERCURY SPLASH BAFFLE 

IONITOR TIP 
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HEAT SHIELD 
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Fig. 16. Vertical section and list of parts of one tank of the ignitron mercury-arc 
rectifier of Fig. 15. (Courtesy General Electric Company.) 
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current flows to the grid, because the electrons are then repelled from 
it. However, a negative grid does attract positive ions, so that the 
presence of a slight amount of gas may give rise to a considerable grid 
current. Measurement of the current to a negative grid provides a 
sensitive test of vacuum conditions and is used for this purpose by 
tube manufacturers. In order that a triode may operate efficiently as 
an amplifier, a high degree of vacuum must be maintained to prevent 
the formation of positive ions. 

Increased grid current, when the grid is negative, is the first mani¬ 
festation of gas that becomes apparent as the pressure in a triode is in¬ 
creased. Further increase of pressure results in the occurrence of the 
same phenomena as in diodes—appreciable neutralization of space 
charge, with departures of the plate characteristics from their normal 
form, takes place. At higher pressures, the negative space charge * 
becomes completely neutralized in most of the space—a plasma 
develops—and a positive-ion sheath forms around the cathode. 
When the plasma forms, the grid almost entirely loses its effectiveness 
in controlling the plate current, and the behavior of the tube is com¬ 
pletely altered. 16 It becomes a gas triode , or thyratron , and is useful in a 
manner entirely different from that in which the vacuum triode is useful. 

The total conduction grid current of any thermionic triode consists 
of a number of components, 17 of which the more important are current 
resulting from: 

(a) electrons collected by the grid, 

(b) positive ions collected by the grid, 

(c) conduction along the insulation-resistance paths between the 

grid and other electrodes of the tube, 

(d) secondary emission from the grid, 

(e) photoelectric emission from the grid, 

(f) thermionic emission from the grid, 

(g) bombardment of the grid by the soft x-rays produced at the 

plate. 

In gas tubes, the total grid current is often of the order of milliamperes. 
The first two of the above components of grid current predominate. 
In the operation of vacuum tubes, it is sometimes extremely important 
to keep the total grid current small—less than 10“ 15 ampere in certain 

w A. W. Hull, “Hot-Cathode Thyratrons ” G.E. Rev., 32 (1929), 213-223, 390-399. 

17 G. F. Metcalf and B. J. Thompson, “Low-Grid-Current Vacuum Tube,” Phys. Rev., 
36 (1930), 1489-1494; H. B. Michaelson, "Variations of Grid Contact Potential and 
Associated Grid Currents,” 249 (1950), 455-473. 
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plications—with the result that precautions must be taken in the 
design of the tube to keep any of the above components ofgnd current 

from beconung^e ^ ^ first three comp onents of g r 'd current in a 

typical vacuum tube may be illustrated as in Fig. 17. Both the p ate 
current i„ and the grid current i, are plotted for a constant plate 
voltage as functions of the grid voltage e f . The scales for the t o 
rents however, are not the same; for. while the plate current may be of 



Fi a. 17. Grid current resulting from electrons, positive ions, and 

leakage. 


the order of milliamperes, the grid current may be of the order of 
microamperes or less. The component of the grid current caused by the 
electrons that strike the grid is shown as a dotted curve in Fig. 17. 
Because of the initial velocities of the electrons as they leave the 
cathode and the contact potential difference between the grid and the 
cathode, electrons may reach the grid even though it is negative with 
respect to the cathode. The contact potential difference, which depends 
on the material and surface conditions of the two electrodes, has the 
effect of causing a shift of the w’hole curve to the right or left by a volt 
or so, as is discussed in Art. 1, Ch. IV. Since the initial velocities of the 
electrons are distributed over a wide range, the current approaches 
zero gradually as the grid potential is made increasingly negative with 
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respect to the cathode. The average kinetic energy 18 of the therm- 
ionically emitted electrons associated with their component of velocity 
in a direction normal to the cathode surface is 

kT __ T 

Q e ~~ 11,605 

electron volts, where T is the temperature of the cathode in degrees 
Kelvin. Consequently, the electrons emitted from a filament with a 
temperature as high as 2,400 degrees Kelvin have an average energy 
associated with their normal component of velocity of only about 0.2 
electron volt. As is explained in Art. 1, Ch. IV, the number of electrons 
having higher energies drops off exponentially as the energy possessed 
by them increases, so that a negative grid voltage of one or two volts 
is generally sufficient to reduce the electron component of the grid 
current to a negligible value. 

The component of the total grid current that passes through the 
insulation resistance in the vacuum tube, termed the leakage current, 
is shown as a second dotted curve in Fig. 17. The path of the leakage 
current is both inside and outside the tube across the glass and other 
insulating surfaces that separate the electrodes and separate their 
leads. In the diagram, the leakage is considered to exist only between 
the grid and the cathode, and the current is therefore approximately 
a linear function of the grid voltage. Under some conditions, leakage 
from the plate to the grid adds a relatively constant value to this 
component. The leakage currents would be measurable when the 
cathode is cold, were it not for the effect of changes in the conductivity 
of the glass and other insulators brought about by the higher tem¬ 
peratures used in operation. Unless special precautions are taken to 
diminish them, the leakage currents alone may be appreciable in 
some applications of vacuum tubes. 

The component of the total grid current caused by the positive ions 
collected by the grid is shown as the third dotted curve in Fig. 17. 
This current is a function of the rate of ionization occurring in the tube. 
For small pressures and constant plate voltage, it is almost directly 
proportional to the electron current that causes the ionization and to 
the pressure. In fact, the linearity of the relation between grid current 
and pressure is utilized in the ionization gage 19 in which the electron 
current to a positive electrode in the form of a grid is held constant by 

*• L. H. Germer, "The Distribution of the Initial Velocities among Thermionic Elec¬ 
trons,” Phyg. Rev., 25 (1925), 795-807; W. B. Nottingham, "Thermionic Emission from 
Tungsten and Thoriated-Tungsten Filaments,” Phyg. Rev., 49 (1936), 78-87. 

19 O. E. Buckley, "An Ionization Manometer,” Nat. Acad. Sri. Proc., 2 (1916), 
683-685. 
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adjustment of the cathode temperature, and the current to a collector 
at a fixed negative potential is assumed to be directly proportional to 
the pressure. The proportionality between the positive-ion component 
of the grid current and the electron plate current »*, at constant 
pressure, is shown by the curve in Fig. 17, the positive-ion current 
being zero when the plate current is zero. Since an electron current to 
the grid is arbitrarily called a positive current, the positive-ion current 
is negative. It is therefore plotted downward, and is an image of the 
plate current about the horizontal axis. The total grid current is the 
algebraic sum of the three components and a typical curve of it has 


the form shown as i e in Fig. 17. 

An increase of the gas pressure in the tube causes the positive-ion 
component of grid current to increase but leaves the electron com¬ 
ponent and the leakage components the same. The positive-ion 
component would be directly proportional to the pressure, but for the 
fact that the plate current also increases for a given grid voltage 
because of the effect of the additional positive ions in neutralizing the 
space charge. Thus, when the pressure is increased from p, to p 2 , as 
shown in Fig. 18, the curve of the plate current for p 2 lies higher than 
that for p v and the positive-ion component of the grid current 
increases more rapidly than the pressure. Although not shown on the 
diagram, the curves for both the plate current and the grid current for 
decreasing grid voltage generally depart from the curves for increasing 
grid voltage. 

As the pressure is increased further, a value is finally reached at 
which the behavior of the tube is altered materially and the tube takes 
on the characteristics of a thyratron. If, at this pressure, the grid is 
made highly negative before the plate voltage is applied, and is then 
gradually made less negative, the plate current and the grid current 
increase continuously until a particular value of grid voltage is 
reached, at which the tube fires. Then a plasma forms in the tube and 
both currents increase suddenly; the plate current is limited only by 
the resistance of the external circuit, just as it is in a diode when a 
plasma forms. The grid and cathode of the triode are surrounded by 
positive-ion sheaths, and the grid voltage no longer controls the plate 
current effectively. This behavior is illustrated by the curves for the 
pressure p 3 in Fig. 18; the solid horizontal lines indicate the lack of 
control of the grid after the tube fires. The grid acts as a trigger to 
control the starting of the discharge. 

This description of the effects of gas pressure includes only a few of 
the important phenomena that occur to some degree in all thermionic 
triodes. The transition from vacuum-tube behavior to thyratron 
behavior is largely dependent upon the gas pressure. The structure and 
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materials of the tube elements, the type of cathode, the electrode 
voltages, the insulation used, and the particular gas used, all have 
definite effects upon the behavior of thermionic triodcs containing gas. 

6. Thyratrons 

Although it is applicable to a gas triode with a mercury-pool 
cathode, the name thyratron is ordinarily restricted to a gas triode that 



P’ig. 18. Effect of gas pressure on the grid and plate currents. 

has a continuously emitting thermionic cathode, sufficient gas pressure 
to permit the formation of a plasma when normal plate voltage is 
applied, and a grid to prevent the formation of the plasma until a 
desired instant. 20 In such a tube, t he trigger action of the grid described 
in the previous article is the dominant feature. The grid acts as a 
trigger, in that, when it is brought from a sufficiently negative value to 
a more positive value, it allows the anode current to start, or the tube 
to fire. Before the grid voltage reaches a critical value, dependent 

20 A. W. Hull, “Hot Cathode Thyratrons,” G.E. Rev., 32 (1929), 213-223, 390-399; 
A. W. Coolidge, Jr., “A New Line of Thyratrons,” A.I.E.E. Trans., 67 (1948), 723-727; 
H. do B. Knight. Hot-Cathode Thyratrons: Practical Studies of Characteristics,” 
J.E.E. Proc., 96, I art III (1949). 361-378. For accounts of early work in the year 1913 
on this type of tube, refer to G. W. Pierce, United States Patents 1,087,180 (February 
17, 1914); 1,112,549 (October 6, 1914); 1,112,655 (October 6, 1914); 1,450,749 (April 3, 
1923). 
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upon the anode voltage, the anode current is negligible; but, after the 
critical voltage is once reached, the grid exerts no further appreciable 
control over the anode current, the anode voltage drops to 
the order of 10 to 20 volts, and the anode current must be limited by 
impedance in series u-ith the anode to prevent destruct.on ofthetube. 
Furthermore, an impedance is necessary in series with the g 
prevent excessive grid current, especially if an alternating vo ag 
applied to the grid, so that it is positive during part of each cjcle. 
Returning the grid voltage to the negative value it had before t it 
fired cannot stop the anode current; in fact, the grid is incapab e 
stopping the anode current (except when the anode current is limi e< 
to a small value by the circuit; then a highly negative grid voltage may 
sometimes interrupt it). In order for the grid to regain control, the 
anode current must be stopped either by reduction of the ano< e 


voltage to zero, or by reversal of it. 

A tube of this type will serve as a relay but not as an amplifier. As 
a relay, it is extremely fast in its action but must be “reset for each 
new cycle of operation by reduction of the anode voltage and current 
to zero. This reduction is most conveniently accomplished through the 
utilization of an alternating supply voltage for the anode circuit so 
that the anode becomes negative periodically and remains negative for 
a sufficient time to allow the plasma to disappear. The grid voltage 
determines the point in each positive half-cycle of the anode voltage at 
which the tube fires. During the following negative half-cycle, the 
current stops and allows the grid to regain control, so that it may 
determine the start of conduction in the next positive half-cycle. In 
this way the grid determines the average value of the rectified anode 


current. 

Not only is the circuit behavior of a thvratron different from that of 
a vacuum triode, but also its internal structure requires a different 
design, and the factors in its physical behavior must be fully under¬ 
stood before it can be applied to advantage. Because of the formation 
of a plasma, it is possible to use high-efficiency heat-shielded oxide- 
coated cathodes, such as those described in Art. 2c, and thus a high 
peaVcurrent rating relative to the heating power required may be 
obtained. However, adequate time must be allowed for the cathode to 
reach its operating temperature before current is drawn from it, and 
the peak anode current must be limited to the rated value. Destructive 


11 Gas tubes that amplify but operate on different principles are described by P. T. 
Weeks and J. D. LeVan, “A New Type of Gas-Filled Amplifier Tube." I.R.E. Proc., 24 
(1936), 180-189; E. O. Johnson, “Controllable Gas Diode," Electronics, 24 (May, 1951), 
107-109; and E. O. Johnson and W. M. Webster, “The Plasmatron, a Continuously 
Controllable Gas-Discharge Developmental Tube,” I.R.E. Proc., 40 (1952), 645-659. 
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bombardment of the active surface by positive ions will otherwise 
occur. Furthermore, it is necessary to limit the average anode current 
to prevent overheating of the tube or any of its parts. The cathode in 
particular may be overheated by the kinetic energy and the heat of 
neutralization of the ions that strike it. 

6a. Grid Action before Starting. Figure 19 shows the approximate 
manner 22 in which the grid current of a thyratron varies before starting 

for constant pressure and several 
i. Pressure =>constant fixed values of the anode voltage. 

% >\>\ When the anode voltage is low, as 
* at the number of ions formed 

i by each electron traveling to the 

J\ anode is small, a relatively high 

/ anode current is necessary to start 

_ ! _ a plasma, and the grid voltage 

^=—° + must be made positive before this 

e *» current can pass and a plasma 

can form. The starting condition 

Fig. 19. Grid current prior to and at ' 8 de " oted b y adot and a " arrow, 
the starting condition. to indicate a sudden change in grid 

current. As the grid is made posi¬ 
tive, it draws an electron current from the cathode, and considerable 
positi vegrid current flows at starting. For higher values of positive anode 
voltage, the efficiency of ionization is greater, less current to the anode is 
required for starting, and the discharge can start for negative grid 
voltages and relatively small grid currents. In general, the scale of 
current for normal tubes in a diagram like Fig. 19 is such that the 
starting grid current for negative grid voltages is of the order of 0.001 
microampere or less, and the critical anode current is of the order of one 
microampere. Thus the anode and grid currents that precede starting 
may be made small by proper tube design and can often be neglected. 
Some tubes, however, may require a grid current of as much as one- 
half ampere for starting, and thus require considerable power for grid 
excitation. In applications where the power available to excite the grid 
is small, the starting grid current must be considered, but in other 
applications the tube may often be considered as a voltage-operated 
device. 

6b. Starting Characteristics. If a thyratron is operated so that the 
grid current may be neglected, its characteristic of importance is the 

” W. B. Nottingham, “Characteristics of Small Grid-Controlled Hot-Cathode Mercury 
Arcs or Thyratrons,” 211 (1931), 271-301; H. \V. French, "Operating Character¬ 

istics of Small Grid-Controlled Hot-Cathode Arcs or Thyratrons,” J.F.I ., 221 (1936), 
83-102. 
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between grid and anode volta g^ t ^ ar ^ 1 f three different tubes 
such characteristic curves are shown in Fig. 20 tor in 

and for various condensed mercury temperatures^The starUng ch 

teristic is the boundary between two regions—one to the r g 
above the characteristic, in which the tube will conduct; and the other 



Fig. 20. Starting characteristics of mercury-vapor thyratrons at 
various condensed-mercury temperatures.* 


to the left and below the characteristic, in which it will not conduct. If 
for any fixed anode voltage the grid voltage is brought from a point to 
the left of the curve, conduction starts when the grid voltage reaches 
the curve; or, for a fixed grid voltage, conduction starts if the anode 
voltage is increased until it reaches the curve. It is to be noted, how¬ 
ever, that the grid voltage can control only the start of conduction; 
conduction does not stop as the curve is crossed from the right and 
above. 


IS A. \V. Hull, “Hot-Cathode Thyratrons, Part I,” O.E. Rev., 32 ( 1929). 218-210. 

* The curves for the thy rat ron 5559/FG-57 are adapted from Publication GET-437 
(Schenectady: General Electric Company, September 20. 1932), with permission; those 
for the thyratron 5720/FG-33 from Publication GET-435 (Schenectady: General 
Electric Company, September 20, 1932), with permission; and the curve for the thyratron 
6728/FG-07 is experimentally determined. 
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Thyratrons are classified as negative-control or positive-control types, 
depending upon whether the starting grid voltage is negative or 
positive over substantially the whole operating range. 24 The two 
families of characteristics for the Type 5559/FG-57 at the left and the 
Type 5720/FG-33 at the right of Fig. 20 are representative of t ubes of 
these two classes, respectively, while the characteristic for the Type 
5728/FC-C7 in the middle of the diagram is intermediate and falls into 
neither class. 


Cathode Grid Anode 
Fig. 21. Positive-ion sheaths 
- around u negative grid. 


Over the greater part of the range, the starting characteristic is 
practically a straight line, and for some negative-control tubes its 

projection passes through the origin. 
Under these conditions, the grid-control 
ralio of the tube ’ define(125 as “ the 
ratio of anode voltage to negative 
gri<1 vo,tage t,iat i ust allow cur- 

: I§§P^* : *^1§§P^ rent t0 start< is con *tnnt and is a 

useful term in describing the tube. It 

]]*//////^s/A/A U i s somewhat analogous to the amplifi- 
Cathode Grid Anode „ r * r . , 1 

ni n ... . t . cation factor of a vacuum tube. 

Fig. 21. Positive-ion sheaths „ . . . 

nnmml a native grid. 6c ‘ G,ld Actwn “I 1 ” Starting. The 

explanation ^of th e fact that the grid 
has practically no effect upon the anode current when it is again 
made negative after starting may be made in terms of the spaco- 
chargc sheath of positive ions that forms around the negative grid. 
Figure 21 shows a thyratron anode and cathode and two cylindrical 
wires that form part of the grid structure. When conduction starts, a 
positive-ion sheath forms around the cathode, and the remaining space 
between the anode and cathode becomes filled with a plasma in which 
the concentrations of positive ions and electrons are approximately 
\equal and in which the potential is constant and practically equal to 
that of the anode, as is discussed in Art. 2a. When the grid is made 
Negative with respect to the space, it repels electrons and attracts 
positive ions so that the space adjacent to it is filled with positive 
ibns all moving toward the grid under the influence of the electric field. 
When an equilibrium rate of flow of positive ions is reached, the total 
positive charge in the space outside the grid wire equals the negative 
charge induced on the grid wire by the applied voltage. Under these 
Conditions, the net charge inside the boundary of the positive-ion 
'sheath is zero, and the plasma outside the sheath is unaffected by the 
presence of the negative grid. Consequently, conduction between the 


u H. C. Steiner, A. C. Gable, and H. T. Maser, ‘'Engineering Features of Gas-Filled 
Tubes,” E.E., 51 (1932), 314. 

« A. W. Hull, “Hot-Cathode Thyratrons, Part I," G.E. Rev., 32 (1929), 219. 
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anode and cathode can take place through the remaining plasma 
between the grid sheaths, and the negative grid does not control or 


stop the anode current. 

The foregoing discussion is based upon the assumption that the 
thickness of the sheaths around the grid wires is small compared with 
the distance between wires. Justification of that assumption requires 
further analysis, as follows. Since the current through the sheath is 
carried essentially only by positive ions, and electrons arc not present 
in the sheath in appreciable numbers, the positive-ion current from the 
outer boundary of the sheath to the grid wire is limited by space 
charge in the same way as is the electron current through a vacuum 
(see Art. 1, Ch. III). If the sheath thickness is assumed to be small com¬ 
pared with the diameter of the grid wire, the equation for current 
between parallel planes can be applied, and subsequent verification of 
the assumption can be made. When the mass of the positive ion is used 
instead of that of the electron, Eq. 19, Ch. Ill, becomes 


2. 33 X IQ" 6 
' 7 * = V 1.823J/ d 2 ' 



where 

./+ is the positive-ion current density in amperes per square 
centimeter, 

M is the atomic weight of the positive ions, 
d is the thickness of the positive-ion sheath in centimeters, 
e 9a is the voltage across the sheath, which equals approximately 
the voltage from grid to anode, since the plasma is approxi¬ 
mately at the anode potential. 

In a vacuum hot-cathode tube, the space-charge-limited current 
varies with the voltage across the space-charge region, and the thick¬ 
ness of the region filled with a space charge is equal to the distance 
between the electrodes and is hence fixed. In contrast, the space- 
charge-limited current through a positive-ion sheath surrounding a 
negative electrode in a plasma is determined by the number of positive 
ions that move across the boundary and into the sheath as a result of 
their random motion in the plasma. In the usual type of low-pressure 
mercury-vapor discharge, this current, called the random positive-ion 
current , has a density of the order 26 of one milliampere per square 
centimeter and varies 27 directly with the anode current. Consequently, 

** T. J. Killian. 'Uniform Positive Column of on Electric Discharge in Mercurv Vapor,” 
Phys. Rev., 35 (1930). 1249. 

27 A. VV. Hull, “Hot-Cathode Thyratrons, Part I.” G.E. Rev.. 32 (1929), 215. 
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to the first approximation, the current density into the outer surface 
of the sheath surrounding a negative grid is constant and independent 
of the magnitude of the negative grid voltage. As the grid voltage is 
varied, the thickness of the positive-ion sheath varies, but the grid 
current remains practically constant as long as the sheath remains 
thin. The thickness of the positive-ion sheath, as found from Eq. 6, is 


d = 


2.33 x 10-« e*l* 


V1,823J/ J 


-f 1 - centimeters. 



Under typical conditions, the anode voltage of a mercury-vapor tube 
is about 10 volts, and the grid voltage may be assumed to be, say, 10 
volts negative with respect to the cathode, so that e gn is about 20 volts. 
Since the random positive-ion current density is of the order of 10~ 3 
ampere per square centimeter, and the atomic weight of mercury is 
200.6, an approximate value of d is 


, , 2.33 X 10"« 20*'* ^ 

d = / —— ... - X —a = 0.018 centimeter. 

V 1,823 X 200.6 10" 3 


[8] 


Thus it is apparent that the sheath thickness is small under normal 
conditions, and that the application of the equation for the space- 
charge-limited current between parallel planes is justified as an 
approximation. Only through making the grid very negative or the 
current density in the plasma very small can the sheaths be made to 
overlap between the grid wires and to extinguish the arc. 

If the grid voltage is made positive, the potential of the grid 
approaches that of the plasma; and, because of their random velocities, 
some of the electrons in the plasma are able to reach the grid. Since 
the random current density of electrons in the plasma is much greater 
than that of positive ions, the electron grid current is equal to the 
positive-ion current even when the grid potential is a few volts 
negative with respect to the plasma. At more positive grid potentials, 
the electron current predominates. When the grid voltage reaches the 
potential of the plasma, the positive-ion sheath disappears, the plasma 
extends to the grid surface, and the grid current becomes very large— 
comparable to, or even greater than, the anode current; the grid begins 
to take over the function of the anode. 

The typical manner in which the grid current varies as a function of 
grid voltage and anode current after conduction has started is shown in 
Fig. 22. With the formation of a plasma and a positive-ion sheath 
around the grid, the grid current changes suddenly, as indicated by 
the arrow in Fig. 19 to much larger values along one of the family of 
curves of Fig. 22. The currents in Fig. 22 may be of the order of a 
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billion times larger than those in Fig. 19. After conduction starts, 
changes of the grid voltage in the region of negative voltages produce 
changes in the thickness of the positive-ion sheath with small accom¬ 
panying changes of the grid current, as shown. The almost linear 
changes of grid current with anode current, when the grid voltage is 
held constant, are noticeable. Because of the electron current that 
reaches the grid when it is at a potential near or above that ol the 
i i_d midpnnt itiotr Kppnmp vp.rv lfli-Pfi if the end is positive. 
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Fig. 22. Grid current in an inverter-type thyratron after 

conduction starts.* 


For this reason, a current-limiting impedance is needed in series with 
the grid. The large currents that may occur at the positive peaks of the 
grid voltage cycle, and the sudden changes of current that occur when 
the tube fires, may cause surges of current and voltage in the grid 
circuit. The effect of these surges upon the source of grid voltage may 
require consideration. 

• This figure is taken from H. C. Steiner. A. C. Gable, and H. T. Maser, "Engineering 
Features of Gas-Filled Tubes,” E.E., 51 (1932), Fig. 5, p. 314, with permission. 
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6d. Ionization and De ionization Times. The speed with which a 
thyratron acts is of importance in determining the uses to which the 
tube may be put. This speed depends upon the ionization time, which 
is the time required for the plasma to form and the anode current to 
attain its final value after the grid or anode voltage is suddenly 
changed to a value that allows the tube to fire, and upon the de¬ 
ionization time, which is the time required for the plasma to disappear 
and allow the grid to regain control after the anode voltage is removed. 
For example, these times place an upper limit upon the frequency of 
the supply voltage for which the tube will serve as a grid-controlled 
rectifier, and limit the use of the tube in the inversion of direct current 
to alternating current. 

The ionization time of the thyratron ranges from a fraction of a 
microsecond to several microseconds. 28 It depends upon the tube 
structure, the gas pressure, the electrode supply voltages, and the 
circuit parameters. 

/^'Nie de-ionization time depends upon the same factors as the ioniza¬ 
tion time, but is usually somewhat longer, ranging from a few micro¬ 
seconds to several hundred microseconds. It is a function not of the 
tube alone but of the tube and circuit as a unit. 29 The process of de¬ 
ionization 30 consists essentially of diffusion of the positive ions of the 
plasma into the positive-ion sheaths on the walls and electrodes, 
whereupon they are drawn to the surfaces and neutralized. As the 
posilive-ion concentration decreases, the sheath thickness increases in 
accordance with Eq. 7; and, finally, when the sheaths around the grid 
surfaces overlap, the grid regains control, and the plate may be made 
positive again without the occurrence of conduction. Regaining of 
control occurs most quickly in tubes with small grid holes; hence tubes 
designed for short de-ionization time are ordinarily positive-control 
[ tubes (see Art. 6b) and require considerable starting power. 

Hydrogen is used as the gas in some thyratrons to give a very short 


2# A. W. Hulh "Characteristics and Functions of Thyratrons." Physics, 4 (1033), 71; 
L. B. Snoddy, "Ionization Time of Thyratrons," Physics, 4 (1033). 366 -371; J. B. Wood¬ 
ford, Jr., and E. M. Williams. "The Initial Conduction Interval in High Speed Thyra- 
trons App. Phys., 23 (1952), 722-724. 

29 H. C. Steiner, A. C. Gable, and H. T. Maser, "Engineering Features of Gas-Filled 
Tubes," E.E., 51 (1032). 314; H. de B. Knight, "The Deionization Time of Thyrat rons: 
A New Method of Measurement," l.E.E. Proc., 9G, Part III (1949), 257-261; H. H. 
Wittenberg, "Pulse Measuring of Deionization Time.” E.E., 69 (1950), 823-827; K. W. 
Hess, "Measuring the Deionization Time of Gas-Filled Diodes and Triodes," Philips 
Tech. Iiev., 12 (December, 1950), 178-184. 

30 A. W. Hull, "Characteristics and Functions of Thyratrons,” Physics, 4 (1933), 71; 
L. Malter and E. O. Johnson, "Studies of Thyratron Behavior,” RCA Rev., 11 (June, 
1950), 165-189. 
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de-ionization time. 31 Rapid de-ionization occurs because the hydrogen 
ions, being light in weight, diffuse out of the plasma faster than those 
of other gases. Hydrogen thyratrons are particularly suitable for 
applications involving pulse techniques, such as radar. 

6e . Thyratron Grids. In contrast to its function in the vacuum 
triode, the grid in the thyratron must control the maximum current 
density instead of the average current density across its area. Starting 
of the gas tube will occur if the current density at some point reaches a 
critical value; hence, if there is one hole in the grid larger than the 
others, the current density through the largest hole tends to control 
the starting, and the remainder of the grid could as well be solid, 
instead of being perfQrated, without altering the starting charac¬ 
teristics materially. Also, because of this condition the critical current 
density may occur along a path around instead of through the grid. 
Consequently, in the gas tube the grid must surround either the anode 
or the cathode more completely than is necessary in the vacuum tube; 
the usual structure of the vacuum triode is unsatisfactory for a 
thyratron. 

If the grid surrounds either the anode or the cathode alone, the 
space between the grid and the remaining electrode will be influenced 
by the electric field set up by charges on the glass walls. 32 The accumu¬ 
lation of charges there is subject to much fluctuation, and their 
influence gives rise to erratic starting characteristics. Hence it is 
desirable that the grid shield both the anode and the cathode from the 
glass walls. When grids are used in large polyphase rectifiers with 
several anodes and a single mercury-pool cathode, however, the 
potential of the steel wall remains practically constant with respect to 
the cathode, and individual grids are placed around each anode. 

If the grid emits too many electrons, they may cause sufficient 
ionization during their passage to the anode to allow the main dis¬ 
charge to start. Since erratic starting may result from such grid 
emission, grid surfaces are usually treated to inhibit electron emission 
and to increase their total radiation emissivity, thus lowering the 
operating temperature. Sputtering of the oxide-coating material from 
the cathode onto the grid may lead to difficulty from increased grid 
emission. 

In conformity with these principles, the internal structure of a 
typical single-grid thyratron appears as in Fig. 23a. The grid consists of 

31 K. J. Germeshausen, "The Hydrogen Thyratron," Pulse Generators, Massachusetts 
Institute of Technology Radiation Laboratory Series, VoL 5, G. N. Glascoo and J. V. 
Lobacqz, Editors (New York: McGraw-Hill Book Company, Inc., 1948), Ch. 8; H. Heins, 
"Hydrogen Thyratrons,” Electronics, 19 (July, 1946), 96-102. 

32 A. W. Hull, “Hot-Cathode Thyratrons, Part I," G.E. Rev., 32 (1929), 219. 
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a solid metal cylinder surrounding both the anode and the cathode, so 
as to shield them from the glass walls, and a diaphragm, having a 
single hole between the two. The grid is made of a material having a 
high work function, such as nichrome, carbonized nickel, graphite, or 
iron, and because of its large radiating surface it remains cool and 
gives negligible electron emission. When the diaphragm has a large 
single hole, a negative-control tube is the result; when the diaphragm 



Fig. 23. Internal structure of single-grid thyratrons.* 


is perforated with a number of smaller holes, the tube is a positive- 
control thyratron. 

The large area of the grid pictured in Fig. 23a gives rise to a large 
starting grid current and a high interelectrode capacitance with a 
resultant low grid input impedance, which is undesirable if the grid 
is to be excited from a source of high impedance and low power. To 
reduce the starting grid current and the capacitance, the various grid 
functions are divided in the double-grid tubes shown in Fig. 24. In 
these tubes the shield, or blocking grid, which is held at a fixed 
potential with respect to the cathode, performs most of the shielding 
function and collects most of the starting and de-ionizing grid current. 
The control, or trigger grid, which is a short cylinder, a wire ring, or a 
straight wire between the two diaphragms of the shield grid or in the 
slot of the blocking grid, serves to control the starting of the tube. 
Because of its small area, however, the control grid requires only a 

• Figure 23b is taken from H. H. Wittenberg, “Pulse Measuring of Deionization 
Time,” E.E., 69 (1950), Fig. 1, p. 824, with permission. 
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clthode these tubes may be made to start at either positive or negate 

V °Effects of Gas Pressure on the Characteristics of a Thyratron. In 
a thyrSon tl inverse voltage required for breakdown and the tube 
dropwhile conducting are affected by the pressure of the gas m the 


Control 

grid 



Shield 

grid 


(a) Shield-grid thyratron 



(b) Shield-grid thyratron 



(c) Trigger-grid thyratron 


Fig. 24. Internal structure of double-grid thyratrons.* 


same way as in a gas diode (see Art. 3). Therefore the pressure must be 
restricted to a definite operating range if the thyratron is to withstand 
its rated inverse voltage and deliver its rated current without damage. 
Furthermore, the gas pressure affects the starting characteristics, as 
shown in Fig. 20. If the pressure is increased, the mean free path of the 
electrons is decreased, so that each electron makes more collisions and 
produces more ions in crossing the tube. Thus with increased pressure 


>* O. W. Livingston and H. T. Maser, “Shield-Grid Thyratrons,” Electronics , 7 (1934); 
114-116; L. Malter and M. R. Boyd, “Grid Current and Grid Emission Studies in 
Thyratrons—The Trigger-Grid Thyratron,” J.R.E. Proc., 39 (1951), 636-643. 

* Figure 24b is taken from H. H. Wittenberg, “Pulse Measuring of Deionization Time,” 
E.E., 69 (1950), Fig. 1, p. 824, with permission, and Fig. 24c is taken from L. Malter and 
M. R. Boyd, “Grid Current and Grid Emission Studies in Thyratrons—The Trigger-Grid 
Thyratron,” I.R.E. Proc., 39 (1951), Fig. 7, p. 639, with permission. 



270 


GAS TUBES 


[Ch. V 


the critical condition for the formation of a plasma is reached at a 
lower value of initial electron current, and, for each value of anode 
voltage, starting occurs at more negative grid voltages. In mercury- 
vapor tubes, the pressure depends upon the temperature of the coolest 
spot on the wall of the tube—Fig. 6 shows that the mercury-vapor 
pressure approximately doubles for a ten-degree increase in tempera¬ 
ture—and therefore the starting characteristics change rapidly with 
temperature. If the tube is to be used in a circuit in which the magni¬ 
tude of the starting voltage is critical, the temperature of the tube 
must be controlled within close limits. Positive-control tubes in par¬ 
ticular show great variations in the starting characteristics with 
temperature and exhibit anomalous effects 34 and double-valued 
characteristics, as shown for the Type 5728/FG-67 tube in Fig. 20. 
Often tubes of this type will not start until they have reached a 
temperature of 40 degrees centigrade or more. In tubes containing an 
inert gas, variation of the starting characteristics with temperature 
does not occur, since the concentration of the gas does not change with 
temperature. Because of the clean-up action, however, the gas pressure 
does decrease during the life of the tube; hence, for a given plate 
voltage, progressively more positive grid voltages are needed to start 
the tube. 

Another effect of the gas pressure on the characteristics of thyra- 
trons occurs because a cold-cathode glow discharge may tako place 
between the grid and the anode if the voltage between these electrodes 
is allowed to exceed the breakdown voltage. The ionization resulting 
from such a glow discharge may cause the formation of a sufficiently 
thin positive-ion sheath around the grid to allow the main anode 
current to start and thus cause the grid to lose control. Accordingly, 
the voltage between grid and anode that a thyratron will withstand 
without starting is limited. Although the maximum permissible 
voltage between grid and cathode is sometimes specified, the rating 
commonly given to indicate this limitation is termed the maximum 
forward anode voltage. It is dependent upon the gas pressure in the 
tube, because the breakdown voltage decreases as the pressure is 
increased in accordance with a curve similar to the left branch of one 
of the curves of Fig. 1 lb, Ch. III. Thus the upper limit of the operating 
temperature of a mercury-vapor tube is set either by the maximum 
value of the forward anode voltage or by the peak inverse voltage the 
tube must withstand. Tubes filled with an inert gas have, in general, 

31 W. B. Nottingham, "Characteristics of Small Grid-Controlled Hot-Cathodo Mercury 
Arcs or Thyratrons,” 211 (1931), 271-301; H. W. French, “Operating Character¬ 
istics of Small Grid-Controlled Hot-Cathodo Arcs or Thyratrons," 221 (1936), 

83-102. 
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lower forward anode voltage ratings than do mercury-vapor tubes 
because sufficient gas must be put into the tube m.t.^y to allow 
some clean-up, and the breakdown voltage is therefore lo . 

7. Permatron 

A magnetic field is used to control the starting of a gas discharge in 
a tube called a permatron .*» The magnetic field is produced by a coil 
surrounding the tube and supplied by an auxiliary control circuit. 
The field deflects electrons from the hot cathode toward a collector 
electrode at low voltage and prevents the formation of an arc and 
plasma between the cathode and anode. Reducing the field below a 
critical value permits the arc to start. The tube has applications 
similar to those of a thyratron. 


8. Cold-cathode tubes 

Tubes employing a gaseous discharge from an unheated cathode 
have a wide range of application, including rectification, voltage 
regulation, control, counting, and production of light. 

A cold-cathode gas diode having one electrode much larger in area 
than the other can be used as a rectifier. 36 Figure 25 shows the volt- 
ampere characteristic curve of a tube utilizing this principle. Ihe 
cathode for current in the positive direction is large in area and coated 
with a material of low work function; hence the discharge for this 
polarity is a normal glow discharge that has a low voltage drop. The 
cathode for current in the negative direction is small and of higher 
work function, however, and hence the discharge for this reversed 
polarity is an abnormal glow discharge, which has a much higher 
voltage drop for any particular value of current. When the tube is 
used in a circuit with alternating voltage applied, this asymmetrical 
characteristic results in rectification if the voltage has an amplitude 
larger than the value that causes appreciable current in the positive 
direction, but smaller than the value at the negative “knee'’ of the 
curve. Other rectifiers of the so-called cold-cathode type have a cathode 
that is coated with emitting material, which becomes hot under ionic 
bombardment and emits thermionically. The cathode voltage drop in 
such tubes is only about 25 volts even though no external source of 
cathode-heating power is required. 

The approximate constancy of the voltage drop across a normal 

3S W. P. Overbeck, “The Permatron—a Magnetically Controlled Industrial Tube,” 
A.I.E.E. Trans., 58 (1939), 224-228. 

38 A. E. Shaw, “Cold-Cathode Rectification,” I.R.E. Proc., 17 (1929), 849-863. 



272 


QAS TUBES 


[Ch. V 


glow discharge over a considerable range of current, discussed in Art. 
9, Ch. Ill, is used for maintaining constant voltage across a load in the 
gas-filled voltage-regulator diode. Application of the tube for that 
purpose, which is explained in more detail in Art. 14, Ch. VI, depends 
upon the principle that, when connected in parallel with a load that is 



Anode nulliamperes (instantaneous) 


Fig. 25. Asymmetric volt-ampere characteristic curve of a cold- 
cathode rectifier tube. (Adapted by courtesy of Radio Corporation 

of America.) 

fed from a source having considerable internal series resistance, the 
gas diode will draw a larger or smaller current to cause a compensating 
voltage drop in the series resistance if the source voltage changes. If, 
on the other hand, the load current changes while the source voltage 
remains constant, the current in the diode changes by an almost equal 
but opposite amount so as to keep the source current and the voltage 
drop in the series resistance essentially constant and thereby to main¬ 
tain the load voltage almost constant. 
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The precision of voltage stabilization that can be obtained through 
use of a gas diode is limited by several properties of such tubes. 
Typical tubes have a voltage drop that changes by 2 to 4 per cent over 
the full rated range of current. The voltage drop is subject to gradual 
changes of as much as 0.3 per cent during operation, and depends on 
the ambient temperature, with a coefficient of the order of 10 milli¬ 
volts per degree centigrade. 38 Voltage jumps or discontinuities ol as 
much as 0.2 per cent occur spontaneously in a random manner, and 
oscillations that are inherent in the tube are likely to occur at various 
points in the operating range of current. 39 Special preparation ol tho 
cathode can reduce some of these undesirable effects. 40 

The largest voltage that voltage regulator tubes employing the glow 
discharge will regulate is limited to about 150 volts by the properties of 
that type of discharge. For stabilization of higher voltages up to tens of 
kilovolts, the corona discharge is used. 41 The electrodes in the corona- 
discharge tube are usually coaxial cylinders or a point and a plane. If 
the voltage across them is increased from zero, negligible current 
results until a critical corona voltage is reached. Further increase of 
voltage is accompanied by a rapid increase of current. Thus the tube 
may be used for voltage regulation in the same manner as the glow- 
discharge type. The corona voltage is dependent upon the dimensions, 
and upon the gas and its pressure. One electrode is sometimes made 
movable by external means to provide for adjustment of the regulated 
voltage. 

Control of the starting of a cold-cathode gaseous discharge is 
obtained if a third electrode, often called a starter anode or control 
anode , 42 is added to a tube containing a cathode and a main anode. 
The cathode of a typical cold-cathode gas triode is made of nickel 


* T G. M. Kirkpatrick. "Characteristics of Some Voltage-Regulator Tubos," I.R.E. 
Proc., 35 (1947). 485-489. 

5> F. A. Benson. W. E. Cain, and B. D. Lucas, "Variations in the Characteristics of 
Some Glow-Discharge Voltage-Regulator Tubes," 26 (1949), 399-401. 

s * E. VV. Titterton, "Some Characteristics of Glow-Discharge Voltage-Regulator 
Tubes," J.S.I., 26 (1949), 33-36. 

40 T. Jurriaanse, "A Voltage Stabilizing Tube for Very Constant Voltage," Philips 
Tech. Rev., 8 (1946), 272-277. See also manufacturer's instructions for Typo 5651 tube. 

41 I. H. Blifford, R. G. Arnold, and H. Friedman, “Corona-Tube Regulators for High 
Voltages," Electronics, 22 (December, 1949), 110-111; S. \V. Lichtman, "High-Voltage 
Stabilization by Means of the Corona Discharge Between Coaxial Cylinders," I.R.E. 
Proc., 39 (1951), 419-424. 

4a S. B. Ingram, "The 313A Vacuum Tube,” Bell Lab. Rec., 15 (December, 1936), 
114-116; W. E. Bohls and C. H. Thomas, “A New Cold-Cathode Gas Triode," Electronics, 
11 (May, 1938), 14-16, 72-74; S. B. Ingram. "Cold-Cathode Gas-Filled Tubos as Circuit 
Elements," E.E., 58 (1939), 342-347; G. H. Rockwood, "Current Rating and Life of 
Cold-Cathode Tubes,” E.E., 60 (1941), 901-903. 



274 


GAS TUBES 


[Ch. V 


coated with a mixture of barium and strontium produced from their 
oxides, and the gas is neon with one per cent of argon added. 

The primary use of such tubes is based on the principle that pro¬ 
duction of ionization in one gap lowers tho breakdown voltage across 
a nearby gap. Thus if a voltage almost sufficient to cause breakdown 
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Fig. 26. Characteristic curves for a cold-cathode control tube. 
(Adapted by courtesy of Radio Corporation of America .) 


between the main anode and cathode is applied through a load, 
breakdown in this main gap will be induced if a discharge is started in 
the auxiliary or control gap between the starter anode and the 
cathode. Actually, there are three possible paths for conduction among 
the three electrodes and two directions for each, making six possible 
types of breakdown. The conditions for these six types of breakdown 
in a typical tube are shoiwn in Fig. 26a. Simultaneous application of 
anode and starter-electrojde voltages that correspond to points inside 
the closed curve does jnot cause conduction. Conduction begins, 
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however, when the point eorresponding to the applied voyages, crosses 
the curve from inside to outside. The path and direction of the result¬ 
ing conduction depend on the section of the curve that is crossed, 

as is indicated in the figure. . . , . 

In the usual application of the tube, the operating point is caused to 

cross the curve at the upper part of section A of the closed curve 
Conduction is thus initiated under control of the starter electrode ye 
the anode voltage is high enough to cause transfer of the conducting 
path to the main gap from anode to cathode. Such transfer takes 
place, however, only if the current in the control gap is caused to 
exceed a critical value. The starter-electrode current at which the 
transfer takes place is given by Fig. 26b for various values of anode 
voltage. If, for example, an anode voltage of 150 volts is applied, a 
starter-electrode current of about 25 microamperes is required to 
cause transition of the discharge to the main gap in an average tube. 
The control circuit for such tubes must therefore be designed to 


furnish appreciable current and power. 

Cold-cathode gas triodes are frequently used with alternating or 
pulsating anode supply voltage for selective ringing of four-party 
telephone instruments, and with a radio-frequency control signal on 
the starter electrode to permit remote control of equipment. 

A class of cold-cathode glow-discharge tubes for specialized count¬ 
ing, stepping, or relay applications is composed of tubes having one 
anode and several cathodes, often ten or more, usually located in a 
ring around the anode. 43 One or two auxiliary electrodes are inter¬ 
posed between the cathodes. Application of pulses to the auxiliary 
electrodes causes the main discharge to transfer from cathode to 
cathode around the ring. Thus the position of the visible glow in¬ 
dicates the number of pulses that have occurred. Output pulses may be 
taken from one or more of the individual cathodes to adapt the tube to 


a variety of applications, particularly electronic digital computation. 

The Strobotron is a cold-cathode gas discharge tube designed to 
produce intense flashes of light at controlled instants for stroboscopic 
applications. 44 It consists of an anode, a cathode, and two control 


43 J. J. Lamb and J. A. Brustman, "Polycathode Glow Tubes for Counters and Cal¬ 
culators,” Electronics, 22 (November, 1949), 92-96; H. C. Bacon and J. R. Pollard, 
“Tho Dckatron—a New Cold Cathode Counting Tube." Electronic Engineering, 22 (1950), 
173-177; M. A. Townsend, "Construction of Cold-Cathode Counting or Stepping Tubes,” 
E.E., 69 (1950), 810-813; G. H. Hough and D. S. Ridler, "Some Recently Developed 
Cold Cathodo Glow Discharge Tubes and Associated Circuits." Electronic Engineering, 
24 (1952), 152-157, 230-235, 272-276. 

44 H. E. Edgerton and K. J. Germeshausen, "A Cold-Cathode Arc-Discharge Tube,” 
E.E., 55 (1936), 790-794, 809; R. C. Hilliard. "Gaseous Discharge Tubes and Appli¬ 
cations,” Electronics, 19 (March, 1946), 122-127. 
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electrodes in a tube filled with neon at a pressure of about five milli¬ 
meters of mercury. Application of a suitable voltage between various 
pairs of electrodes starts a glow discharge that transfers immediately 
to the anode and the cathode. The cathode is a cesium compound that 
releases cesium under ionic bombardment and facilitates transition of 
the glow discharge to an arc. In the application of the Strobotron as a 
stroboscopic light source a capacitor is discharged periodically 
through the tube, and the discharge, which is of short duration and 
amplitude of one hundred amperes or more owing to the formation of 
the arc, produces short flashes of light of high intensity. The tube is 
also useful as a control device for producing current pulses. Its control 
characteristics are conveniently represented by a family of closed 
curves similar to the one in Fig. 26a, but having the two control- 
electrode voltages as co-ordinates and the anode voltage as a para¬ 
meter. 45 

A continuous light output of controlled intensity is produced by a 
cold-cathode glow discharge tube known as a glow modulator lamp* 9 
It contains a hollow or crater-type cathode that produces a high 
ionization density. The light output as viewed from the open end of 
the crater is of high intensity and is approximately proportional to the 
current. The tube is therefore useful for converting current variations 
into light variations for such applications as recording of sound on 
film and facsimile recording. 

44 A. B. White, W. B. Nottingham, H. E. Edgerton, and K. J. Gorme9hausen, “Tho 
Strobotron—II,” Electronics, 10 (March, 1937), 18-21. 

44 R. C. Hilliard, "Gaseous Discharge Tubes and Applications,” Electronics, 19 (March, 
1946), 122-127. 



CHAPTER VI 


Rectifier Circuits - 

An important field of engineering is the application of electronic 
circuit elements to perform useful functions in power, contrc>1, 
measurement, and communication systems. From the backgroun 
analysis of circuits containing nonlinear resistive circuit elements 
given in Electric Circuits' and that of the behavior of electronic 
devices given in the previous chapters of this book, it is possible to pro¬ 
ceed to a study of the basic methods by which electronic devices may 
be applied in engineering, as is done in the remaining chapters. 

In this chapter, the application of circuit elements possessing a 
certain type of nonlinearity to the rectification of alternating current 
is considered; and in Chs. VII and XII further aspects of rectification 
are discussed. The analyses given here apply not only to circuits con¬ 
taining electron tubes, such as vacuum and gas diodes, thyratrons, and 
mercury-arc rectifiers, but also to circuits containing many other 
devices that, though physically different, have the same type of non¬ 
linearity. Among these devices are the barrier-layer rectifiers such as 
copper-oxide and seleryum rectifiers, and the crystal diodes discussed in 
Ch. XIII, and certain electrolytic cells.^n order not to restrict tho 
discussion to any one device, a broad consideration is given to rectifiers 
which are defined as follows: 2 “,A rectifier is a device which converts 
alternating current into unidirectional current by virtue of a charac¬ 
teristic permitting appreciable flow of current in one direction only. 
According to this definition, the term ‘ rectifier'’ signifies a device for 
controlling a current as a function of its direction. A mechanical 
analogy is found in the trap valve of a reciprocating pump, which 
allows the flow of liquid in one direction but blocks its flow in the 
opposite direction. 

A nonlinear element, to be useful practically as a rectifier, must con¬ 
duct substantially in only one direction. Since not all nonlinear 
circuit elements possess this particular characteristic, a rectifier is a 
special kind of nonlinear resistance element. 

Rectifiers find practical application in the production of direct 
current from an alternating-current source—for example, in battery 
chargers, radio-receiver and radio-transmitter power supplies, x-ray 

1 E. E. Staff, Electric Circuits (Cambridge, Massachusetts: The Technology 

Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940). 657-723. 

* American Standard Definitions of Electrical Terms — A.S.A. *Y o. C42 (New York: 
American Institute of Electrical Engineers, 1941), 79. 
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machines, railway substations, direct-current power transmission, 
electrolytic processes, and rectifier-type alternating-current meters. 
vThey are used also as detectors in ra dio re ceivers, as dynamo field 
dischargers, and in many other ways^ 

1. Elementary rectifier theory 


Rectification , or conversion of alternating current to direct currentp, 
usually performed by devices that conduct current more readily in one 
direction than in the other, may be accomplished by other means as 
well. For example, such time-varying circuit elements as synchronous 
commutators and contacts actuated by vibrating armatures may bo 
made to vary their resistance in synchronism with the alternations of 
the source voltage, and thus to produce a unidirectional current^ 
Rotating machines, such as synchronous converters and motor- 
generator sets, may also be used to produce direct current from alter¬ 
nating current, but the process is not then called rectification nor are 
the devices known as rectifiers. In Fig. I, a parallel exposition of recti¬ 
fication by means of a nonlinear and a time-varying circuit element* 
brings out the similarities and the differences between the above two 
methods of obtaining direct current better than can a long discussion. 
In the figure, Column I may be considered as referring to a simple type 
of thermionic vacuum-tube rectifier such as might be used for the 
high-voltage supply to a radio transmitter; the resistance of the diode 
when conducting is neglected here. Column II may represent a 
synchronous-switch rectifier such as is sometimes used in storage- 
battery charging. The so-called mechanical rectifiers operating on the 
principle of the time-varying element might be thought to have 
possibilities equal to or greater than rectifiers employing electron 
tubes, but so far they have not been developed to nearly the same state 
of perfection. 

Figure 1 shows that the cycle of the alternating-voltage source may 
be divided into two parts—one in which the rectifying element con¬ 
ducts current and the other in which the element is nonconducting. If 
a time-varying element is used to obtain rectification, the lengths of its 
periods of current conduction and interruption are independent of the 
remainder of the circuit. On the other hand, if a nonlinear element is 
used, the lengths of its conducting and nonconducting periods are 
affected by the other elements of the circuit. To understand this 
essential difference in the behavior of rectifying elements of the two 

• Strictly speaking, these are circuit elements whose parameters are nonlinear or vary 
with time. They are called yrionlinear parameter elements” and “time-varying parameter 
elements” in Electric Circuits, but here the abbreviated terms are used. 
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Rectification by nonlinear 
circuit element_ 


II 

Rectification by time-varying 
circuit element_ 
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Fig. 1. Comparison of rectification by nonlinear and time-\firying 

circuit elements. . 
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types, suppose a battery is inserted in series with the resistance R in 
each of the circuits of Fig. 1. The battery will have no effect upon the 
period of conduction of the synchronous commutator, for its time of 
conduction depends only on the speed of the driving motor and the 
length of the conducting segment. However, the battery will cause the 
diode to conduct current for a longer or shorter time, depending on its 
polarity, for its voltage adds to the voltage of the source and alters the 
time during which the total voltage applied to the diode is positive 
(see Art. 6). This dependence of a rectifying device of the nonlinear 
type on the circuit conditions, and of a rectifying device of the time- 
varying class on time alone, is characteristic of the distinction between 
nonlinear and time-varying elements. 

Because of the difference between these two classes of circuit 
elements, the analyses of rectifier circuits in which they are used are 
very different. In this book only rectifier circuits using nonlinear 
elements are considered; in general, analysis of these circuits is much 
more difficult than that of circuits containing time-varying elements. 

2. Graphical analysis of rectifier circuits 

Since the rectifier element is nonlinear, a method of analysis suitable 
for nonlinear circuits must be used for determination of the instan¬ 
taneous currents and voltages in a rectifier circuit. The algebraic or 
differential equation that describes the instantaneous equilibrium in 
the circuit is nonlinear, and its solution by straightforward methods is 
often impractical. Hence a graphical method, or one involving approxi¬ 
mation of the nonlinear element by a linear resistance and a constant 
voltage source, is ordinarily used. 

Analysis of the basic rectifier circuit in Fig. 2a by two different 
graphical methods is illustrated in Figs. 2b and 2c. The circuit com¬ 
prises a resistance load R fed from an alternating voltage source e, 
through a nonlinear rectifying element having a terminal voltage e b . A 
thermionic vacuum diode is chosen for illustration, but the methods 
are equally applicable for any other nonlinear resistance element. 
The functional relation between the current through the nonlinear 
element and the voltage across it, which may be expressed in functional 
notation as i b (e b ), is represented graphically by the current-voltage 
characteristic curve labeled i b (e b ) in Figs. 2b and 2c. The sine wave 
of the supply voltage e s is drawn so that instantaneous values of e, 
may be projected upward from it to the voltage axis in each of the 
diagrams. 

The solution in Fig. 2b is based on the principle that the series con¬ 
nection requires equality between the value of current given by the 
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characteristic of the rectifier in terms of its terminal voltage and the 
value of current given by the characteristics of the circuit external to 
the rectifier, in terms of that same terminal voltage. The rectifier 
requires that the current satisfy the *,(e») curve. Likewise in terms o 
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Fig. 2. Graphical analysis of rectifier operation. 


e by the circuit external to the device requires that the current satisfy 
the relation 


l b = 




where e sl is any particular instantaneous value of the source voltage. 
This relation describes a straight line through the points e sl /R on the 
current axis and e sV as projected from the sine wave, on the voltage 
axis. The intersection of the i b (e b ) curve and the straight line, at Q in 
Fig. 2b, therefore gives the value of the current i bl that satisfies the 
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requirement of equality between the currents in the series-connected 
rectifier and circuit. Any other value of e, gives another straight line 
parallel to the first that intersects the i b {e b ) curve at a new value of 
current. For example, the peak current corresponding to the peak 
voltage E, m is determined by the dotted sloped line in the diagram. 

The complete current wave in the circuit is found by repetition of 
the foregoing graphical construction for all values of e, throughout the 
voltage cycle, and is shown in Fig. 2d. It is a distorted sine wave for 
positive values of source voltage and zero for negative values. 

The principle used in the alternative graphical solution shown in 
Fig. 2c involves addition of the current-voltage characteristics of all 
the linear and nonlinear elements in the circuit to obtain an over-all 
characteristic for the circuit that is driven by the voltage source. In 
order to obtain the over all voltage e b -f i b R existing across this 
circuit for any value of current i b the voltage i b R across the resistance, 
which is the abscissa of the straight line that represents the current- 
voltage characteristic of the resistance at this value of i bt is added 
graphically to e 6 , which is the abscissa of the rectifier characteristic 
i b (e b ) at the same value of i b . Repetition of this procedure gives the 
over-all current-voltage characteristic for the circuit that is shown as 
a solid curve in the figure. This graphical process is known as shearing 
the rectifier characteristic in the resistance line. Projection of instan¬ 
taneous values of e, onto the solid curve in Fig. 2c gives the same 
values of current in Fig. 2d as are obtained by the method of Fig. 2b. 

The method of Fig. 2b has the advantage that no point-by-point 
graphical addition is required, whereas the method of Fig. 2c involves 
a simpler construction once the over-all curve is found. Both give 
exact results for a pure-resistance load. If appreciable inductance or 
capacitance is present, neither method is adequate, but an extension 
of either is of assistance in a step-by-step solution of the correspond¬ 
ing nonlinear differential equation. The method of Fig. 2c is also 
readily extended to solve the problem of a linear and nonlinear 
resistance element connected in parallel and fed from a current source 
or from a voltage source and series resistance. 

3. Assumptions for simplifying analysis 

Because the graphical methods described in the previous article are 
cumbersome, the use of an approximate method of analysis is often 
more convenient. A first major simplification that may be made is an 
idealization of the volt-ampere characteristic curve of the rectifier. 
The commercially important rectifiers may be divided into two 
classes according to the general shape of their characteristics: 
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/►Vacuum Type: "l^ctifieM such as the thermionic vacuum diode 

and the barrier-layer rectifier, whose volt-ampere 
characteristic in the conducting direction may be 
approximated by a straight line through the 
origin. 

Gas Type: Rectifiers such as the mercury-arc rectifier and the 
/ thermionic gas diode, whose characteristic curve 
of current as a function of voltage in the conduct¬ 
ing direction may be closely approximated by a 
vertical line.4 

The actual and the idealized forms of the volt-ampere characteristics 
for each of these types are shown in Fig. 3. 
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Fig. 3. Characteristics of vacuum-type, gas-type, and ideal rectifiers. 


The current-voltage characteristic of the ideal rectifier , shown also 
in Fig. 3, is obtained by a further simplification of the characteristic of 
rectifiers of either type. The voltage drop across the ideal rectifier 
when it is conducting is negligible; that is, the current-volt age charac¬ 
teristic of a vacuum-type rectifier is assumed to have such a steep 
slope in the conducting region that it coincides with the i b axis, or the 
curve for a gas-type rectifier is assumed to be displaced from the i b axis 
by such a short distance that it coincides with that axis. The ideal 
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rectifier may be visualized as a switch that is closed and has zero resis¬ 
tance if the current flows through it in one direction, and is open and 
conducts no current if, because of a reversed voltage, current tends to 
pass through it in the opposite direction. Actual rectifiers may be 
replaced by the ideal in the analysis of rectifier circuits if only the 
salient features of the operation of the circuit are desired. Because 
there is no consumption of power by an ideal rectifier, it is not a 
sufficiently good approximation to an actual rectifier if such quantities 
as heating of the rectifier element, circuit efficiency, and voltage drop 
across the rectifier are to be found. 

fl/As shown in Fig. 3, a recti fier of the vacuum type may be app roxi- 
mately represented as an ideal rectifier in series with a resistance i? 0 , 
for the current-voltage curve of such a combination is identical with 
the idealized curve for rectifiers of this type if R 0 is chosen equal to the 
reciprocal of the slope of the idealiz ed rectifier current-voltage curv e 
in the conducting regiortj In a similar fashion, a gas-type rectifier may 
be approximately represented by a battery in series with an ideal 
rectifier, as i n the figur e. The voltage of the battery is E 0 —the dis- 
plamceent of the conducting portion of the idealized curve from the i b 
axis—and the battery polarity is so chosen that the battery voltage 
opposes the flow of current in the conducting direction, just as does the 
rectifier voltage drop. If a vacuum diode is to be represented by an 
idealized characteristic, a better approximation than the idealized 
characteristic shown for that type in Fig. 3 is sometimes obtained 
through considering the diode as a series combination of an ideal 
rectifier, a battery of voltage E 0 ' } and a resistance R 0 '. The resulting 
characteristic is a combination of those for the vacuum-type and the 
gas-type rectifiers and, by proper adjustment of the magnitudes of E 0 ' 
and Rq , may be made to approximate reasonably well the actual 
characteristics of the diode. This idealization is used in Art. 12. 

A second major simplification that can be made concerns the 
alternating-current source, which in most cases is connected to the 
rectifier through a step-up or a step-down transformer. Although a 
consideration of this transformer and of the internal impedance of the 
source is necessary for a complete solution of the problem, particularly 
in high-power rectifiers, the analysis is considerably complicated by 
their inclusion. In the circuits of this chapter, the transformer is con¬ 
sidered to be ideal, 3 and the source is considered to have zero effective 
internal series impedance and to provide a sinusoidal voltage. Thus a 
sinusoidal voltage of constant amplitude, independent of the load, is 
applied to the rectifier circuit, as indicated in Fig. 4. In Fig. 4 are 

1 E. E. Staff, M.I.T., Magnetic Circuits and Transformers (Cambridge, Massachusetts: 
The Technology Press of M.I.T.; New York: John Wiley & Sons, Inc., 1943), Ch. X. 
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shown transformers suitable for use with half-wave and1 full 
rectifier circuits, described in Arts. 4a and 4b. T e rans 
half-wave circuit furnishes a single sinusoidal voltage e 3 and that tor 
the full-wave circuit furnishes two sinusoidal voltages, e, » * 

Which are 180 degrees out of phase on the basis of the reference 

directions assigned in the figure. 


Actual circuit 



Turns ratio 

1: * Half wave 



Idealized circuit 




sin wt 
sin <wt ♦ »r) 


Full wave 

Fig. 4. Idealized transformer and power source for half-wave and 

full-wave rectifiers. 


A rectifier operating with a resistance load in the simple circuit of 
Fig. 1 produces a current that, though unidirectional , is not smooth. 
Rather, it flows in pulses, as indicated by the current curve of Pig. 1. 
In a limited number of practical cases, such a pulsating unidirectional 
current is satisfactory. Most electrochemical applications, such as the 
charging of storage batteries and electroplating, are of this kind, and 
very simple rectifiers suffice. In many applications, however, as in 
radio-receiver and radio-transmitter power supplies and in direct- 
current power transmission, a substantially steady current is required. 
Special filter circuits are employed to smooth out the pulsations in the 
load current. Figure 5 shows the complete connections for a full-wave 
rectifier of the type often employed to supply direct-current power at 
200 to 1,000 volts as a plate supply in radio apparatus. The rectifier 
elements commonly used are thermionic vacuum or gas diodes. The 
functional diagram of this figure represents symbolically the divisions 
that can conveniently be made in this circuit. The rectifying devices 
may be connected in a number of different ways, and the manner 
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selected influences the form of the voltage applied to the smoothing- 
filter circuit. The filter circuit may bo a simple series inductance or 
shunt capacitance, or a more complicated structure comprising many 
elements. The shunt capacitance tends to maintain the voltage across 
its terminal constant, and the series inductance tends to maintain the 
current through itself constant. Together, these elements tend to 



Fig. 5. Complete full-wave rectifier-ond-filter circuit. 


prevent the variations in current and voltage at the output of the 
rectifier, or input of the filter, from reaching the output of the filter. 
The choice of elements in a filter circuit is determined by the nature of 
the associated circuits and the degree to which the current pulsations 
must be smoothed. 

4. Vacuum-type rectifier with resistance load 

The half-wave and the full-wave circuits are two very common con¬ 
nections of rectifiers. In this article, the simplifying assumptions intro¬ 
duced in Art. 3 are used to determine the performance of vacuum-type 
rectifiers when utilized in these circuits. | As a basic problem, it is 
supposed that these rectifiers deliver power to a resistance load and 
that no filter circuit is used, a condition seldom encountered in prac¬ 
tice; the modification of the performance and the complications of 
analysis introduced by use of filter circuits are reserved for con¬ 
sideration in subsequent articles. 
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Among the frequently important characteristics °* a rectl< J?* 
circuit are: (a) the waveform of the current delivered to the load, (b) 
the regulation of the output voltage, (c) the efficiency of the circuit m 
converting alternating- to direct-current power, (d) the heating ot the 
rectifier element, (e) the peak value of the current in the rectiher 
element, and (f) the peak value of the voltage across the rectiher 
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Fig. 6. Half-wave circuit with a vacuum-typo rectifier and , 

resistance load. 

element in the inverse direction. These characteristics, as determined in 
the following articles, can be expected to deviate to some extent from 
those that may be determined by measurement on the circuits, 
because of the simplifying assumptions that are made. Furthermore, 
in practice, when the over-all losses and efficiency are to be found, it is 
necessary to take into account such things as the power loss in the 
transformers and the power needed to heat the filaments if thermionic 
rectifier tubes are used, and the powet* required to operate the vacuum 
pumps if a steel-tank mercury-arc rectifier is used; all these losses have 
been omitted from the analyses here. 
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4a>.\JJalf-Wave Circuit. The half-wave rectifier circuit with a resis¬ 
tance load and no filter is shown in Fig. 6. Actual connections of a 
diode used as a rectifier are shown in Fig. 6a, except that the con¬ 
nections for heating the cathode are omitted, and the idealized 
circuit appears in Fig. 6b. In the idealized circuit, the rectifier is 
shown as an ideal rectifier in series with a resistance R 0 . The load 
resistance is denoted by R, the applied voltage is 

«, = E,„ sin wt, ^ [2] 

and the rectified load current is denoted by i. 

Except for the ideal rectifier element, which behaves as a switch 
operated by the direction in which the current tends to flow, all the 
elements of the idealized circuit are linear. Therefore the waveform of 
the current is shown in Fig. 6c; it is composed of alternate half¬ 
sinusoids of maximum or peak value 


I„ = 


* 0 + R 


and current-free periods. The load voltage is 


and therefore has the same waveform as the current. 
The average or direct value of the current, 7 dc , is 


1 f*- 

= do ^ 

= 1^ si 
2ttJo m 


sin tut d(ojt) -f- 


if 

2 t rjn 


0 d(ojt). 


Thus 


v _ w _ 

tt -n(R 0 +R)' 


The root-mean-square value of the load current, denoted by /, may 
be obtained from the expression 


=Jh c d{wt)= J y1l sin2 ** d{ojt) • 


whence, 


i = j/. = 


1 ” 2(B 0 + R) 

The components of the load voltage e may be found in a similar way. 
By the use of Eqs. 4, 7, and 9, these components may be found directly 
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from the current components. The peak value, average 
effective value of the voltage are 

p r. R ' E sm 

E m - b sm R + Rq (1 Bo/RY 


value, and 


[ 10 ] 



respectively. Examination of Eq. 11 shows that, unless the load resis¬ 
tance is always large compared with the resistance of the rectifier, the 
regulation of this rectifier may be poor; that is, the change of the 
direct voltage with change in load resistance may be great. The 
maximum value of the direct voltage occurs when R is very large com¬ 
pared with R 0> and is equal to E t Jir.j 

The Fourier series for the current wave is found by the usual 4 
analytical methods to be 

( 1 1 2 2 \ 

- + - sin tot — — cos 2ajt — — cos 4cot — • • • I [13] 

TT 2 O 77 ion / 

when the origin for the current and voltage waves is so chosen that the 
voltage wave is expressible as in Eq. 2. This expansion of the current 
wave into a Fourier series shows that the current may be considered to 
be the sum of an infinite number of current components. The first 
term of the series is the average or direct value determined in Eqs. 
5, 6, and 7. The second term is a component of the same frequency as 
the supply voltage and has a peak value 

V2/, = J I m [14] 

where I Y is the effective value of the fundamental-frequency com¬ 
ponent. In a similar way, the third term is a second-harmonic 
component having an effective value / 2 and peak value 

V&.-i;/- [15] 

and so on. It should be noticed that the frequency of the lowest- 
frequency alternating component of current is the same as that of the 
supply voltage. 


4 P. Franklin, Differential Equations for Electrical Engineers (New York: John Wiley 
& Sons, Inc., 1933), 69-74. 
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The power developed in the load resistance as a result of the direct 
component of the current, called the direct-current power output , is 




E.JR 

* 2 (/?o + R) 2 ' 


►[16] 


This power is not the total heat dissipated in the resistor, because the 
heating is caused by the total current, not merely by the direct com¬ 
ponent. However, there would be no need to rectify the current if the 
objective were only to heat the resistor. It is assumed that, whatever 
the load may be. it behaves as a resistance, but that the output power 
of interest is P dct the power associated with the direct component of 
the current. 

With a given rectifier resistance R 0 and a given load resistance R, 
the power output can be controlled only by a change in the applied 
voltage e a . Provision for this adjustment must be made in certain 
rectifier applications. For this purpose, tapped transformers, induction 
regulators and other similar schemes are used. 

^✓tfmce the actual rectifier element is represented by an ideal rectifier 
in series with a linear resistance R 0 , the power dissi pat erf-in it is the 
sum of the power consumed by the ideal rectifier and that consumed 
by the resistance. But there is no power loss in the ideal rectifier. 
Hence, since R 0 is a linear resistance, the power dissipated in the 
rectifier in the form of heat is 




E'JRq 
4(/? 0 + *) 2 ’ 


►[17] 


Note that this relationship for the power loss in the rectifier can be 
used only because the resistance R 0 is assumed to be linear. The tem¬ 
perature to which the tube or other rectifying device is raised in 
consequence of this heat is a major factor in determining the power 
rating of the device, as it is in practically all other forms of electrical 
power apparatus. 

The total power drawn from the source equals the total power 
dissipated in the rectifier circuit. It is given by the expression 


P,„ = o + «) = 


EJ 


i(R 0 + R) 


[18] 


From Eqs. 16 and 18. the rectifier efficiency for conversion of 
alternating-current power to direct-current power may be calculated 


as 


V 


- k - 0 


40.6 


1 + (RJR) 1 + {R 0 IR) 


per cent. H19] 
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The efficiency approaches a 

,1„»„»«. Th. ftc.or priVa E <! 10 “° U, “‘ f ° r th " ‘°“ "■ 
rectifier Second, only a portion of the power delivered to the load is 
direct-current power. The remainder is dissipated as heat-^wor 
with the alternating components of the load current. 

(2Itt) 2 in Eq. 19 accounts for this loss in the circuit. . 

( / S Le both the current supplied to the load and the voltage 
developed across it have the half-sinusoidal waveform shown in Fig. 
6c and P represented by the Fourier series of E q 13 , the ultima 
purpose of the rectifier-to produce a steady output voltage and 
current from the sinusoidal voltage source—is but imperfect y 
achieved. A measure of the ripple voltage or current-that is, the 
waviness or lack of smoothness of the waveform-is given by the 
ripple factor. This quantity is defined as 

Effective value of the alternating components of 

_ voltage (or current) __ >| 2 o] 

^ = Direct or average value of the voltage (or current) 

This definition may be put in a more, convenient form for analysis by 
recognition of the fact 5 that the effective value of a wave made up ot 
harmonic components is the square root of the sum of the squares ot 
the effective values of the separate components. Thus, since the direct 
component is a harmonic component of zero frequency but is not an 
alternating component in the sense used here, for a current wave, 


y = 


V/ 2 -/ 


de 


de 


V£->- 


►[21] 


For the present problem of the half-wave rectifier with a resistance 
load and no filter, 

I IJ2 TT , „„ , 22 , 


dc 


IJ” 


= - = 1.57, 


v. y = v/(1.57) 2 - 1 = 1.21. [23] 

In all rectifier circuits, the rectifying element m ust w ithstand 
voltage in the reverse or inverse direction during a parTo f the cycle. 

s E. E. Staff, Magnetic Circuits and Transformers (Cambridge, Massachusetts: 

The Technology Press of M.I.T.; New York: John Wiley & Sons, Inc., 1943), Art. 9e, 
Ch. VI. 
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The peak inverse voltage in this half-wave circuit with a resistance 
load is E tm and is independent of the load current. Thus the rectifying 
elements must be rated for a 

Maximum peak inverse voltage = E lm = 7 rE dc 1 7< _ 0 . [24] 

4b. Full- Wave Circuit. By means of a circuit that does not simply 
discard the lower half of the wave, as in Fig. 6 , but uses it also to send 
current through the load in the proper direction, a smoother wave can 




Fig. 7. Full-wave circuit with vacuum-type rectifiers and 

resistance load. 

be supplied at a greater efficiency. The full-wave connection , also called 
the diametric and the biphase connection , is such a circuit. A large 
majority of single-phase rectifiers employ this connection of the 
rectifying devices (together with some smoothing-filter circuit). The 
full-wave connection with a resistance load and no filter is shown in 
Fig. 7. A center tap on the transformer secondary winding is used, as 
is shown in Fig. 7a, and the sinusoidal voltages e, and e/ are therefore 
equal in magnitude and 180 degrees out of phase when their positive 
reference directions are assigned as indicated; that is, 

e, = E,„ sin cot, 

e,' = -e.. 

e,' = E m sin [cot + it). 


[25] 

[26] 
[27] 
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For analysis, the idealized ^ £ 

characteristics discusse ^“^tical characteristics—an assumption 

S S er r ptse" cuZnt while rectifier 2 is nonconducting. During 

Te other half of the cycle, the conditions are reversed, and 

rectifier 2 carries current while rectifier 1 

is nonconducting. Both the current t, 

through rectifier 1 and the current t, / \ j n 

through rectifier 2 have the same wave- J \ \ / 

form as in a half-wave connection, but °i ,»r j 2ff ut 

the two current waves are displaced from 

each other by 180 degrees. Both currents j 

flow through the load resistance R in the *.__i_ 

same direction; hence the waveform of ] A \ i 

the resultant current 1 / _ \ 

0 ” 1 2 rr w 

i 28 i | | ; 

is that shown in Fig. §) In the separate 

rectifiers, the currents have the waveform i 

of the half-wave rectifier connection ! / \! 

shown in Fig. 6c and already studied. / [* \j/ _ \/ 

(The maximum value of the instan- 0 * 2 j r wt 

taneous current in the full-wave rectifier Fjg g waveforms of th 
is given by currents in the full-wave cii 

£ cuit with vacuum-type recti 

= n—~~n [29] fiers, a resistance load, and n 


2 n wt 


I = ,m 

m R 0 +R 


0 n 2ir ul 

Fig. 8. Waveforms of the 
currents in the full-wave cir¬ 
cuit with vacuum-type recti¬ 
fiers, a resistance load, and no 


just as in the half-wave circuit, since each half of the circuit acts 
independently of the other. Note that E im in Eq. 29 is the maximum 
value of the voltage between one end terminal and the center tap of 
the transformer secondary winding, not the maximum value of the 
full end-to-end terminal voltage of the winding, and R 0 is the resistance 
of one rectifier. 

The average or direct value of the load current determined by the 
method of Eqs. 5 and 6 is twice that of the half-wave circuit because 
the additional lobe in the current wave makes the second term on the 
right-hand side of Eq. 6 equal to the first, rather than to zero. Thus 



►[30] 
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Furthermore, the effective or rms value of the current determined by 
the method of Eq. 8 is 



[31] 


since the terra under the square root sign in Eq. 8 is also doubled. 

Correspondingly, the maximum, average, and effective values of 
the load voltage are 


E m 

E de 

E 


1+iEJR) 9 


7T\+(R 0 IR)' 

1 E „n 

V2l +(W 


[32] 

►[33] 

[34] 


respectively. 

/ The Fourier series for the load current can be found through taking 
'the sum of the series for the individual rectifier currents as follows: 


».(a,o = / m ^ + - 2 

i,'((ot) = i 9 ((ot + n) 


= i. + *7 


2 \ 


—- cos 4cot — • • • I. 
15tt / 

[35] 


[36] 

2 \ 

-— cos 4u)t — • • • 1 

1 07 r / 

. [37] 


[38] 

t — 

[39] 


^t’rom Eq. 39, the lowest-frequency ripple component of the full- 
wave rectified current is seen to be of angular frequency 2a>; that is, it 
has twice the frequency of the applied voltage. The lowest frequency 
in the load current of the full-wave f connection, then, is double that 
in the half-wave connection^This fact offers a decided advantage in 
smoothing, for smaller elements are needed in the filter circuit to 
reduce the ripple to an equally small value. It is interesting to consider 
that the addition of the two currents t, and t/, each having a term 
sin cot , gives rise to a current without this term but containing all the 
other terms of i s and i,'L ' 

Because of the relative directions of the windings and the currents, 
the separate currents i, and »/ in Figs. 4 and 7 tend to magnetize the 
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core of the transformer in opposite dir^tion. The load component of 
the current in the primary winding is therefore 




[40] 


where 


i x is the primary current, 

N, is the number of turns in the primary winding, 

N2 is the number of turns in the secondary Winding between the 
center tap and either end terminal. 

Graphical addition of the currents i, and similar to the addition 
of *, and performed in Fig. 8, or the addition of the series in Itqs. 
35 and 37, gives 


*« = y Im sm 


[41] 


The full-wave rectifier circuit therefore draws a sinusoidal current 
from the line despite the fact that the individual rectifier and 
secondary currents are highly nonsinusoidal. The transformer losses 
are therefore small compared with those in the half-wave circuit, 
because the load component of the primary current is sinusoidal and 
because there is no net direct-current magnetization of the core to 
cause excessive exciting current. A smaller transformer can therefore 
be used, which is an important advantage.^ • 


The direct-current power output is 



/2\ 2 E tm *R 
W (*o + *) 2 ’ 


►[42] 


Compared with the half-wave connection, the full-wave connection 
gives a direct current twice as large and a power output four times as 
large when the peak values of the currents are the same in each 
circuit; that is, when the resistance of the rectifying devices and the 
magnitudes of the applied voltages (measured from center tap to one 
end of the supply transformer in the case of the full-wave rectifier) are 
the same for each connection. The power output depends on E sm , R , 
and R 0 in the same way as in the half-wave circuit. 

A further advantage of the full-wave circuit over the half-wave 
circuit may be deduced from a consideration of the power dissipated 
in the rectifying elements when identical elements are used in both 
circuits. Equations 7 and 30 show that, for the same direct output 
current, the maximum current I m in a rectifying element in the full- 
wave circuit need be only one-half that in the half-wave circuit. Since 
the waveform of the current through the rectifying elements is the 
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same in both circuits, and since the power loss in one of these elements 
is proportional to the square of the peak current, the power loss in one 
rectifying element of the full-wave circuit is one-fourth that in the 
rectifying element of the half-wave circuit for the same direct output 
current. Thus the total loss in the two rectifying elements of a full- 
wave circuit is one-half that in the rectifying element of a half-wave / 
circuit when both circuits furnish the same direct output current, or 
the same direct output power, to identical loads. Consequently, the 
total power rating of the rectifying elements used in the full-wave 
connection can be less than that of the rectifying element used in the 
half-wave connection for equal outputs. 

As a result of the use of both half-cycles of the supply voltage by a 
full-wave rectifier, the conversion of alternating current to direct 
current is more nearly complete than in the half-wave circuit, and a 
larger portion of the power dissipated in the load is the power 
associated with the direct component of current. For this reason, the 
efficiency of rectification is increased. The total power supplied to the 
circuit is 



= I*(R 0 + R) = 


E. 


2(tf 0 + R)' 



From Eqs. 42 and 43, the efficiency is found to be 


„ p « 4T 1 

V P„ W ! + (*,/*) 


TTrkm per cent - 


This value is just twice that for the half-wave connection. The 
theoretical maximum efficiency for the full-wave rectifier is 81.2 per 
cent, and it obtains when the load resistance R is very large compared 
with the internal rectifier resistance R 0 . The maximum efficiency 
corresponds to a very small output, as it does for the half-wave 


rectifier; The factor -- specifies the fraction of the input 

1 -f [KJR) 

power delivered to the load, and the factor 2(2 /tt) 2 is the fraction of the 
power delivered to the load that is converted to direct-current power. 


It should be noticed that the factor- , which depends upon 

1 + (R 0 IR) 

the fraction of the input power lost in the rectifier elements, is the same 
for both half-wave and full-wave circuits, even though the total loss 
in both the rectifiers of a full-wave circuit is only half that in the 
rectifier of a half-wave circuit when the output power of both circuits 
is the same. 
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Since for the full-wave rectifier circuit, 

1 _ JJV2 ' W _ , .1 [45] 

I ic 2 IJrr 2V2 

the ripple factor is: 

y = V(l.ll) 1 - 1 = 0.48. [46] 

A comparison of the fuU-wave with the half-wave connection shows 
that v drops from 1.21 to 0.48. 

As is evident from Fig. 7a, the cathodes of both rectifiers may be 
connected together in the full-wave circuit. This condition makes 
nossible the use of mercury-arc rectifiers in which two anodes draw 
current from one cathode, as well as small thermionic vacuum or gas 
tubes constructed with both rectifier elements in the same bulb and 
with their cathodes heated from a common source. 

Since the two rectifiers in the full-wave circuit are connected in 
series across the supply transformer, the voltage impressed on the 
nonconducting rectifier is the full transformer secondary voltage loss 
the voltage drop in the conducting rectifier. The voltage drop in the 
conducting rectifier approaches zero with the load current; hence the 
maximum value of the peak inverse voltage to which the tubes in this 
circuit are subjected as the load is varied is 

Maximum peak inverse voltage = 2 E im = nE de | 7 , ( _ 0 » [ 47 ] 

This value bears the same relation to the output voltage as does the 
value for the half-wave rectifier given in Eq. 24. ^ ' 

5. Gas-type rectifier with resistance load 

When gas-type rectifiers which have a constant voltage drop while 
conducting, are used in one of the circuits discussed in the preceding 
articles, the circuit operation is slightly different from that obtained 
with vacuum-type rectifiers, because the current does not begin to 
flow through the rectifier until the applied voltage e s reaches the 
value E 0 of the constant voltage drop across the rectifier, and it 
ceases to flow as soon as e, becomes less than E 0 . Similarly, if a rectifier 
is used to charge a battery in series with a resistance, the voltage of the 
battery prevents the flow of current until the source voltage exceeds 
the battery voltage. 

In Fig. 9 is shown a half-wave rectifier circuit containing a gas-type 
rectifier and a resistance load R. The rectifier element is represented 
by an ideal rectifier in series with a battery of voltage E 0 , since the 
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current-voltage characteristic of this combination, shown in Fig. 9b, 
is the same as that of the idealized gas-type rectifier. The waveform 
of the supply voltage is 

e t = E tm sin (ot. [48] 

A series of curves showing the waveform of the current i through the 
load for different ratios of E 0 to E lm is given in Figs. 9c and 9d. This 



(c) (d) 

Fig. 9. Half-wave circuit with a gas-type rectifier and a 
resistance load. 


series indicates the way in which the peak value of the load current 

/. = E,m r E ° . r 49i 


the waveform of this current, and the angle of conduction 0 t (that is, 
the angle in the supply-voltage cycle during which current flows) 
change with the ratio 

a = EJE, m . K50] 


If®o were equal to zero, the current would pass through the rectifier 
during the entire half-cycle and would rise to the peak value 


I m ' = EJR. 


►[51] 
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Therefore the constant rectifier voltage drop E„ may be thought of as 
Loducing two effects: first, a reduction of the conducts period, and, 
second a reduction of the voltage effective in causing current 

The current through the rectifier may be expressed analytically y 

©- E 0 _ E, m sin wt - E 0 ^ [ 52 ] 


y. 

i = 


R 




Fig. 10. Curves of ignition angle 0! and conduction angle 0, as 
functions of a. or EJE in the circuit of Fig. 9a. 


during the period of conduction. Substitution of Eqs. 50 and 51 in 
Eq. 52 gives v v . 

x — I m ' [(sin (ot) — a], for e, ^ E 0 , [ 53 1 

i = 0, for e, ^ E 0 , [54] 

where it is to be noted that IJ is not the actual peak value of the 
current but is the limit approached by the peak current as E 0 becomes 

small. . 

The ignition angle 0 1 and the conduction angle 0, may be obtained 

through equating i, in Eq. 53, to zero: 



/„'[( sin 0.) - «] = 0; 

[55] 

whence, 

0 1 = sin” 1 a. 

[56] 

By symmetry, 

0 2 = 7T — 0 t , 

[57] 

and it follows that 

e. = e 2 

— e x = TT — 26 1 = 7T — 2 sin- 1 a. 

[58] 


Curves of 6 1 and 0, as functions of a are shown in Fig. 10. 
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The graphical representation in Fig. 9d helps to make the physical 
situation clearer. If the arc drop E 0 is small compared with the applied 
voltage E im , current passes substantially during one half of the period; 
but, if E 0 is comparable with E lm , the current is reduced to small 
pulses occupying only a small fraction of the period. Obviously, the 



Fig. 11. Direct voltage across load 
per unit peak alternating supply 
voltage as a function of a, or 
EJB m . in the circuit of Fig. 9a. 



Fig. 12. Efficiency ijasa function 
of a, or EJE lm , for the rectifier of 
Fig. 9a. 


value of the direct current through the load is reduced as a becomes 
larger. The direct current is given by 

I tc = ~ '» d(<ot) = ^ [(sin tot) - a] d(cot) [59] 

I >T I »—»in _l a 

= — (cos (x)t) -f ac )t [60] 

27T L J sin* 1 a 

= -- (Vl — a 2 — a cos- 1 a). [61] 

7T 

The direct component of the voltage across the load is I dc R, or 

E dc = — (Vl - a 2 - a cos" 1 a). ►[62] 

7T 

The ratio E d JE lm is plotted as a function of in Fig. 11. It is evident 
that the direct output voltage and current are reduced rapidly as the 
value of a, or EJE sm , increases. In many practical applications, par¬ 
ticularly in high-power and high-voltage rectifiers, E 0 is small com¬ 
pared with E tm , and a is hence a small fraction. 



Arl g] QAS RECTIFIER WITH RESISTANCE LOAD 
The effective or rras value of the current is given by 

^ / = /„' J ^ J o [(sin tot) - a] 2 d(<ot) 


= IjJi [(1 + 2a 2 ) cos- 1 a - 3aVl - a 2 ] • 
The power loss in the rectifier is 

or 

Pp = E 0 1 de • 

Equation 66 may be contrasted with Eq. 17. 

The total power input is given by 

Pin = I2R + *« E 0 . 

and the direct-current power output by 

P« = 2R - 

By the use of Eqs. 67 and 68, the efficiency is found to be 




v = — = 




Pin * 2R + hcEo 

This relation may be put in more useful form by means of Eqs. 
61, and 64, as follows: 


/ . 2 


V = 


dc 


P + «/*/.' 


(L±\ (Vl - a*-a cos- 1 a) 2 


(O 2 

2tt 


|^(1 + 2a 2 ) (cos" 1 a) - SaVl - a 2 | 

+ g ^" -- [Vl-a*-a cos -1 a | 


2 (a cos -1 a — Vl — a 2 ) 2 
w cos -1 a — aVl — a 2 

„ (a cos -1 a — Vl — a 2 ) 2 
2 cos -1 a — a.V 1 — a 2 


X 40.6 per cent. 
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[63] 

[64] 

[65] 
►[66] 

[67] 

►[68] 

[69] 
50. 51, 

[70] 

[71] 

[72] 


[73] 
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Values of this quantity are plotted as a curve in Fig. 12 , which shows 
that the efficiency drops rapidly as a increases. Or, stated differently, 
the efficiency increases with the applied voltage E sm and approaches its 
maximum value when E tm becomes large compared with E 0 . Mercury- 
arc rectifiers demand high voltages if their operation is to be 
economical. The maximum theoretical value of >; equals 40.6 per cent 
and coincides with that for the half-wave rectifier in Art. 4a. A 
second important fact to be read from Eq. 73 is that the efficiency is, 
to the degree of approximation contained in this analysis, independent 
of the load and dependent only on the ratio of tube voltage drop E 0 
to applied alternating voltage E tm . This behavior may be termed a 
characteristic of mercury-arc and thermionic-gas-diode rectifiers. 
Because of this dependence of efficiency on the value of a, gas-type 
rectifiers are most useful in applications where E 0 is small compared 
with E im . 

The foregoing analysis may be extended to apply to the full-wave 
connection through recognition of the fact that there are two similar 
pulses of current and voltage per cycle of the supply voltage instead 
of one. 

6. Battery-charging rectifiers 

The analysis of the gas-type rectifier with a resistive load may be 
applied equally well to a rectifier used to charge a battery. In Fig. 9a, 
if t he battery of voltage E 0 is thought of as the battery to be charged, 
and the resistance R as a resistance placed in series with the battery 
to control the charging current, the diagram applies to a half-wave 
battery-charging circuit. If a vacuum-type rectifier element is used, 
the total resistance consists of R 0 and R in series; if a gas-type rectifier 
is used, the total “battery voltage” in the circuit consists of the 
rectifier voltage drop E 0 added to the actual battery voltage. Provided 
Eq and R are interpreted in this manner, most of the equations of Art. 
5 may be applied to the battery-charging circuit. 

7. Polyphase rectifiers 

For the rectification of large amounts of power, polyphase rectifier 
circuits are used in preference to the single-phase circuits of the preced¬ 
ing articles, for several reasons. First, most electrical power is at 
present generated and distributed as three-phase power; hence a large- 
power rectifier should be suitable for use with a three-phase supply. 
Second, as appears in the discussion that follows, the output voltage 
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of a polyphase rectifier is smoother than that of a single-phase rectifier 
.hTnfm" i. us„d with A 

be produced with a simpler and less expensive filter with the poly 
phase circuit; or, in applications where ripple m the output i 
tant and no filter is used, the efficiency of the poiyphase rect.fier.s 
higher. Third, the utilization of supply transformers and other 
associated equipment is better with certain polyphase crcmts than 
with single-phase circuits-that is, for a given rectifier output the 



(c) Anode current* for resistance load 


Fig. 13. Basic three-phase rectifier circuit with a delta-wye-connected 

transformer. 


rating of the associated equipment needed with the polyphase rectifier 
is smaller. 

Most high-power rectifiers consist of either a number of anodes that 
operate from a common cathode or a number of single-anode rectifiers 
that have their cathodes connected together. The following discussion 
applies equally well to either form. Mercury-pool-type cathodes are 
illustrated in the diagrams. Hot cathodes are, however, equal In¬ 
applicable. Some means for starting the arc, such as an ignitor, is 
required with the mercury-pool cathode, but is omitted from the 
diagrams. A few special rectifier circuits do not have the common- 
cathode feature—one such type is discussed in Art. 8. The analysis of 
these circuits is an extension of the analysis given here. 

Figure 13 shows a simple three-phase three-anode mercury-arc 
rectifier with a delta-wye-connected transformer. The transformer in 
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this and other polyphase rectifier circuits serves two purposes. First, 
it provides the proper voltage for the rectifier from whatever supply 
is available; and, second, it provides a common connection to the load 
for the three anodes. With three, or any other number of anodes, 
there must be a common connection to the load through the trans¬ 
former secondary windings; hence these windings must always have a 
neutral connection. This neutral is used as a reference point in the 
following analysis, and voltages are given with respect to it. 

In this elementary discussion the effects of the transformer resis¬ 
tance and reactance are neglected; the anode voltages thus are 
assumed to be sinusoidal and equal to the primary voltages multiplied 
by the appropriate transformation ratio. The anode voltages are then 
equal to the secondary induced voltages e lt e 2 . and e 3 for the three- 
anode rectifier of Fig. 13a. These three anode voltages are shown 
plotted as functions of time in Fig. 13b, which shows that for part of 
the time more than one anode is positive with respect to the neutral. 
Since these voltages are taken with respect to the transformer neutral 
rather than with respect to the cathode, it does not follow that more 
than one anode will conduct at a time. If the arc voltage drop is 
assumed to be independent of the current and to be the same for all 
anodes, the potential of the cathode with respect to the neutral is as 
shown by the dotted wave in Fig. 13b. For two anodes to conduct at 
the same time, they must be at the same potential. Since this equality 
occurs only at the intersection of the anode-voltage curves, only one 
anode will conduct at a time, and this anode is the one that has the 
highest potential with respect to the neutral. The arc transfers from 
anode to anode in the order 1, 2, 3, 1, 2, 3, and so on. This transfer is 
termed commutation of the current, and the difference voltage, 
e 2 ~ e \- e z — e 2 ' an( l so on * w ^en positive, is called the commutating 
voltage. 

For convenience, the voltage of the conducting anode with respect to 
the transformer neutral may be defined as the rectified voltage. The 
symbol e d0 indicates the instantaneous value of this rectified voltage, 
and the symbol E d0 its average value or direct component. In the 
three-phase rectifier of Fig. 13a. the rectified-voltage wave follows the 
positive caps or envelope of the sinusoidal anode voltages e v e 2 , and e 3 
in Fig. 13b. At every instant it is greater than the cathode-to-neutral 
voltage (shown as a dotted line) by the amount of the arc voltage drop 
in the rectifier, which is relatively constant. Thus the rectified voltage 
defined here is not the true voltage across the load, for it includes the 
arc voltage drop and the voltage drop in a smoothing reactor if one is 
used in series with the load. However, the selection of the rectified 
voltage as the quantity for analysis in the following discussion 
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,imolifies the relationships. The actual direct output voltage may be 
obtained through subtraction of the essentially constant arc voltage 
£p and the direct voltage drop in the resistance of the filter from 

F the average value of the rectified voltage. 

Though moft of the power generated at present ,s three-phase 
oDtimum conditions of rectification are somet imes not realized unles 
TpoTyphase source having a number of phases greater than three ,s 


Primary Secondary 





used. Consequently transformation of the available three-phase 
power into six-phase, twelve-phase, or other polyphase power by 
means of transformers, called phase transformation, is commonly 
employed in the alternating-current supply circuit of the rectifier. An 
understanding of the methods of phase transformation discussed in 


306 


RECTIFIER CIRCUITS 


[Ch. VI 


Magnetic Circuits and Transformers is therefore desirable as a 
background for this discussion. 

Six-phase operation is obtained if three center-tapped secondary 
windings, each associated with one of the primary windings, are con¬ 
nected to six rectifiers as in Fig. 14a. This connection has many of the 
same advantages over the connection of Fig. 13 that the single-phase 
full-wave circuit of Fig. 7 has over the half-wave circuit of Fig. 0 , for 
it resembles three single-phase full-wave rectifier circuits connected 

in parallel, but with theircorrespond- 
ing secondary voltages displaced 
from one another by 120 electrical 
degrees. Because of the intercon¬ 
nection, however, it differs from such 
an arrangement of three circuits in 
several important respects, as is 
discussed subsequently. The cathode 
potential of the rectifying devices 
follows somewhat below the envelope 
of the secondary voltage waves in Fig. 14b, and the lowest 
ripple frequency in the output voltage is consequently six times the 
supply frequency—twice that in the three-phase rectifier of 
Fig. 13. 

One or a number of rectifiers having p anodes may be connected to 
a p-phase system of voltages in a star circuit similar to that of the 
three-phase and six-phase rectifiers of Figs. 13 and 14. The operation 
of such a rectifier circuit is similar to that of the three-phase rectifier 
circuit except that the arc is commutated p times in each cycle instead 
of three times. Thus each anode conducts for 2nlp radians in each cycle 
of the supply voltage, and the rectified voltage e d0 consists of a series 
of sine-wave caps, each of which extends over that interval. 

The rectified voltage e d0 for the general case of the p-phase rectifier 
may be expanded into a Fourier series and thus resolved into a steady 
direct voltage and a series of harmonic voltages. Since the number of 
phases affects the value of E d0 as well as the magnitude and frequency 
of the harmonic voltages, it must be considered in the choice of a 
rectifier. If the instant at which a peak of the rectified voltage occurs 
is chosen as the zero instant of time, as shown in Fig. 15, the voltage 
wave is an even function, and only cosine terms appear in the Fourier 
series. If the effective value of each of the secondary phase voltages 
e,, e 2 , e 3 , • • • is E s> the equation for the rectified voltage between the 
limits — ( 7 r/p) and -f(Wp) * s 



Fig. 15. Waveform of the instan¬ 
taneous rectified voltage e^ in a 
p -phase rectifier. 


e d0 = V2E S cos Ojt. 


[74] 
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The average value of e d0 is given by 

+(»/p) 

-(•Ip) 


A f ' V2E s cos (ot d(tot) = V2E s sin tot 

d0 2 IT J-(nlp) 


+ (nlp) 


-(•Ip) 


[75] 


. 77 
sin - 



►[76] 


V 

Table I gives the average rectified voltage E d0 in terms of the effective 
value of the voltage E s for various values of the number of phases p. 


TABLE I 


p 

2 

3 

4 

G 

12 

CO 

E, 

0.90 

1.17 

1.27 

1.35 

1.40 

V2 


If E n represents the effective value of the nth harmonic component 
of the rectified voltage (that is, the component having a frequency n 
times the supply frequency), by Fourier analysis, 


J E n =|?J E s cos tot cos ntot d(tot) |. [77] 

The magnitude sign is inserted because, since E n is an effective value, 
it is positive, whereas the member of the equation within the magni¬ 
tude bars is a coefficient of the Fourier series and may be either 
positive or negative. Upon integration and substitution of the limits, 
this relation gives 



Since the lowest value of n is equal to p, and higher values of n must 
be multiples of p, n/p may be replaced by m, where m is an integer; 
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sin mr/p then becomes sin mn and is equal to zero. Substitution of m 
for n\p in Eq. 78 therefore gives 



From Eqs. 80 and 76, the peak value of the nth harmonic, Vz E nl 
expressed as a fraction of E d0 . is therefore 


Since 


yflE n 


E 


«/o 


2 

—- cos mn . 

n* — 1 


cos mn = ±1, 


V2E m 


E 


uo 



[81] 

[82] 

►[83] 


which is independent of p. Table II gives VtEJE d0 for several values 
of 71. 

TABLE II 


n 

2 

3 

4 

6 

8 

H 

12 

18 

24 

V2£„ 


0.250 

0.133 

0.057 

0.032 

- 1 

0.025 

0.014 

0.006 

0.0035 


It must be remembered that these harmonic voltages exist only 
when n is a multiple of p. For example, if p equals 6, n can have only 
the values 6, 12, 18, and so on. The magnitude of a harmonic voltage of 
a particular frequency is independent of the number of phases when 
expressed as a fraction of the average rectified voltage. 

Table I shows that the direct component of the rectified voltage 
E d0 increases as the number of phases increases and that it approaches 
the peak value of the anode voltage as p approaches infinity. For all 
practical purposes, it is equal to the peak anode voltage for p equal to 
or greater than twelve. Table II shows that the magnitude of the 
ripple voltage decreases and its principal frequency increases as the 
number of phases increases. For example, a six-phase rectifier has the 
same percentage of sixth, twelfth, and eighteenth harmonics as a 
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three-phase rectifier, but it has no third, ninth and fifteenth har¬ 
monics, which are present in the three-phase rectifier Tables I and II 
show two advantages of a large number of phases. I hat there are also 

some disadvantages will appear later. 

Usually, a load reactor is connected in series with the transformer 
neutral of a power rectifier. This is a smoothing reactor and absorbs 
most of the ripple in the load voltage. In a few rectifier applications, 
the ripple may not be undesirable and the reactor is then omitted. It 
a reactor is used, it is appropriate to assume that the load current is a 
constant I de . Of course the load 


current can never be absolutely 
constant, but for six- and twelve- 
phase rectifiers the ripple voltage is 
very small, so that a reactor large 
enough to give substantially con¬ 
stant load current is not economic¬ 
ally prohibitive. Because of the 
reactor, the load current is assumed 
to be essentially a constant in the 
following analysis, no matter how many phases are used. 

The symbols a„ a 2 , a 3 , • • • are used here to denote the respective 
instantaneous anode currents. From previous considerations, it is 
clear that, if the transformer reactance is neglected and the load 
current has the constant value I de , the anode currents are equal to 
J de for 2 n/p radians and are equal to zero during the remainder of a 
cycle. Figure 16 shows the anode currents for the three-phase rectifier 
of Fig. 13 when a load reactor is used. From this figure it may be seen 
that the average value of each anode current is / d J 3 for this circuit, 
and I d Jp in general. The root-mean-square or effective value of each 



U)t 


Fig. 16. Anode currents in a three- 
phase rectifier with a load reactor. 


anode current is denoted by / a and given by 



j± f"« 

V 2tt Jo 


2 d(o)i) = 




►[ 84 ] 


where a may be any one of the anode currents a v a 2 , a 3 , • • • . 

Since the losses in the transformer depend upon E s and /„, the 
required volt-ampere rating of the transformer is not equal to the 
output power rating of the rectifier unit and is different for different 
values of p. The product E s I a is the required volt-ampere rating per 
phase of the transformer secondary windings, and the total required 
rating of the transformer secondary windings is given by 


P 2 = P EJ„ = Vp£,/ ic . 


►[85] 
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The direct-current power, including the loss in the rectifiers, is given 

by 


P = = V2 E,l ic ? sin ►[86] 

77 p 

The ratio of this power, which is approximately the output rating of 
the rectifier unit, to the required rating of the transformer secondary 
windings is 

. 77 



►[87] 


V 


This quantity, known as the secondary utilization factor , is similar to a 
power factor except that it results from a nonsinusoidal transformer 
current rather than a phase angle between the current and voltage. 
The secondary utilization factor has a maximum value when p is 2.69, 
but of course p must always be an integer. Table III gives the 


TABLE III 


Number of phases, p 

2 

mm 

lane 

m 

12 

CO 

Secondary utilization factor 

0.636 

0.675 

0.636 

0.551 

0.399 

MM 


secondary utilization factor for several values of p. This table shows 
that, as the value of p increases above three, the required rating of the 
transformer secondary windings must increase for the same output, 
and therefore the transformer becomes more expensive. This fact is 
one of the chief disadvantages of a large number of phases. 

All the foregoing results involve the assumption that the trans¬ 
former secondary windings are connected in star. Through use of 
special connections, most of the advantages of both a large and a 
small number of phases can be obtained simultaneously. For example, 
in the delta, six-phase, double-wye connection shown in Fig. 17 the 
ripple voltage is the same as that of a star-connected six-phase rectifier, 
and yet the secondary utilization factor is equal to that of the three- 
phase rectifier. This connection is effectively two three-phase rectifiers 
operating in parallel, but with their sets of secondary voltages dis¬ 
placed 60 degrees from each other. The neutrals of the two wyes are 
connected together through a center-tapped reactor known as an 
interphase transformer (abbreviated I.P.T.), and the load, and smooth¬ 
ing reactor when used, are connected from the center terminal of the 
interphase reactor to the cathodes of the rectifiers. 

Figure 17b shows the rectified voltages of the separate wyes that 
would result if their neutrals were connected to different loads. The 
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I: j _ ine W aves are for the 1-3-5 set of rectifiers, and the dotted sine 
waves for the 2-4-6 set. The interphase transformer acts as an 
inductive potential divider across the difference of these two' 
so that the instantaneous rectified voltage measured from ® 
terminal of the interphase transformer is equal to the instan 


Primary 


Secondary 





(bj Voltage waveforms 


Fig. 17. Delta, six-phase, double-wye rectifier circuit with interphaso 

transformer. 


average of the rectified voltages of the two separate wyes, as is shown 
by the heavy curve in Fig. 17b. From Tables I and II, the rectified 
voltage of the 1-3-5 wye is 
e dl = 1.17JPJ1 + 0.25 cos 3 cot — 0.057 cos 6c ot 

+ 0.025 cos 9 cot — •••]• [88] 

Since the rectified voltage of the other wye is shifted 60 degrees, it is 
e d2 = l.nE t [l + 0.25 cos 3(c ot + 60°) — 0.057 cos 6 (cot + 60°) 

+ 0.025 cos 9 (cot + 60°)-] [89] 

= 1.17i£ 3 [l — 0.25 cos 3cot — 0.057 cos 6 cot 
— 0.025 cos 9 col + •••]. 


[90] 
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The instantaneous rectified voltage of the system, which is the 
instantaneous average of e dl and e d2 , is 

e d0 = 1.17£J1 — 0.057 cos 6 tot + •••]. [01] 

The average value of the rectified voltage is the same as for a three- 
phase rectifier. That is, E d0 equals IME,, whereas, without the inter- 
phase transformer—that is, in a six-phase star connection— E d0 
equals 1.35 E t . The ripple frequencies and the percentage ripple, how¬ 
ever, are the same as for a six-phase rectifier. Since each anode con¬ 
ducts for one-third of a cycle, the secondary utilization factor is the 
same as for a three-phase rectifier, which is the maximum obtainable 
with a star connection. Also, the rectifiers work under better conditions 
than they would without the interphase transformer, since each anode 
current while flowing is only one-half the load current, whereas with¬ 
out the interphase transformer it is equal to the load current. This 
reduced current generally gives a smaller arc voltage drop and 
therefore a lower loss in the rectifiers. 

When the transformer leakage inductance is neglected, one result of 
the approximate analysis is that the arc shifts instantly from one 
anode to the next. This apparent sudden commutation of the current 
would be accompanied by an infinite change of the anode current in a 
transformer winding, which is, of course, impossible. A more nearly 
exact analysis requires a study of the effect of the transformer leakage 
inductance upon the anode current and voltage and upon the rectified 
voltage. 6 Such an analysis shows that the leakage inductance prolongs 
the conduction period, reduces the direct output voltage, and reduces 
the effective value of the anode current. 

8. Bridge, or double-way, rectifier circuits 

Several different circuits in addition to the half-wave and full-wave 
connections have been devised for rectifying single-phase alternating 
current. One of these, the single-phase bridge connection , or diametric 
double-way circuit, drawn in alternate ways in Figs. 18a and 18b, is an 
arrangement of rectifiers that permit full-wave rectification of the 
current from a two-terminal source. A transformer without a center 
tap may be used as a supply, which may be an advantage in some 
applications. During the half-cycle in which the source voltage e, is 

• D. C. Prince and F. B. Vodges, Principles of Mercury-Arc Rectifiers and Their 
Circuits (New York: McGraw-Hill Book Company, Inc., 1927); L. B. W. Jolley, Alter¬ 
nating-Current Rectification and Allied Problems (3rd ed.; New York: John Wiley & Sons, 
Inc., 1928); O. K. Marti and H. Winograd, Mercury-Arc Rectifiers—Theory ami Practice 
(New York: McGraw-Hill Book Company, Inc., 1930); H. Rissik, The Fundamental 
Theory of Arc Converters (London: Chapman and Hall, Ltd., 1939). 
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nnsitive (relative to the reference direction shown on the figures), the 
rectmer elements 1 and 3 conduct current while the rectifiers 2 and 4 
let as open circuits. Thus a current flows through the load resistance 
R n the positive direction of the current i. During the following half¬ 
cycle the voltage e, reverses, so that the rectifiers 2 and 4 conduct and 


Copper-oxide rectifiers 

A 





(b) Alternative representation 

Fig. 18. Single-phase bridge, or diametric double-way, rectifier circuit 
and its application in the rectifier-type voltmeter. 


rectifiers 1 and 3 do not conduct. The current through the load is 
again in the same direction; thus full-wave rectification is obtained. 
This type of circuit is called a double-way rectifier 7 because “the current 
between each terminal of the alternating-voltage supply and the 
rectifying elements connected to it flows in both directions.” Both the 
primary and the secondary currents in the supply transformer are 
sinusoidal; consequently, for the same output, this transformer can 
be smaller than the transformer for the full-wave circuit. 

The bridge circuit is at a disadvantage if a low voltage is to be 
rectified, not only because it requires four rectifiers instead of the one 
or two rectifiers used by the half-wave and full-wave circuits but also 
because two rectifiers in series are always carrying the current. For 
this reason, the voltage drop in the rectifiers while conducting causes 
a greater power loss than it would in other circuits. When not con¬ 
ducting, however, each rectifier is effectively connected directly 
across the alternating-current source, so that its required peak- 
inverse-voltage rating is approximately equal to the peak voltage of 

7 American Standard for Pool-Cathode Mercury-Arc Power Converters—A.S.A. No. 
C34.1-1949 (New York: American Institute of Electrical Engineers, 1949), 7. 
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the source, and. for a given direct output voltage, is only half that 
required in the half-wave or full-wave circuits. This fact, together 
with the fact that the transformer required is smaller, of lower 
voltage, and of a simple standard two-winding type, makes the bridge 
circuit especially suited to the rectification of high voltages. Also the 
bridge circuit is particularly well adapted to application of selenium 
and copper-oxide rectifiers because they have relatively low peak 
inverse voltage ratings. 

The bridge circuit is sometimes used, as shown in Fig. 18c, with 
small copper-oxide elements as rectifiers and a sensitive direct-current 
ammeter as a load, to form a rectifier-type ammeter, voltmeter, or 
galvanometer that may be used to measure alternating currents or 
voltages over a fairly wide range of frequencies.® Care should bo 
exercised in interpreting the readings of rectifier meters, particularly 
when the unknown current or voltage contains harmonics, for the 
deflection of the instrument is not directly proportional to the root- 
mean-square value of the input wave. 

A polyphase embodiment of the bridge, or double-way, principle is 
the rectifier connection shown in Fig. 19. It may be looked upon as 
two three-phase rectifiers supplied from the same three-phase voltages, 
and connected in series. The lower set of rectifiers produces positive 
output voltage with respect to the secondary neutral, just as in Fig. 
13. Since the cathodes, rather than the anodes, of the upper set are 
connected to the transformer terminals, the upper set conducts 
current from the transformer in a direction opposite to that of the 
lower set. Hence the upper set produces negative output voltage with 
respect to the neutral. The average value of the total output voltage of 
the two in scries is thus twice that of either alone. The neutral con¬ 
nection is not used as an output terminal and hence is shown dotted 
in Fig. 19. 

The waveform of the output voltage may be determined from a 
consideration of the secondary voltage waves, which are drawn in Fig. 
19b. The potential of the common cathode of the lower set of three 
rectifiers lies below the upper envelope of the voltage waves by the 
amount of the rectifier voltage drop. Similarly, the potential of the 
conducting anode of the upper set lies above the lower envelope by 
the same amount. The rectified output voltage inclusive of these 
voltage drops, e d0 , is hence measured between the upper and lower 
envelopes as indicated. The ripple in this rectified voltage is the same 
as in a six-phase star rectifier circuit. 

* J. Sahagen, “The Use of the Copper-Oxide Rectifier for Instrument Purposes,” 
I.R.E. Proc., 19 (1931), 233-246. 
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The rectifiers conduct in pairs to provide a path for current through 
the transformer from the upper to the lower output terminal, just as in 
the single-phase rectifier of Fig. 18a. The conduction periods of the 
rectifiefs within the upper and lower sets do not coincide in time, 



(a) Circuit connections 



Fig. 19. Delta, six-phase, wye, double-way (bridge) rectifier circuit. 

however. Each rectifier conducts for 120 degrees per cycle correspond¬ 
ing to a lobe along the upper or lower envelope of the voltage waves 
as is indicated in Fig. 19b. When the phase order is a-b-c, the rectifiers 
conduct in pairs in the order 1-6, 3-6, 3-2, 5-2, 5-4, 1-4, 1-6, and so 
on. Since each rectifier conducts one third of the time, its required 
average current rating is one third of the average output current. 
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When one rectifier in a set is conducting, the inverse voltage across 
the other two is the line-to-line secondary voltage. Hence the maxi¬ 
mum inverse peak voltage across any rectifier equals the peak value 
of tho line-to-line secondary voltage. 

Each secondary winding carries the current conducted by two 
rectifiers. These currents (low in opposite directions through the wind¬ 
ing, however; hence the average winding current is zero. Direct- 
current magnetization of the core and consequent excessive exciting 
current are thereby eliminated. Furthermore, since the winding 
carries current in one direction or the other for two thirds of the time, 
the secondary utilization factor for this connection is relatively largo. 
This large secondary utilization factor together with tho facts that 
only three two-terminal secondary windings aro needed and that 
their required voltage ratings are only half that needed for tho same 
average output voltage in a three-phase wye connection makes the 
transformer relatively inexpensive for a particular power output. 
This connection is widely used, particularly in power supplies for 
radio transmitters. 

9. Rectifiers with a smoothing capacitor 

All the single-phase rectifier circuits previously considered have a 
resistance load and no filter for reducing the pulsations in the output 
voltage. The full-wave and bridge circuits give a smoother output 
wave than the half-wave circuit, and a substantial reduction in the 
ripple factor is gained by their use. Further reduction of the rippl" 
factor can be achieved by the use of a polyphase source of voltage so 
connected that a pulse of current is obtained in the output from each of 
the phases during every cycle of the applied alternating voltage, as dis¬ 
cussed in Art. 7. The production of a very smooth wave-form would, 
however, entail the use of a source having so many phases as to be pro¬ 
hibitive in most applications. Consequently, some sort of filter circuit is 
commonly used as a means of reducing the ripple where a very smooth 
output voltage is required. 

One of the simpler methods for smoothing the current is the use of a 
capacitor connected in parallel with the load, in the manner shown in 
Fig. 20 for a half-wave rectifier. The capacitor stores energy obtained 
from the source during the period that the rectifier conducts, and 
delivers energy to the load during the nonconducting period. In this 
way, the time during which current passes through the load is pro¬ 
longed considerably as compared with the time of conduction through 
the rectifier; in fact, the load current may be continuous, whereas the 
rectifier current flows in pulses. 
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Vj£ simplify the analysis of the 'behavior of the rectifier with a 
omnothing capacitor, the rectifier is assumed to be perfect. In other 
words, it is assumed to be the ideal rectifier described in Art. 3 and to 
art as a switch that is closed for current in the positive direction but 
opens when the current tends to reverse. A further assumption 
is that the internal imped¬ 
ance of the source and trans¬ 
former used is zero. (Though 
these two assumptions are e,-J 
often not justified in practice, 9 
the analysis that follows may 
serve as a basis for estimating Fig. 20. Half-wave rectifier circuit with 
thebehaviorof anactual circuit/ * shunt capacitor for smoothing. 

As a first step in the analysis, a qualitative understanding of some 
aspects of the circuit performance can be gained from a consideration 
of the simplified circuit of Fig. 21a, where the load resistance R is con¬ 
sidered to be so large as to require a negligible current and is therefore 
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Fig. 21. Half-wave rectifier circuit with a smoothing capacitor 

but no load. 


omitted. Assume that the switch S is closed at a time £ equal to zero 
with the capacitor uncharged. The voltage of the source is 

e, = E sm sin cot , ^' [92] 

and the current through the capacitor is then 

i e =Cp = c oCE, m cos cot. ■ [93] 

at v 

Thus the current wave through the circuit is the pulse shown in Fig. 21b w 
• 0. H. Schade, “Analysis of Rectifier Operation," I.R.E. Proc., 31 (1943), 341-361. 
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as part of a cosine wave, ^ince the voltage across the rectifier, e b , is 
zero during conduction, the voltage across the capacitor, e, which is 
the output voltage, eauals the source voltage, e„ while dejdt and the 
current are positive. (Jhese conditions obtain from the instant *V is 
closed until the time at which tot equals nJ2. At this time, the current 



Conduction Conduction 
starts stops 

Fig. 22. Typical waveforms in the circuit of Fig. 20. 


would reverse if it were not for the rectifier. The rectifier prevents such 
a current reversal, and the capacitor cannot discharge. The capacitor 
voltage therefore remains at its peak value E fm , and the voltage 
across the tube, given by 

«• = e. - v, [94] 


has the waveform shown and is always in the inverse direction. It 
may be noted that the peak value of the inverse voltage across the 
tube is 

Wheir'a-f'esistance load R is added so that the circuit of Fig. 21a 
becomes that of Fig. 20, the capacitor voltage does not remain at E sm 
once the capacitor is charged, because the capacitor discharges through 
the load resistance while the tube is not conducting. During each non¬ 
conducting period, the capacitor loses part of its charge; and, during 
every positive half-cycle of applied voltage, current flows through the 
rectifier to replace the charge drained off during the previous non¬ 
conducting period. The behavior of the circuit can then be described 
as a steady state consisting of a series of identical repeated transients, 
and a transient analysis is necessary to describe it quantitatively. 

The curves of Fig. 22 serve to portray the general nature of the 
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waveforms of the currents defined in Fig. 20 and to define the ignition 
k e at the start of conduction, the extinction angle 0 2 at the end of 
2 conduction period, and the angle of conduction 0 Two relations 
among the currents are apparent. First, during the conduct.on period, 

n=f + v.^ 

and second, during the nonconduction period, 

[96] 


and therefore 

«, = -<■ • t 97 l 

During the conduction period, the rectifier is essentially a short 
circuit—it is assumed to be ideal—and the currents are given by 

f = sin lot, [98] 

K 



i c =Cp = wCE,„ cos tot, [99] 

dt 

i. =i sin u)t +,a)CE lm cos tot [ 100 1 

= E sm V(1 IR 2 ) + («^) 2 sin M + tan- J o tCR)/ [101] 


The extinction angle 0 2 may be determined by the condition that at the 
end of the conduction period, 



H = i + i, = 0, 

no2] 

and 

a. 

ii 

• 

[103] 

Therefore 

pp sin 0 2 + toCE, m cos 6 t = 0, 

H 


' 

[104] 

and 

toCR = — = r- tan 0 a ; 

COS 0o 

[105] 


thus, in terms of the dimensionless ratio of resistance to capacitive 
reactance, o)CR, which is used as the independent variable in much of 
the subsequent analysis to make the results universally applicable for 
all combinations of resistance, c apacita nce, and freque ncy, ^ 

0 2 = tan -1 (—e oCR ). [106] 

Since R , co, and C are all positive quantities, 0 2 must lie in the second 
or fourth quadrant. Furthermore, as C approaches zero, 0 2 must 



320 


RECTIFIER CIRCUITS 


[ Ch. VI 


Henc^ Ch the Va,Ue f ° r * S ' mple resis,ance load, namely, 180 degrees. 

90° < 0, < 180°. [107 ] 

When cot equals 0 2 . conduction through the rectifier stops, and the 
capacitor begins to discharge through the resistor R until the time at 
winch cot equals 2 „ + 0 , j s reached. During this nonconduction part of 

the cycle, the rectifier acts as an open circuit, and the current through 
the load is described by 

it + ^R i = 0 [' 08 i 

as the capacitor discharges. Consequently, 

t cU 

i = At CR = Ae~ZcR, ” [109] 

Wvhere the constant A may be determined from the condition that the 
capacitor voltage, and hence the current through the load resistor, 
must be continuous from the conduction period to the blocking period 
at the instant when cot equals 0 2 ; that is. the currents given by Eqs. 
98 and 109 must be equal for cot equal to 0 2 . Thus 


^4rsin 0, = At iS*. 


whence 


“Fp sin 0 2 / 

Jti 


[ 110 ] 


[ 111 ] 


With the constant A evaluated, the expression for the load current 
during the blocking period becomes 


—jr sin 0 2 t 


-Sj? 


[ 112 ] 


The end of the blocking period, or the start of the next conduction 
period, is reached when the supply voltage e, becomes equal to the 
voltage Ri obtainable from Eq. 112, because, from that time on, there 
is a tendency for the voltage across the_tube to be positive, and the 
tube therefore conducts. At the end of the blocking period, 

wt = 2rr +T£. [113] 

Consequently, the ignition angle may be found from the condition that 
Ri from Eq. 112 equals e, from Eq. 92 when iot equals 27 t + 0 1# Thus 


# 5m sin0 2 € <°cr = E sm sin (2 tt + 0,), 


[114] 


iS 2 n-(fl,-0,) 

sin 0j = sin 0 2 € | 


[115] 
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which can also be expressed as 

2ir -(Ol-fll) 

sin 0, = sin (ta mCR - l n6 J 

. _e tan ~'wCR is an angle in the first quadrant and has the same 
* ne as the angle tan-‘(-toCfl) in the second quadrant. Also, since 

e t = 0,-0,, l 117 l 

2t-t| 

= sin 0 2 €~ u > CR . [ 118 1 

If sin (0? — °i ) 13 replaced b Y its equal, sin (tt — 0 2 + °.)» and ( w 
in turn is replaced by tan ~ l (oCR, an angle in the first quadrant, Eq. 

11 8 takes the form 

2— 9t 

sin [tan -1 (toCR) -f 0J = sin (tan ~ l wCR) c ujCK • U 19 1 

Equations 115 and 118 are transcendental and cannot be solved 
explicitly, but graphical methods of solution may be used with success. 
Since 0 2 is determined by (oC R and Eq. 106, if the two members of Eq. 

115 or 116 are plotted as functions of 0 X for a particular value of ojCR , 
the intersection of the two resulting curves determines 0 , for that par¬ 
ticular value of ojCR. Repetition of this procedure for different values 
of coCR allows a curve of 0, as a function of wCR or of tan _ 1 wCi? to be 
obtained point by point. The results of such a process of graphical 
solution are shown in Fig. 23, where curves of 0 X and 0 2 are plotted as 
functions of tan 'wC R. 

Since the operation of a full-wave rectifier with a smoothing 
capacitor is the same as that of the half-wave rectifier, except that 
two pulses of current instead of one are received by the capacitor in 
each cycle, this same analysis may be applied to the full-wave rectifier. 
However, in Eq. 113 and the equations that follow it, 2 tt must bo 
replaced by n to account for the shorter time that the capacitor is 
required to store a charge. The curve for 0 X in the full-wave rectifier is 
found through making this change, and is plotted in Fig. 23. The 
curve for 0 2 is the same for either rectifier connection. 

The conduction angle 0,, obtainable from Eq. 118 or 119, is the 
vertical distance between the curves for d x and 0 2 in Fig. 23; a separate 
curve of it is plotted for the half-wave rectifier. Thus, if the load 
resistance R and the reactance of the capacitor l/(wC) are known, this 
diagram gives the three angles 0 lt 0 2 , and 0 , necessary for the remainder 
of the analysis of the circuit behavior. The ignition angle 0 Y is sub¬ 
stantially zero for coCR less than unity (tan - 1 coCi? less than 45 degrees) 
in the half-wave rectifier, but it increases rapidly for larger values of 
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ojCR and approaches 90 degrees as a limit. Clearly, one effect of 
increasing the capacitance is to shorten the conduction angle 0 t . 

The foregoing determination of the expressions for the several 
currents appropriate both to the conduction and to the nonconduction 



0® 10* 20® 30® 40® 50® 60° 70® 80" 90® 

Tan‘* uCR 

0 1 00 
uCR 

Fig. 23. The ignition angle the extinction angle 0 2 , and the 
conduction angle 0 i as functions of tan -1 toCR. 


periods, and for the beginning and end of these periods, makes it 
possible to summarize the existing currents in the half-wave circuit. 
They are periodic and for one cycle are given by the following 
expressions: 
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Load current: 

f^sin cot. 


IV R 2 + (1/coO) 2 

Capacitor current: 

(E. m <oC cos cot, 


O^cot^ 0 2 

tan 

otCR ,0 2 <L(ot<L27T + 0 1 . 


h = 


R* + (\IojC) 2 


0i <; 0 2 

Un-»(—CIQ—rf 

c , e t ^ tot ^ 2 tt + 0! . 


►[ 120 ] 


►[ 121 ] 


[ 122 ] 

[123] 


Rectifier current: 

r£ jm V(\IR) 2 + (wC)~ 2 sin (co* + tan-’oidt), 0i ^ ^ 0 2 ►[ 1 24 ] 

o’ 0 2 ^ o>( ^ 2 tt + 0i. ►[125] 


Corresponding expressions for the full-wave connection are obtained 
if 2 w is replaced by n in Eqs. 120 to 125. 

Curves of the load current i and the rectifier current i b both multi¬ 
plied by RIE sm , are drawn for several values of the parameter coCR in 
Figs. 24b and 24c. The relation between these curves and the curves of 
Fig. 23 is shown by the reproduction of Fig. 23 with axes inter¬ 
changed in Fig. 24a. For each value of ojCR, the angles of ignition and 
extinction are determined in Fig. 24a and projected into Figs. 24b and 
24c. The horizontal lines in Fig. 24a show the extent of the conduction 
period, and the portion of a sine wave shows the relation of the con¬ 
duction period to half a cycle. The current curves illustrate the change 
in waveform effected by an increase in the capacitance C when the 
resistance R and the peak voltage E sm are held constant. Other curves 

_for example, those for various values of R with C held constant 

may be obtained from this diagram if the currents are multiplied by 
the appropriate factor. The curves of Fig. 24b show the load current. 
When wCR is zero, the waveform is the rectified half sinusoid of Art. 
4a. An increase of the capacitance C increases the period of conduction 
through the load and reduces the minimum value to which the 
current drops, thereby smoothing the wave. In the limit, when coCR 
is made infinite, this circuit would supply the load with a steady 
direct current with no ripple. 

The magnitude of I dc > the steady component of the load current, 
increases with increasing C, and it follows from Fig. 24b that the 
magnitude approaches E sm lR as a limit when coCR approaches infinity. 



(a) Relation between conduction period and tan •* uCR 



Fig. 24. Dimensionless curves of load and rectifier currents for the 

circuit of Fig. 20. 

which, after integration, the use of Eq. 115, and certain trigonometric 
transformations, may be put in the form 


I dc = 5= V(l/fl) ! + («*?)* (1 - COS $,). 


►[127] 
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The effect of capacitance variations on the direct load current is 
shown by Eq. 127 written in the nondimensional form 

/, e JL = J- V 1 + (coCB)* (1 - cos 0 t ). [128] 

*im 2rr 

This equation, when plotted, yields the curve for I dc (RIE im ) in Fig. 25a. 
Since the capacitance C does not appear in the left-hand member of 



(a) Load-current curves (b) Load-voltage curves 


Fig. 25. Dimensionless curves showing the dependence of the 
direct components of load current and load voltage on load 
resistance and smoothing capacitance. 


Eq. 128, this curve may be used to determine the variation of the 
direct current with the capacitance when the other circuit parameters 
are held constant. It shows quantitatively the increase in current 
produced by an increase in the capacitance, which is indicated 
qualitatively in Fig. 24b. 

Another nondimensional form of Eq. 127, 



\HcoC) 


dc 


E 


sm 



(1 — cos 0,), 


[129] 


plotted as shown in Fig. 25a by the curve for I dc (X e /2£ im ), shows the 
effect of load-resistance variations on the direct load current. Since R 
does not appear in the left-hand member of Eq. 129, the curve plotted 
from that equation illustrates the variation of I de with R when the 
remaining circuit parameters are constant. When R is zero, an infinite 
short-circuit current is indicated, because the rectifier loss and the 
internal impedance of the alternating-current source are neglected in 
this analysis. The open-circuit current is, of course, zero. 

The waveform of the output voltage is the same as that of the out¬ 
put current, since the load is a resistor. If the load resistance is so large 
that the load current may be assumed to be negligible, the circuit is 
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equivalent to the simpler circuit of Fig. 21a; and a perfectly steady 
output voltage equal to E lm , the peak value of the supply voltage, 
results, as shown in Fig. 21b. For lower values of the load resistance, 
the capacitor is appreciably charged and discharged during each cycle, 
so that a ripple voltage is produced and the average value of the out¬ 
put voltage is decreased. The average output voltage E de is obtained 
if Eq. 127 is multiplied by R\ it is 

E ic = Vl + (o£R)*( 1 - cos 0,). >[130] 

From this equation, the curve of Fig. 25b, which shows the variation 
of E de with (oCR, is plotted. The additional abscissa scale for 
I df {X e IE am ) is obtained from the curve for this quantity in Fig. 25a. 
This scale permits determining the variation of the output voltage 
with output current when all parameters of the circuit except the load 
resistance R remain constant. It is seen that the regulation of this 
rectificr-and-filter circuit is very poor. 

The curves of Fig. 24c show the instantaneous rectifier current for 
several values of tan ~ l o)CR from 0 to 90 degrees. A comparison with 
the load-current curves of Fig. 24b brings out the fact that as the load 
current is smoothed, the rectifier current—and thus the supply current 
—becomes more and more peaked and rises to a higher and higher 
value. A shortening of the conduction period and an increase in the 
peak value of the rectifier current are necessarily associated with 
smoothing by the parallel-capacitor circuit. Under operating con¬ 
ditions, these large peak currents may damage the rectifying device 
even though its average-current rating is not exceeded by the direct- 
current output and its loss is below the permissible value. This fact 
is true particularly of a gas tube having a thermionic cathode as 
discussed in Art. 2b, Ch. V. The connection of a resistor or inductor in 
series with the rectifier is sometimes used to reduce this peak current 
to a tolerable value. In general, smoothing by the method of a parallel 
capacitor is not good engineering practice when a gas tube is used, and 
the smoothing is obtained preferably by the use of a series inductor, as 
discussed in the next article. 

Derivation of a complete expression for the ripple voltage in the 
output of a rectifier with a smoothing capacitor for all values of load 
is difficult. When the load current is so small that the load voltage 
decays only a small percentage during the nonconduction interval, 
however, the relatively simple approximate method 10 that follows 
yields results of great utility. 

10 L. B. Arguimbau, Vacuum-Tube Circuits (New York: John Wiley & Sons, Inc., 
1948), 27-28. 
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The rectifier current may be represented by the general Fourier 
series: 

i== j de + y/ll x sin ajt + V2 // cos (ot + V 2 I 2 sin 2 cot 

-f V 2 I 2 cos 2cot -f • • • * 

The coefficients in this series are given by 11 

^ 32 ] 



i sin cot d(cot), 
i cos cot d{a>t). 


i sin 2cof d{(ot), 
i cos 2tot d(cot), 


[133] 

[ 134 ] ,. 

[135] - 

[136] “' 


and so forth. 

Since for large values of load resistance, or toCR , the current pulse 
persists for only a short time interval near 7 t/ 2, 57r/2, 97r/2, and so 
forth, as is shown in Fig. 24c, sin ajt, sin 2(ut, and so forth are closely 
approximated by unity, and cos cot , cos 2a>/, and so forth by zero 
during the time that current exists. Consequently, 


or 

Likewise, 


V2/. - 1 i d(cot) t 

[137] 

* J 0 


V2I X * 2 I de . 

[138] c- 

Vii 2 « 2 /*., 

[139] /— 


and I x and / 2 ' are zero. Thus the limiting amplitude of each harmonic 
in the Fourier series for the rectifier current is twice the direct 
component. 

The total current through the rectifying element divides between 
the load resistance and the parallel capacitor. The direct component 
passes through the resistance only, and produces the direct output 
voltage, 

E de = I dc R. [140] 


11 See, for example, P. Franklin, Differential Equations for Electrical Engineers (New 
York: John Wiley & Sons, Inc., 1933), 69. 
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The alternating components exist in both the capacitor and the 
resistor. But, as is shown by Fig. 24c, the current pulse can be 
considered short compared with one cycle only when otCR is larger 
than, say, 20. In other words, the approximate analysis is applicable 
only when the resistance is at least 20 times as large as the capacitive 
reactance at the angular frequency oj. For circuit conditions satisfying 
that requirement, an error of not more than about five per cent is 
made if the whole of the fundamental component /, is assumed to pass 
through the capacitor. The effective value of the fundamental com¬ 
ponent of the output voltage is then 



yfll 


de 


ojC 


[141] 


Since the capacitive reactance for the second harmonic is only half 
that for the fundamental, the approximation is even better for it, and 



/ 


dr 


V 2a jC 


[142] 


In accordance with Eq. 20, the ripple factor for the half-wave 
rectifier is 


thus 


Ves + £7 + • 


E 


de 


I«R 


vT+TT 


[143] 


V 


1.58 
ojCR' 


(oCR > 20. 


[144] 


The foregoing method of analysis is also applicable to the full-wave 
circuit with a smoothing capacitor if the fact that the capacitor 
receives two short pulses of current during each cycle of the supply 
voltage instead of one is taken into account. The direct output 
current is given by Eq. 132. The fundamental component I x deter¬ 
mined by Eq. 133 is zero because sin ajt has equal values but of 
opposite sign for the two pulses. All higher odd harmonics are zero 
for the same reason. Only the second and higher even harmonics 
exist. The amplitude of the second harmonic expressed by Eq. 135 
leads to the value in Eq. 139 because sin 2 cot is approximately unity 
during both pulses of current. As in the half-wave circuit, 1^ and / 2 ' 
are zero. Accordingly, the expressions for the voltages, Eqs. 140 and 
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142 also apply to the full-wave circuit. Since E x is zero, however, the 

ripple factor is given by 

_ \/2 

Vl? + E. 2 H- 2ojC / _ 

y = — 5 —f- 5 - ^-J-fT Vl + H-, [H5] 


de 




or 


1.58 


coCZ? > 20, 


[146] 


lust half the value for the full-wave circuit. 

J The peak inverse voltage across the rectifying element in the half¬ 
wave rectifier with a smoothing capacitor is shown in Fig. 21 to be 
2 ft for the limiting condition of zero load. The same value applies 
to the full-wave circuit with a smoothing capacitor because for zero 
load the output voltage is constant and each half of the circuit acts 
independently of the other. Presence of appreciable load current 
reduces the peak inverse voltage somewhat in either the half-wave or 
the full-wave rectifier with a smoothing capacitor, but in each con¬ 
nection, the tubes must be able to withstand a 


Maximum peak inverse voltage = 2 E tm = 2 E de | u _ 0 . [147] 


Comparison with Eqs. 24 and 47 shows that for the same direct output 
voltage, addition of a capacitor reduces the peak inverse voltage 
requirement on the rectifying elements. 

Since the direct output voltage is essentially equal to the peak or 
crest value of the input wave for negligible load current, the rectifier 
with a smoothing capacitor may be used as the basis for a peak- 
indicating voltmeter. 12 An electrostatic voltmeter across the capacitor, 
or a sensitive direct-current measuring element in series with a large 
load resistance, gives an indication directly proportional to the peak 
value in one of the half-cycles of the input. Reversal of the input 
connections provides a measure of the peak value in the other half¬ 
cycle. Thus nonsymmetrical waveforms can be measured. 


10. Half-wave rectifier with smoothing inductor 

The series inductor shown in the circuit of Fig. 26a performs the 
same function as does the capacitor in the circuit of Fig. 20, in that it 
smooths the output current by storing energy during one part of the 
supply-voltage cycle and delivering it to the load during the other 

11 C. H. Sharp and E. D. Doyle, “Crest Voltmeters,” A.I.E.E. Trans., 35 (1916), 
99-107. 
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part, but the inductor performs this function in a different way. In 
Fig. 26a, the inductance L may be considered to be that of an inductor 
connected in series with the rectifier for the purpose of smoothing the 
current ; or it may be thought of as the heretofore neglected inductance 
in the transformer and in the source of alternating current; or it may 
be considered to be part of a load comprising inductance and 
resistance. 

In the analysis that follows, the rectifier is considered perfect, as in 
the analysis in Art. 9; that is, the voltage drop in the rectifier while it 



Fig. 26. Half-wave rectifier circuit with a series inductor for smoothing. 


conducts is assumed to be zero. The general nature of the current 
waveform is represented by the diagram of Fig. 26b, which serves to 
define the conduction angle 0 t . In this circuit, the ignition angle is zero 
and the extinction angle equals the conduction angle. During the 
conduction period, the current is determined by the differential 
equation 

Lj + Ri = E, m sin cot, [148] 


which has the solution, 13 subject to the condition that the initial 
current is zero, 


i = /„ sin (io< - 0.) — I m sin (-0,)( [149] 

where I m is the amplitude of the steady-state current given by 



E . 


VR 2 + ((oL) 2 


[150] 


ia Obtainable by the methods discussed in E. E. Staff, Electric Circuits (Cam¬ 

bridge, Massachusetts: The Technology Press of M.I.T.; New York: John Wiley & Sons, 
Inc., 1940), 341-345. 



Arl ,0) RECTIFIER WITH SMOOTHING INDUCTOR 331 

The angle 0, is the impedance angle of the inductor and load-that is, 
the angle by which the voltage leads the current—given by 

[151] 


. toL 
6 X = tan- 1 —; 


and 


„ (oL 

/ m sin (-0J = ~E im R2 + (wL y 2 


[152] 


In this solution, I m sin (wt - 6.) is the steady-state current that the 
voltage E sm sin (vt would produce in the RL circuit, and l m sin ( o ) 
is the value of the steady-state component when t is equal to zero. As 
will appear in the following analysis, the conduction angle 0< must be 
less than radians; that is, the current must decrease to zero and 
tend to reverse before the beginning of the next cycle of the supply 
voltage. Since the rectifier does not permit a reversal of the current, 
the current must remain zero until the supply voltage again becomes 
positive, as shown in Fig. 26b. Therefore a steady-state condition con¬ 
sisting of repeated identical transients, each having the initial value 
zero, is reached by the current. This periodic current is given for one 
cycle by the expressions 

E,- f / . (oL\ o>L 


i = 


sm 


VR* + ( coL) 


= [sin 


+ 


VR* + (C oLY 

0£wt<L o, 


■=i. 


►[153] 


o, 0,<><^27r. Hi 54] 

The value of the conduction angle 0, depends on the values of R and 
( 0 L , or on tan _1 (coL//?). It may be found from the requirement that 
the expression for i must be equal to zero when wt is equal to 0,. To 
this end, the bracketed term in Eq. 153 is equated to zero: 


( , (dL\ (oL 

e ‘ - tan " -r) + vFTl 


R A 

rzi 0t 


= o. 


+ (o>L ) 2 


[155] 


This transcendental equation can be solved graphically, but a new 
solution is not required, because by a simple change of variable the 
equation assumes the form of Eq. 119. The values plotted in Fig. 23 
may then be used to secure 0,. If 0, is replaced by 2 tt — 0/, Eq. 155 
may be put in the form 


sin ^tan -1 ^ + 0/j = sin ^tan" 1 




[156] 
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which is the same as Eq. 119 except that (oLjR replaces ojCR. The 
curve of 0 t as a function of tan _1 (a>L/jR), obtained in this manner, is 
shown with axes reversed in Fig. 27a, where the extent of the horizontal 
lines measures Q i for the associated values of tan _1 (coL//?). 

The effect of increasing the inductance L is to lengthen the con¬ 
duction period to angles greater than 180 degrees. As toL/R approaches 



Fig. 27. Conduction angle and current waveforms in the circuit of 
Fig. 26 for various values of tuL/R, or tan -1 (ti>L//?). 


infinity, the conduction period approaches the entire cycle of 360 
degrees as a limit. Curves of the instantaneous current multiplied by 
R/E sm are plotted in Fig. 27b; they illustrate the lengthening of the 
conduction angle with increasing (vL/R . When a smoothing inductor is 
used with a full-wave rectifier, the conduction period may be so 
extended that current flows in one rectifier until it begins in the other. 
In such circumstances, the current in the inductor never falls to zero. 
The analysis appropriate to such a circuit is markedly different from 
that given here, as is shown in Art. 12. Because of their ability to 
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Art. 

o . „ the conduction continuous, series inductors are generally 
*** 1 ved with mercury-arc rectifiers in full-wave or polyphase 
-Iffto insure that the cathode current never falls, to zero, and 
c , that the arc does not extinguish. 

th Since the average value of the current is proportional to the area 

under one of the curves of Fig. 

27b these curves show qualita¬ 
tively that the direct component 
of current decreases if, for a 
constant value of R, the induct¬ 
ance L is increased to increase 
the smoothing effect. This be¬ 
havior is opposite to a corres¬ 
ponding result obtained for the 
capacitor smoothing circuit; in 

the latter, the direct component 

of current increases with the 2g D , raen ai 0 nles8 curve showing 

smoothing effect. The dependence the ,j e p en d ence D f the direct component 
of the direct current on the of the | oad curren t on tan -1 (iu/,//?). 
circuit parameters and source 

voltage may be obtained quantitatively as follows. From Itq. 148, 



E 

i = -p sin u)t — 
R 


o)L di 


R d(ajt)' 


[157] 


Thus 



-P sin o)t 
R 


(tiL di 
R d((tit) 



[158] 


- cose ' ) - Kl59] 

where the second term under the integral in Eq. 158 integrates to 
zero, because i is zero for both limits of the integral. From Eq. 159, 
the curve oi I de (R!E tm ) as a function of tan-'Jc oL/R) is plotted in Fig. 
28. This curve shows the manner in which the direct current changes 
when L alone is varied. The direct component of the voltage across 
the load resistance R is 

E tc =I de R = E £ (l-cosdi), K160] 

and the function EJE 3m is therefore represented by the same curve 

as IJRIB.J in Fig. 28. . . , 

From Figs. 24b, 24c, and 27b, it may be observed that with either a 
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capacitor or an inductor as a smoothing element an increase of the con¬ 
duction period is accompanied by a decrease in the direct component of 
the load current , and vice versa , provided the smoothing element alone 
in each circuit is adjusted. This similarity of behavior of the two filter 
circuits appears in Eqs. 127 and 159, which give the direct current in 
the two circuits: 

Capacitor Circuit Inductor Circuit 

Idc = ^tW+K)’ ( 1 - COS 0,) I dc = £j= I ( 1 - co-s 0,) 

The rather striking likeness 14 of the two circuits is evident in another 
way. Equation 119 for the conduction angle of the capacitor circuit is 
the same as Eq. 156, from which the conduction angle of the inductor 
circuit is determined if wCR and oL/R are the same. From these 
equations and the relation 0,' is equal to 2n — 0„ it is apparent that if 
the capacitor circuit has a value of toCR equal to a >L/R in the inductor 
circuit, the conduction angle in the first is less than 180 degrees (the 
conduction angle when no filter is used) by exactly the same amount as 
that angle in the second is greater than 180 degrees. This relation is 
seen graphically in Figs. 23 and 27a. 

When conduction ceases in the circuit of Fig. 26, the voltage e b 
across the rectifying element changes abruptly to the corresponding 
negative value of the supply voltage e„ as is shown in the figure. 
Thus, for any value of load giving a conduction angle smaller than 
270°, the peak inverse voltage is E tm . As the load is varied, therefore, 
the 

Maximum peak inverse voltage = E tm = nE de \ l4tm0 , [161] 

just as in Eq. 24 for the half-wave circuit without a smoothing element. 

11. Voltage-multiplying rectifier circuits 

A rectifier circuit that has the property of delivering a direct output 
voltage in excess of the peak value of the applied alternating voltage 
is often of value—for example, in supplying x-ray tubes, or in furnish¬ 
ing high plate voltages to vacuum tubes when a transformer is pro¬ 
hibited, as in a-c-d-c radio receivers. The so-called voltage-doubling 
circuit shown in Fig. 29 has for large values of load resistance an output 
voltage almost twice the peak value of the voltage of the source. It is 
essentially two half-wave rectifiers with smoothing filters connected 

14 A. Glasser and K. Muller-Liibeck, Thtorit der Stromrichter (Berlin: Juliu8 Springer, 
1935), 47-61. 
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. „ pries but supplied from the same source. It operates by alternately 
charging each of the two capacitors to the voltage E . The capacitors 
continually discharge in series through the load. They also act to 
smooth out the pulsations in the output voltage. 

The waveform of the output voltage e may be deduced qualitatively 
from Fie. 29b. The capacitors have voltages corresponding approxi¬ 
mately to the solid waves, one positive and the other negative with 



(c) Alternative configuration 
Fig. 29. Voltage-doubling rectifier circuit. 


respect to the common point between the capacitors. The output 
voltage across the load resistance is the voltage between the solid 
curves, as indicated. Since two pulses occur in the output for each 
cycle of the supply voltage, this connection is sometimes called a full- 
wave voltage doubler. It is also called the symmetrical voltage 
doubler because it can be drawn in the configuration of Fig. 29c. A 
disadvantage of this circuit is that neither terminal of the output may 
be connected to either terminal of the power source. Thus the source 
and the load may not simultaneously be connected to ground. 

Voltage-multiplying rectifier circuits that permit a common con¬ 
nection between the alternating voltage supply and the direct voltage 
output are shown in Fig. 30. A qualitative explanation of the behavior 
of the voltage-doubler circuit of Fig. 30a is as follows. During the first 
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negative half-cycle of e a after the voltage source is connected, 
capacitor C x charges through rectifier 1 to the voltage E tm with the 
polarity shown. During the next positive half-cycle, this capacitor 
voltage and the source voltage act in series and add to charge capacitor 
C 2 through rectifier 2. Capacitor C x is discharged by a like amount at 
the same time, but its charge is replenished in full during the noxt 
negativo half-cycle. As the process repeats, the charge taken from C x 
and added to C 2 diminishes toward zero until finally C 2 is charged to 
2E lm . Only one pulse of charge is fed to the output capacitor per cycle 
of the supply voltage; thus the lowest harmonic component in the 



(a) Doubler 




(c) Quadruplcr 


Fig. 30. Voltage-multiplying rectifier circuits having a common input and 

output terminal. 


output voltage is the same as the power-supply frequency, and is half 
the lowest frequency in the output of the full-wave voltage doubler 
in Fig. 29. If the positive and negative parts of the input voltage wave 
are nonsymmetrical, rather than symmetrical as in a sine wave, the 
action of the circuit is to charge the output capacitor to a voltage 
equal to the numerical sum of the peak values of the two parts. Hence 
the connection in Fig. 30a, together with a means for measuring the 
direct output voltage without drawing appreciable current, is useful 
as a peak-to-peak indicating voltmeter. 

The voltage-tripler circuit in Fig. 30b is essentially the voltage- 
doubler circuit of Fig. 30a in series with a half-wave rectifier. In the 
final state for negligible load current, capacitor C x is charged through 
rectifier 1 to the voltage E sm during, say, the odd half-cycles. The 
source and C x in series charge C 2 to 2 E tm through rectifier 2 during the 
even half cycles, and the source and C 2 in series charge C 3 and C x in 
series to 3 E am during the odd half-cycles. 

The voltage-quadrupler circuit in Fig. 30c is effectively two voltage- 
doubler circuits in series. A final equilibrium state is reached in which 
C x tends to charge to the voltage E am through rectifier 1; C 2 to 2 E lm 
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throueh C, and rectifier 2; C 3 to 2 E„ through C 2 rectifier 3, and C,; 
h Tr to 2E through C v C 3 , rectifier 4, and C 2 during successive 
half-cycles. Through application of the principles illustrated m Fig. 
30 the direct output voltage can be brought to any desired multiple 
of the amplitude of the alternating source voltage. 


12 Full-wave rectifier with inductor-input filter 

The treatment given in Art. 9 shows that in a filter circuit comprising 
only a smoothing capacitor, the ripple voltage decreases for a par¬ 
ticular load current as the size of the capacitor is increased. 
Unfortunately, the peak and effective values of the rectifier current 
tend to increase as the size of the capacitor is increased, and, it the 
rectifier is of the gas type and the power source has low impedance, the 
peak current may rise to such a large value that the cathode of the 
rectifier is damaged by positive-ion bombardment unless means are 
employed to keep this peak current within reasonable limits. Qlso 
the increase in the effective value of the rectifier current with increased 
capacitor size results in an increase of the heating in the windings of 
the transformer or in the circuit used to supply power to the rectifier, 
and, for a unit having a particular transformer or supply circuit, 
decreases the efficiency and the over-all direct-current rating. As 
shown in Art. 10, however, the presence of series inductance tends to 
reduce both the peak value and the effective value of the rectifier 
current, in addition to reducing the ripple voltage. Thus the effect on 
the peak and effective values of the current in an inductive circuit as 
the inductance is increased is opposite to that in a capacitive circuit 
as the capacitance is increased, but the use of series induct ance has the 
disadvantage of decre asing the v oltage and current output of the 
rectifier. \As a consequence, small or medium rectified-power supply 
units (that is, those with direct-current ratings of about 100 to 500 
milliamperes, and 100 to 1,000 volts) whose output voltage must be 
very smooth frequently comprise a full-wave rectifier and a filter 
circuit having both inductance and capacitance. 

The industrial demand for filter capacitors with ratings above 1,000 
volts and filter inductors with ratings greater than 0.5 ampere is com¬ 
paratively small, since the chief use of rectifier filters is in broadcast 
radio receivers, where the voltage and current ratings are relatively 
low. The increase in cost for larger ratings is hence more than pro¬ 
portional to the increase in rating. For this reason, considerable study 
is necessary when currents larger than about 0.5 ampere or voltages 
larger than about 1,000 v olts a re to be dealt with. Such matters as the 
relative cost of inductors and capacitors for the various currents and 
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voltages involved play an important role in the determination of the 
most suitable combination of filter elements. In these higher-power 
units, a polyphase rectifier with a relatively simple filter often is 
practically desirable, since, as discussed in Art. 7, the rectifier itself 
produces a smoother voltage if the number of phases is increased. 

The inductor-input filter* shown in Fig. 31 utilizes an inductor to 
limit the peak and effective values of the rectifier and transformer 
currents, and a capacitor to smooth and support the voltage across 
the load. Though it is possible to analyze the full-wave rectifier with 
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Fig. 31. Full-wave rectifier circuit with inductor-input filter. 


an inductor-input filter by the methods used in Arts. 9 and 10, the 
procedure is relatively difficult. Since in the most usual conditions of 
operation, the current in the inductor never falls to zero, neither the 
current in the inductor nor the voltage across the capacitor at the 
beginning of each cycle is a known initial condition. The determination 
of the current and voltage waves as a series of repeated transients is 
therefore difficult, however, the very condition that current in the 
inductor is never zero—that is, that the instant one rectifier ceases to 
conduct the other begins—makes possible a relatively sim ple anal ysis 
suitable to this condition of operation.*'' 

. Under the condition of continuous current in the inductor, and only 
under this condition , the waveform of the filter-input voltage (that is, 
the voltage at the terminals a x a 2 of the filter in Fig. 31) is independent 
of the waveforms elsewhere in the filter and of the constants of the 

M 

filter circuit and the load! For example, if gas tubes are used, the 
potential of the terminal of the filter that connects to the cathodes of 
the tubes (terminal a,) is always w ithin ten volts or so of the potential 
of the anode of the tube that is conducting. The voltage between the 
anode of either tube and the terminal a 2 is established by the induced 

• A filter inductor is frequently referred to as a choke, and the name choke-input filter 
is often used. Similarly, the name condenser-input filler instead of capacitor-input filter 
is frequently encountered. 
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u fl( re of the transformer; and the tubes, because of their um- 
T? optional conduction property, act to commutate the applied 
thus to apply to the terminals of the filter of Fig 31 a 
LSdTu-wave voUage as shown in Fig 32. This voltage 
waveform occurs only when each tube conducts for an entire half- 

. _j s> when conduction in the inductor is continuous and it 

differs from a rectified sinusoidal voltage only in that it is lowered at 

E 0 (Gas tube) 



at terminals a.a,. 


each point bv the amount of the voltage drop across a tube during 

conductions 

For a waveform such as that shown in Fig. 32, the current and 
voltage in each branch of the filter circuit, including the output 
branch, can be calculated if the elements in the circuit are assumed to 
be linear. The solution involves the following steps: First, the rectified 
voltage waveform is resolved into its Fourier components; second, 
each component of voltage is considered to be impressed across the 
filter terminals at a x a 2 and the current and voltage at the output 
caused by each component of voltage are computed; and, third, the 
component currents and voltages are then added in each branch of 
the circuit, with appropriate regard to phase and frequency, to give 
the total current in the branch.^ 

Lff the voltage drop in the rectifier is temporarily neglected, and if a 
sinusoidal voltage of effective value E s is applied between each anode 
and the center tap of the supply transformer, the waveform of£he 
Ifilter-input voltage e t is a rectified sinusoid of peak value V2E v 
From Eq. 39, the Fourier series for this waveform is 


-■^E- 


— cos 2 cot 

37T 


4 \ 

-— cos 4c ot — • • • , 

1577 


[162] 


in which only a direct component and even harmonics of the supply 
frequency occur. 

Figure 31 shows the load resistor paralleled by^a second, or bleeder 
resistor, the use of whichjs discussed subsequently. For simplicity of 
analysis, R is used to denote the parallel resistance of the two, and 
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hence denotes the true load resistance only if the bleeder resistor is 
omitted. The resistance of the inductor taay be denoted by R x , and 
the conductance of the capacitor and the effective impedance of the 
transformer may be neglected. Then, for the steady-state continuous- 
conduction condition, the direct output current is 



2V2 E, j 
TT R -f* R x 


►[163] 


and the direct load voltage is 



2 V2 A P 

tt R + R X J ’’ 


►[164] 


Also, if the Q of the inductor is large, 15 so that 2 cdL is large compared 
with R x , as is usual, the effective value of the second-harmonic com¬ 
ponent of t„ the filter-input current at a,, is 

/ “=£!;- y [i65] 

where Z ( is the magnitude of the complex impedance ^ 

z ‘^ + mri^c y 11661 

which is the impedance at the input terminals of the filter. The effective 
value of the second-harmonic component of voltage across the load 
resistor is then 


r 4 g> 1 [i67] 

2 3ttZ ( V(IIR)* + (2eoC) 2 

In most applications of rectified-power supplies, it is desirable that 
the impedance as viewed from the load terminals back into the filter be 
small for all frequencies present in the load current. This condition is 
necessary in order that the alternating components of the load current 
produced by variations in the load itself may not cause corresponding 
alternating components of output voltage to appearLJ’he load current 
bften contains alternating components of frequencies as low as a few 
cycles per second. To satisfy the internal-impedance requirement, the 
filter-capacitor reactance at the lowest frequency of the alternating 
components of load current must be made small* Consequently, at the 

14 For the meaning and use of the constant Q, see E. E. Staff, M.I.T. Electric Circuits 
(Cambridge, xMassachusetts: The Technology Press of M.I.T.; New York: John Wiley & 
Sons, Inc., 1940), 319-325. 
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t from the load. Furthermore, the capacitive reactance 3 almo t ^ 
always negligible compared with the inductive reaclancq at the npple 

thiscondition will exist, in order to make most of the n p p ■6 \ 

appear across tKemductor rather than acro^h^ ; or capac^tor ^ 
and thereby to make the filter effective. Forlhesc reasons, it is usually 

true that 


2 1 L> 2U1 <R - 


and, under these conditions, Eqs. 165 and 167 simplify to 


and 


4 E, 

I ' 1 ~ 3 77 2(0 Z,' 

E t / lt /(2(oC) 

4 l/(2o>C) 


E, 


_ 4 

% 3w 2 wL E ‘ ~~ 37T 4uj 2 LC 


[168] 

[169] 

[170] 
►[171] 


For the fourth-harmonic frequency it is an even better approximation 
to write 


iwL > i < Rt 


[172] 


hence the effective value of the fourth-harmonic component of the 
filter-input current is 

[173] 

[174] 


, 4 

i<4 * 15 * 40 ) 1 / 


sa 0.1/, 2 , 

and the fourth-harmonic voltage across the load resistor is 


„ 4 

771 


E. 


15* 16 gj 2 LC 




[175] 


From Eqs. 171 and 175, the ratio of the fourth-harmonic to the second- 
harmonic voltage across the load resistor is given approximately by 

— % — = 5 per cent; [1"6] 

E 2 20 

hence the ripple is predominantly second-harmonic, and the ripple 
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factor, defined by Eq. 20, Art. 4a, may be written approximately as 
E J E dc or . from Eqs. 164 and 171 


1 /?+ R x 

W : 2u>*LC R 


[177] 


which, for a 60-cycle-per-second supply voltage and for the condition 
of R largo compared with R x , reduces to 


y = 


0.83 x 10"« 
LC 


►[178] 


In the derivation of Eqs. 162 through 178, the current in the inductor 
is assumed to be continuous. This assumption, however, is not realized 
at all loads. The waveform of the current when the average value is 
larger than the amplitude of the ripple component is shown in Fig. 33a. 
If the harmonic currents of order higher than the second are neglected, 
this current into the filter at a x is representable by 

h = J dc + V2/ <t cos 2 (ot . [179] 

The curve of Fig. 33a, a reproduction of an oscillogram taken on 
the circuit of Fig. 31, shows that the magnitudes of the harmonics of 
order higher than the second are small compared with the magnitude of 
the second harmonic, a fact that is in agreement with the condition 
indicated by Eq. 174. As the load resistance is increased from a value 
corresponding to an output current waveform such as in Fig. 33a, the 
amplitudes of the alternating components remain constant because, 
as is shown by Eqs. 171 and 175, they are independent of the load 
resistance. Consequently, when the load current is reduced to a critical 
value, the total current in the inductor reaches zero at one point in 
the ripple cycle, as is illustrated in Fig. 33b. Further reduction of the 
load current tends to make the current reverse for a short interval 
during the cycle. 

However, the rectifiers conduct only in one direction; hence, if I de 
tends to become smaller than V2 / <2 , conduction must cease during 
part of the cycle. The circuit then experiences a transient that repeats 
every half-cycle. The analysis in the derivation of Eqs. 162 through 178 
is no longer applicable, because the filter-input voltage does not have 
the waveform indicated by Fig. 32. Once interrupted, the inductor 
current remains at zero until the instantaneous transformer voltage 
applied to the rectifier and circuit exceeds the instantaneous voltage 
on the capacitor. Since the load current is all supplied from the 
capacitor during the period when the inductor current is zero, the 
instant in the half-cycle at which conduction starts again depends upon 
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the voltage on the capacitor when conduction ceases the size of the 
capacitor, the magnitude of the load current, and the voltage an 

frftnuencv of the source. . , 

The calculation of the direct and ripple voltages at the load when 
conduction is not continuous involves a more complicated analysis 
than that indicated above. The general shape of the curve of E dc as a 
function of I dc may be estimated, however, as follows. As is discussed 
in connection with Fig. 21, for the condition of infinite load resistance, 
or zero load current, the steady-state voltage on the capacitor is 
equal to V~2E,. For I d , equal to or greater than V'2 the analysis 



Fig. 33. Waveform of current in inductor of inductor-input filter. 


given above is applicable and Eq. 164 gives E de . As indicated by that 
equation, if the rectifier voltage drop and the resistance in the 
inductor are neglected, the direct output voltage is constant for all 
values of I dc larger than V2l it . The curve of E de as a function of I de , 
then, is essentially horizontal for large currents, and rises to intersect 
the voltage axis at V~2E„ as is shown in Fig. 34, the dotted line being 
the idealized curve and the solid line an actual curve that differs from 
the ideal curve on account of the rectifier voltage drop and the 
rectifier and inductor resistances. 

The approximate maximum value of load resistance at which the 
direct load voltage commences to increase rapidly is readily found 
through equating the value of / de in Eq. 163 to V2I it , the peak value 
of the second-harmonic current component obtained from Eq. 169; 
that is, from the equation 

2V2 E s _ 4\/2 E s 
it R -f- R y 37r 2 ojL 

which yields 

R -j- R x = 3 coL. 


[180] 

►[181] 
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If the frequency of the supply voltage is 60 cycles per second, Eq. 181 
gives 

R+R X = 1,\Z\L, t[182] 

and, as long as the value of R + R x is less than 1.131L, the direct 
voltage is essentially constant, since / de is then greater than V2I i2 . 
As R + R x is made larger than 1,131 L, however, the direct voltage 
increases and approaches V2E, as R approaches infinity, since I de is 
then smaller than V2 / l2 . 

Because of the uncertainty in the assumptions involved in calcula¬ 
tions of this kind, it is usual practice to take the critical value 16 of R — 



Fig. 34. Direct output voltage as a function of direct current for a 
full-wave rectifier with an inductor-input filter. 

that is, the maximum value for which the regulation is maintained 
small, or the value at which the break in the characteristic curve 
occurs—as 

R = 1.000L ►[183] 

for a rectifier with a 60-cycle-per-second supply. Frequently a resistor 
of this value, called a bleeder resistor , is permanently connected across 
the output of an inductor-input filter to keep the output voltage from 
increasing excessively and thereby possibly causing puncture of the 
dielectric of the capacitor if the load resistor is accidentally dis¬ 
connected. This resistor is indicated in Fig. 31, and its current in 
Fig. 34. 

In an actual circuit, the rectifier voltage drop may not always be 
negligible. If gas tubes are used as the rectifiers, the tube voltage drop 
may usually be assumed to be constant, and the average and instan¬ 
taneous values of the voltage applied to the filter may be decreased by 

F. S. Dellenbaugh, Jr., and R. S. Quimby, “The Important First Choke in High- 
Voltage Rectifier Circuits,” QST, 16 (February, 1932), 14-19; "The First Filter Choke— 
Its Effect on Regulation and Smoothing,” QST, 16 (March, 1932), 26-30; “The Econom¬ 
ical Design of Smoothing Filters,” QST, 16 (April, 1932), 33-40. 
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the tube voltage drop E 0 , where E 0 is 10 to 20 volts. Alternatively, if 
vacuum tubes are used, their effect is approximated if the rectifiers 
are represented by constant resistances R 0 in series with ideal rectifiers, 
as in Arts. 4a and 4b. A somewhat better approximation to the actual 
tube characteristic may be obtained if both a resistance R 0 ' and a 
battery of voltage E 0 ' are placed in series with each ideal rectifier. 
The resistance R 0 ’ corresponds to the reciprocal of the mean slope of 
the volt-ampere characteristic of the tube over the working region, 
and E 0 ' is the intercept of this mean slope with the voltage axis. 17 On 
the basis of this approximation, Eqs. 163 and 164 become 

2\/2 


- E,- E 0 ' 

l = _ - _ 

* R + R x + R 0 ’ 


and 


E 




dc 


R 


R + R x + K 


►[184] 


►[185] 


For this condition, the ripple voltage is not appreciably affected 
unless 2u)L is not large compared with R 0 or R Xt and the ripple 
factor y is given by 


y = 


R + Rx + Rt 


(s-v/2 - 3 jt rfLCR 


[186] 


Although only a single-section inductor-input filter is shown in Fig. 
31 , double and sometimes triple sections are used, each section con¬ 
sisting of a series inductor and shunt capacitor. From the foregoing 
analysis, and on the basis of the assumptions used for the derivation of 
Eqs. 162 through 178, the ripple voltage for a two-section filter is 


E« ^ — 


Es 


37r (4w*L 1 C 1 ) (4(o 2 L 2 C 2 y 


►[187] 


where L y and L 2 are the inductances of the first and second inductors, 
and Cj and C 2 the capacitances of the first and second capacitors, 
respectively. Note that the attenuation of the ripple voltage is pro¬ 
portional to the product of (a> 2 ) n and all the LC products for the n 
filter sections. Each LC section of the filter reduces the ripple voltage 
by a factor l/(4cu 2 LC). 

The analysis of rectifier-filter circuits is seldom performed with a 

17 This representation of the nonlinear tube characteristic is essentially the same as 
that of E. E. Staff, Electric Circuits (Cambridge, Massachusetts: The Technology 

Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940), 6S6-687. 
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high degree of accuracy, because of the uncertainty of the values to be 
used for C and L with any particular type of capacitor and inductor. 
Most inexpensive electrolytic capacitors, and even oil-filled paper 
capacitors, are nonlinear; and their incremental capacitance—the 
parameter that determines their filtering effectiveness—is a function 
of their age, the average voltage, the temperature, and the like. 
Similarly, the value to be used for L is the incremental inductance, and 
this quantity varies with the output current, since the presence of the 
direct-current component in the winding of the inductor modifies the 
apparent or incremental permeability of the core by an amount 
depending upon the magnitude of the direct current. 18 Although air 
gaps are usually introduced into the magnetic core of the inductor, 
the inductance parameter is often appreciably nonlinear. 

An economical filter frequently used employs an inductor whoso 
incremental inductance decreases appreciably with an increase in 
direct current; this is known commercially as a swinging choke. If the 
filter is designed so that the values of L and C occurring with full-load 
operation give satisfactory filtering, the increase in L that occurs as 
J de is decreased is sometimes beneficial. The increase in L serves to 
decrease the ripple voltage and at the same time to cause the value of 
load current at which I dt equals v2I it to be smaller than that occur¬ 
ring wit ha fixed value of L. Thus the range over which / df can be varied 
without causing E de to increase above the value of (2 v/2 /?,)/7 t is 
extended. A larger value of bleeder resistance can then be used, and 
the power dissipation in the bleeder circuit is decreased. 

When a swinging choke is used in a filter that uses more than one 
LC section, its properties are doubly useful only if it is connected 
directly to the cathodes of the rectifiers; that is, if it is the first 
inductor. This connection is necessary because the relation given by 
Eq. 181 applies only between R and the incremental inductance of 
the first inductor; the condition for continuous conduction in the first 
inductor is not affected by the addition of extra filter sections. The 
first inductor is doubly important, for it serves to control, first, the 
ripple voltage, and. second, the minimum value of / dc for good voltage 
regulation. With the values of C generally used, the inductors in the 
other sections serve essentially only to decrease the ripple voltage. 
The extent to which any increase in their incremental inductance 
with decrease in I dc aids the condition expressed by Eq. 181 is 
negligible. 


18 E. E. Staff, M.I.T., Magnetic Circuits ami Transformers (Cambridge, Massachusetts: 
The Technology Press of M.I.T.; New York: John Wiley & Sons, Inc., 1943), Art. 15, 
Ch. VI. 
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As an example of the application of the foregoing analysis, the data 
’ven below illustrate the agreement between experimental and com¬ 
puted results in an inductor-input filter circuit similar to that of 

Fig- 31. 

The inductor has a resistance of 3.3 ohms and an inductance of about 1.58 
henries and the capacitor a capacitance of about 53 /if. The impedance of the 
ly transformer is negligible. Since the values of the circuit elements are 
S ^ 0 sen to be in agreement with the criterion that 2toL is large compared with 
\n2toC), and to give values of I i2 and E 2 relatively easy to measure without dis¬ 
turbing the circuit, the values do not represent usual filter practice. The effective 
ltaco E applied between each anode of the rectifier and the center tap of the 
transformer is 220 volts at 60 cps. Then, for the circuit using a mercury-vapor 
tube, and on the assumption that the tube voltage drop E 0 ' is 10 volts and its 
resistance R 0 ' is negligible, Eq. 185 gives 

E de = — 220 - 10 [188] 

= 188 volts, [189] 

since the direct voltage drop in the inductor is negligible. From Eq. 169, 

[190] 




220 


and, from Eq. 171, 


E 


3 ff 2 x 377 x 1.58 
0.078 amp, 

I it _ 0.078 

2wC 


Also, from Eq. 174, 


2 2 x 377 x 53 x 10" 6 

= 1.95 volts. 

0.1 x 0.078 
0.008 amp. 


7,4 = 0 . 1/ 12 


[191] 

[192] 

[193] 

[194] 

[195] 


From Eqs. 191 and 195, the effective value of the capacitor current, which is 
essentially a second harmonic plus a fourth harmonic, is 


I e * V0.078 2 x 0 . 008 2 


[196] 

% 0.079 amp. [197] 

The maximum value of R for good regulation, from Eq. 183, is approximately 

R = 1,000 x 1.58 = 1,580 ohms. [198] 

The value of I dc below which the voltage increases appreciably is then 

188 


1 dCmin ~ 


[199] 


1,580 

= 0.119 amp. [200] 

The measured volt-ampere characteristic for the filter is shown in Fig. 35, the* 
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solid curves being obtained with a Type 83 mercury-vapor tube as a rectifier, and 
the dotted curves with a Type 5Z3 vacuum tube. The voltage is seen to begin to 
increase appreciably at about 0.120 amp (see Eq. 200). The measured effective 
value of the ripple voltage is approximately 1.85 volts (see Eq. 193), and the 
direct load voltage approximately 185 volts (see Eq. 189). The measured effective 
value of the capacitor current Is 0.081 amp (see Eq. 197). 

I he measured and computed values are probably in better agree¬ 
ment than is ordinarily possible with filters assembled from the less 
expensive types of inductors and capacitors commercially available. 
The measured values of the ripple voltage, as well as the values of L 



Fig. 35. Experimental curves of direct output voltage and ripple 
voltage for an inductor-input filter. 

and (7, may be in error by as much as 5 per cent, on account of the 
difficulty of measuring these quantities. An equally satisfactory 
agreement between measured and computed values is found for the 
circuit using the Type 5Z3 tube if Eqs. 184 and 185 are used with the 
appropriate values of R 0 ' and E 0 \ 

13. Full-wave rectifier with capacitor-input filter 

The filter circuit most commonly used in small power units is the 
capacitor-input filter shown in Fig. 36. It consists of a first capacitor 
C x to smooth and support the output voltage, followed by an inductor- 
capacitor combination, L-C 2 , to reduce further the ripple voltage. 
Because of this additional filtering, the first capacitor can be much 
smaller and the peak and effective values of the rectifier current 
correspondingly smaller than would be required to provide the same 
ripple voltage for a particular direct current in the absence of the 
inductor. The presence of the inductor does little otherwise to decrease 
the peak and effective values of the rectifier current for a given direct 
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nirrent This filter circuit should therefore not be used with gMtubw 
unless the impedance of the transformer or supply c.rcu.t .ssufficmnUo 
the magnitude of the current peaks within permissible limits. 

Analysis of the capacitor-input filter circuit for the ripp e °j. lr ®° 
voltage is somewhat more complicated than that Z™ 
inductor-input filter. Note particularly that thecapacitor-mputWter 
behavior cannot be derived from the waveform given in Eq. 
filter-input voltage e, because the current i, in Fig. 36 always a 
Zo during some parts of the cycle, just as it does in the half-wave c«- 
cuit with a smoothing capacitor Fig. 20 H«ce an^^- 
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Fig. 36. Full-wave rectifier circuit with capacitor-input filter. 


either of the transformer terminals, and the filter-input voltage there¬ 
fore does not have the waveform of Eq. 162 or Fig. 32. The waveform 
of the filter-input voltage depends on the filter parameters and the load 
current. Consequently, an adequate analytic attack is difficult; and, to 
find the direct component of the output voltage, resort is commonly 
made to experimental results. 

As an aid to predicting the performance of rectifiers with capacitor- 
input filters, experimentally determined curves such as those in Fig. 
37 are furnished by tube manufacturers. These curves show the 
direct component of the input voltage to the filter as a function of the 
direct output current for various magnitudes of the effective value ot 
the supply voltage E a , the input capacitance C v and the source 
impedance. To find the direct output voltage, it is merely necessary to 
subtract the direct component of the inductor voltage drop R x *dc 
from the direct input voltage. 

The ratings of the tube and the transformer frequently are such that 
the allowable peak current of the tube permits the first capacitor to be 
charged to a value that differs by only a negligible amount from the 
peak value of the applied voltage. Under these conditions, or when the 
amount Ae by which the peak voltage of the first capacitor does not 
reach the peak supply voltage is small and can be estimated with 
reasonable accuracy, the direct load voltage and ripple voltage may 
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Fig. 37. Direct-current characteristics of a full-wave rectifier and 
filter with a Type 5T4 tube. (Courtesy Radio Corporation of 

America.) 
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be computed. On the assumption that Ae is known, the peak voltage 
, on the first capacitor is 

= V2 E, - Ae. [201] 

Tf it is assumed that the rectifier stops conducting when the capacitor 
voltage reaches this maximum value, the minimum voltage e. 
Irosfthis capacitor is less than c ( .„ by the amount the capacitor 
-oltage decreases during the period when the tubes are not conducting. 



Fig. 38. Approximate waveform of filter-input voltage e, across the 
first capacitor of a capacitor-input filter. 

If the current in the inductor is assumed to be constant, which 
assumption merely means that L is large enough to keep the ripple 
component of the current small, the decrease in voltage of the first 

where is the time during each half-cycle that the tubes do not con¬ 
duct and C x is the capacitance of the first capacitor. The approximate 
waveform of e, is shown by the solid line in Fig. 38. If both the rise and 
the fall of e, are assumed to be linear with time, the direct voltage at 
the load is 

g| -"t ^ = B, - 


E 


dc 


[2031 


which, by means of Eq. 202, can be put in the form 

E « = e — ~ + ■ 


►[204] 


where R x is the resistance of the inductor. 

Because of the assumptions, the result given by Eq.^204 is a good 
approximation only when is nearly equal to V2E S and when 
c<m#b - e irin is small. The result is also dependent upon the accuracy 
with which t x is known; and, for e imma — e imin to be small, the con¬ 
duction period of the tubes must be small and t x nearly equal to 1/(2/), 
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whore / is the supply frequency. The waveform of e, may then be 
approximated by the dotted curve in Fig. 38 during the conduction 
period, and 


which, for small values of Ac, is 


E 


de 




[205] 


[206] 


Even when the rectifier voltage drop and the alternating-voltage 
source impedance are neglected, this rcctifier-and-filtor circuit behaves 
therefore, as if it had an inherent internal resistance of 1/(4 }C X ) ohms 
to direct current, to which must be added the ohmic resistance in the 
inductor. This inherent resistance is to a large measure responsible 
for the downward slope of the curves in Fig. 37. Since the capacitance 
C, cannot be increased beyond a certain limit without exceeding the 
allowable peak and effective values of the rectifier current, and since 
vacuum rectifier tubes having a relatively large voltage drop are 
generally used, the direct voltage from a capacitor-input filter usually 
decreases appreciably as the load current is increased. 

For a determination of the ripple voltage in the output, the approxi¬ 
mate method leading to Eqs. 131 through 146 may be applied when the 
load is small enough that the input current i t flows in short pulses 
near the peaks of the alternating supply voltage. As is mentioned in 
the discussion following Eq. 144, only the even harmonics exist in the 
voltage across the first capacitor, and the effective value of the second- 
harmonic voltage is 



V21 


dt 


2(oC l 


[207] 


This voltage is impressed on the L-C 2 filter. Generally the capacitive 
reactance of C 2 is made small compared with the load resistance to 
prevent cyclic changes in output current from affecting the output 
voltage, and the inductive reactance of L is made large compared 
with the capacitive reactance of C 2 to provide a large reduction in the 
ripple components of voltage. Thus, 


2(u L > 



[208] 


as for the inductor-input filter. The same steps in analysis as are used 
for the inductor-input filter are therefore applicable. The effective 
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value of the second-harmonic component in the inductor current » 

then _ 

[209] 


_ VXjc 
' 2 a>L 4o >*LCi 


„d th. effeotiv. of «h. «.»nd-h.™.nlo in »h. ou.p«. volfg. » 

V2 /* 


E t = I l*X ci — 


[ 210 ] 


“ AcJ " 8io* LCfi t ' 

For the fourth harmonic, the corresponding voltage components 

[ 211 ] 




and _ 

_ v 2/ «< [212] 

“ 64 <o*LC x C t ' 

Thus the fourth harmonic in the output is only one-eighth as large as 
the second, and higher even harmonics are even more sharply 
attenuated. It is reasonable to neglect all harmonics except the second, 
therefore, and express the ripple factor in the output as 


El - ^ 

y ~ E dc ~ 8oPLCfi t R ' 


[213] 


A comparison of Eq. 187 with Eq. 210 shows that the ripple 
suppression in the inductor-input filter is superior to that in the 
capacitor-input filter. From Eq. 187, the ripple voltage with the 
inductor-input filter is seen to be essentially independent of load 
current; whereas, from Eq. 210, the ripple voltage with the capacitor- 
input filter is to a first approximation proportional to load current. 

Often sufficient filtering is obtained if a resistance is substituted for 
the inductance in the capacitor-input filter. The change of output 
voltage with load and the required total capacitance tend to be 
larger when a resistance is used, but the saving in cost, bulk, and 
weight that accompany elimination of the inductor may more than 
justify the substitution. Several resistance-capacitance sections in 
tandem are frequently used to obtain a desired reduction in the 
ripple voltage. 

Where a high order of accuracy is essential, the analysis given here 
is inadequate, and experimental methods must be used or a more 
accurate analysis 19 must be performed. When the analysis must be 


19 O. H. Schade, “Analysis of Rectifier Operation,” I.R.E. Proe., 31 (1943), 341-361. 
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more accurate, the methods outlined in Arts. 9 and 10 and in Electric 
Circuits can be combined to the degree necessary to achieve the 
accuracy desired. The task is not an impossible one by any means, the 
on y problem being to maintain a reasonable balance between the 
value of the more accurate data and the cost of the engineer’s time 
required to obtain these data. 


14. Voltage stabilization by gas-discharge tubes 

Stabilization of the output voltage as well as reduction of the ripple 
voltage from the rectifier may be accomplished by a glow-discharge or 
corona-discharge voltage-regulator tube used in the manner shown at 
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Fig. 39. Voltage regulation by gas-discharge tube. 


T in Fig. 39. Glow-discharge tubes, as is pointed out in Art. 9, Ch. Ill, 
and Art. 8, Ch. V, have an essentially constant voltage drop for current 
values over a wide range. Their volt-ampere characteristic is almost 
horizontal, as is shown for various glow-discharges in Fig. 14, Ch. III. 
Corona-discharge tubes have a similarly shaped characteristic curve 
but at a higher voltage level. Consequently, when connected in parallel 
with the load as at T in Fig. 39, the tube tends to by-pass around the 
load any current changes associated with fluctuations in the amplitude 
of the alternating supply voltage or with the ripple voltage. Further¬ 
more, for a constant amplitude of supply voltage, the tube maintains 
the current in the series resistance R, almost constant despite changes 
in the load current. The tube thereby maintains the output voltage 
essentially constant despite changes in both the supply voltage and the 
load. 

Several factors must be taken into account in the application of a 


10 E. E. Staff, M.I.T., Electric Circuits (Cambridge, Massachusetts: The Technology 
Press of M.I.T.; New^York: John Wiley & Sons, Inc., 1940), 676-712. 
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-STAS 

exceed a specified maximum value, denoted hereafter by t 2 , 
overheating and permanent change in the tube characteristics w U 
occur A current of 40 miUiamperes is the maximum aUo "'®' e 
many glow-discharge tubes. Third, the circuit must not allow^he 
current in the tube to fall below a specified mirumum value denoted 
hereafter by i,; otherwise instability and pronounced change of tl e 
Dohage drop with current are likely to occur. The minimum allowable 
current for many glow-discharge voltage-regulator tubes is 5 nnlh- 
amperes. Since the tube maintains the voltage across the series 
resistance R s almost constant when the amplitude of the s pp y 
voltage is constant, the sum of the tube and load currents is then 
essentially constant. The maximum permissible variation in the load 
current is hence established by the tube-current limitations, and 

^Tho instantaneous current i b through the tube in Fig. 39 is given by 


e,-E b 


— 


[214] 


where E b is the terminal voltage of the tube, which is the same as the 
load voltage, and is assumed constant. In ordinary applications ot the 
voltage-regulator tube, the load current i varies between known 
limits. It may therefore be expressed as / ± Ai, where / is the mean 
load current and Ai is half the total variation in t. Although the 
magnitude of the voltage e, is not known, its random fractional 
variation is known to be the same as that of the supply voltage e„ 
which may be as large as plus or minus 15 per cent in typical applica¬ 
tions. Superposed on this random fluctuation is the cyclic fractional 
variation expressed by the ripple factor for the particular rectifier 
circuit used. Thus the voltage e,. may be expressed as £,(1 ±u), 
where E { is the mean output voltage of the rectifier circuit, and u is 
half the total fractional variation of e,. 

Since the fluctuations in e, and i are random, the largest value of e { 
and the smallest value of t may occur simultaneously. Under these 
conditions, the tube current in Eq. 214 is a maximum, which must be 
no larger than the maximum permissible value, i 2 , specified by the 
manufacturer. Thus 


1,(1+«) — E b _ (/ _ Aj)^,. 

R s 


[215] 
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Similarly, for the other extreme, 


E t (\ - U ) - E b 

R. 


(/ + Ai) ^ h , 


[216] 


where, as is previously stated, tj is the minimum permissible value 
specified by the manufacturer. 

l o minimize the cost of the rectifier circuit, it may be desirable that 
E _i have the lowest permissible value. To find this value, note that as 
E { is decreased, the required value of R t expressed by Eq. 216 decreases 
also, and approaches zero as E t ( 1 - u) approaches E b . But, since 
E t {\ + u) remains larger than E bt the left-hand term of Eq. 215 then 
approaches infinity, so that Eq. 215 is violated. Thus there is a mini¬ 
mum value of E it and a corresponding minimum value of R lt for which 
Eqs. 215 and 216 are satisfied. For these minimum values, the con¬ 
ditions of equality in the two equations occur together. Simultaneous 
solution of the equations gives for the minimum values 


Minimum permissible E t 


and 

Minimum permissible R t 




l 2 + h 


[217] 
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1 -u T 


*2 ~ *1 
2 


- At 


E b 


»t-h _ H + H _ ^ _ r 
2u 2 u 


[218] 


For any selected value of E i larger than that given by Eq. 217, there 
is a range of permissible values for R t that is obtained through 
substitution for E t in Eqs. 215 and 216. Conversely, for any selected 
value of R s larger than that given by Eq. 218, a range for E { is found. 

Once values of E i and R t are selected by the foregoing procedure, 
the question of whether or not the minimum starting voltage require¬ 
ment of the tube is satisfied should be examined. The voltage available 
to start the discharge is the fraction of E { that appears across the load 
with the tube removed. The load and R t then act as a voltage-divider 
network. This voltage available at the tube terminals must be greater 
than the rated starting voltage of the tube when e i and the load 
resistance have their minimum values; otherwise the discharge will 
not start and no stabilizing action will occur. Adoption of higher 
values of E i and R t than originally chosen may thus be found necessary 
to provide adequate starting voltage. 
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ELECTRONIC VOLTAGE STABILIZERS 


Although »d .» -ho™ - 

ttrob* when . volt.g.-regol.tor t,b, » -«h 
resistance that gives rise to the poor regulation is absorbed 

"STS£2££«. the rectifier circuit may 

would otherwise be required when a voltage regulator aused^^because 
the tube reduces the ripple along with the supply-voltage vamUons 
For high ripple frequencies and rap.d fluctuat.ons in the load and 
supply^olUgM, however, the volt-ampere relation for the tube ceases 
to follow an essentially horizontal line. It becomes a loop with a 

major axis having appreciable slope.- The effect,ve .mpcdance of the 

tube thus increases with the frequency or rate of rise ofthefluctua 
tions, and the voltage stabilization becomes poorer Furthermore 
even for slow changes or steady values of the tube current, the 
instabilities, lack of reproducibility, and discontinuities in the volt- 
ampere characteristic mentioned in Art. 8, Ch. V, impose limitations 
on the applicability of gas-discharge voltage-regulator tubes. 

Gas-discharge voltage-regulator tubes are frequently operated in 
series to provide a regulated voltage higher than that afforded by one 
tube. A series arrangement with connections from each tube may be 
used as a voltage divider to give multiple regulated output voltages 
from one source. A parallel combination of voltage-regulator tubes for 
the purpose of obtaining increased current range is not practical, 
however. Since the starting voltages of two such tubes are never equal, 
one tube would tend to start first and prevent application of sufficient 
voltage for starting the other. Furthermore, since the volt-ampere 
characteristics are never identical and the operating voltages across 
the two tubes are constrained to be equal, even if both tubes did start, 
the current would always be much larger in one than in the other. 


15. Electronic voltage stabilizers 
Stabilization of the output voltage of a rectifier is accomplished by 


*> H. J. Reich, Theory and Applications of Electron Tubes (2nd ed.; New York: 
McGraw-Hill Book Company, Inc., 1944), 433-436; W. C. Elmore and M. Sands, Elec¬ 
tronics: Experimental Techniques (New York: McGraw-Hill Book Company, Inc., 1949), 
367-370. 
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a number of methods 22 that utilize amplifier tubes. These voltage- 
stabilizer circuits also serve to filter and reduce the ripple voltage. A 
representative arrangement in common use is shown in Fig. 40. A full 
explanation of the behavior of this circuit involves the principles of 
amplification and feedback discussed in Ch. IX. A qualitative descrip¬ 
tion, however, is that tube T x serves as a variable resistance that is 
automatically adjusted by the circuit to maintain the output voltage 
Edc approximately constant regardless of changes in the load current 



Fig. 40. Degenerative-type electronic voltage-regulator circuit. 


and alternating supply voltage. The voltage-regulator tube T 2 
establishes a fixed voltage reference at its terminals in the manner 
described in Art. 14. A fraction of the out put voltage, a E de , determined 
by the adjustable tap on resistor R A . is compared with the fixed 
reference value by the amplifier tube T 2 . Any change in E dc causes a 
change in the difference between a E dc and the voltage across T 3 . This 
change in amplified by T 2 and applied to the grid of T, to increase or 
decrease its effective resistance to direct current so as to restore E dc 
approximately*to the value it had before it started to change. 

Adjustment of the output voltage over a considerable range may be 
made by means of the tap on resistor R v The maximum current out¬ 
put is limited by heating in tube T x \ several tubes in parallel are used 
when a large current is needed. Capacitor C is added to make the 
circuit especially responsive to rapid changes in the load or supply 

22 F. V. Hunt and R. W. Hickman, “On Electronic Voltage Stabilizers,” R.S.I., 10 
(1939), 6-21; A. B. Bereskin, “Voltage Regulated Power Supplies,” I.R.E. Proc., 31 
(1943), 47-52; \V. R. Hill, Jr., “Analysis of Voltage Regulator Operation," I.R.E. Proc., 
33 (1945), 38-45; A. Abate, “Basic Theory and Design of Electronically Regulated 
Powor Supplies," I.R.E. Proc., 33 (1945), 478-482. 
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been made to gain f urt h er cons Y for a y 0 f them, it must be 

mate limit in stability of the ou p across the voltage-regulator 

recognized, is the stability of the voltage acro^the vo, ^ 

tUb T /iXenttive tube has a stability of 0.1 

J: the current through it is maintained constant. 


PROBLEMS 


1. A vacuum diode is available whose volt-ampere 
closely represented by the relation 

i„ - 10“V't, 


characteristic can bo 


where is in amperes and e b in volts. 


(b) 


(e) 


200-volt direct source, «... >«= . • nn(1 lhe 

If the diode is connected in series with an inductance of 30 hennf*_andth 
same source, derive a relation between the current and the time after 

If°thc di’ode'Ts connected in series with a capacitance of 50and the: same 
source, derive an expression for capacitor voltage as a function of time 
after closure of the switch. 

2. The relation between the instantaneous values of the voltage across and the 
current through a hot-cathode fluorescent lamp 1 in. in diameter is give > 

2311 , + 12.5, 


t = 


0.56 + i 

where l is the length of the tube in inches, e is in volts, and i is in amperM. The 
starting voltage may be assumed to be twice the operating voltage for 0.1 amp. 

(a) What is the maximum length of lamp that can be operated from a 120-volt 
rms sinusoidal source? 

(b) If the length is three-fourths that in (a), what value of senes resistance 
should be used if the maximum instantaneous value of the current is to be 

limited to 1 amp? • 

(c) Sketch the waveform of the current and obtain its approximate effective 

value. 


3. A circuit commonly used in rectifier-type indicating instruments is the 
bridge rectifying circuit shown in Fig. 18c. The instrument has a d Arsonval 
movement that gives a deflection proportional to the average value of the current 
through it, but the scale is calibrated to indicate the rms value when a sinusoidal 
voltage is applied. 

What does the instrument read and what is the true rms value when it is 
connected to 

(a) a 115-volt d-c source? 

(b) a 115-volt rms sinusoidal source? 

(c) the sources of (a) and (b) in series? 
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4. Rectifier-type ammeters and voltmeters are sometimes constructed with 
the circuit arrangement of Fig. 41. What reasons can you give for the disposition 
of the two rectifying elements? 


5. (a) Derive Eq. 127 from Eq. 126. 
(b) Obtain an expression cor¬ 
responding to Eq. 127 for a 
full-wave rectifier with a 
smoothing capacitor. What is 
its approximate form for large 
values of ujCRI 

6. A high-voltage vacuum keno- 
tron rectifier is used in a circuit 

similar to that shown schematically in Fig. 21a with a 1-/if capacitor as the plate 
load. The sinusoidal source voltage t, has a peak valuo of 100.000 volts at a fre¬ 
quency of 60 cps. The switch S is closed when the applied voltage is passing 
through zero with a positive rate of change. The capacitor is initially uncharged. 

The rectifier tube has a tungsten filament with a saturation current of 250 ma. 
The voltage drop required to overcome the space charge corresponding to this 
current is negligible in comparison with the peak applied voltage. 

(a) Sketch the waveforms of the source voltage t $ , the voltage across the tube 
e b , and tho voltage across the capacitor t for cycles when the capacitor is 
uncharged, charged to approximately half its final voltage, and charged to 
its final voltage. 

(b) What ultimate value does the voltage across the capacitor reach? 

(c) Find the increments of voltage acquired by tho capacitor during the first 
half-cycle and the half-cycle when it has acquired half its final charge. 
Assuming that over this period the average increment of voltage acquired 
per cycle is the average of these values, find the time required to charge the 
capacitor to half its final value. 



Fig. 41. Rectifier-type instrument circuit 
for Prob. 4. 


7. Find the ripple factor of the load voltage for the full-wave rectifier shown in 
Fig. 7 when a capacitor is placed across the load. Compare this with the ripple 
factor without the capacitor. 

The values to be used are: 

7? 0 = 0 

R — 10,000 ohms 
C = 10//f 


E tm = 100 volts 
Frequency = 60 cps. 


8. A full-wave rectifier that is supplied from a 60-cps source through a trans¬ 
former having an effective secondary voltage of 350 volts from the center tap to 
each anode terminal utilizes a Type 5Y3-G vacuum rectifier tube. Each diode in 
the tube may be approximated by a constant resistance of 400 ohms during the 
time it conducts. The load is a resistance that varies from 1,000 to 100,000 ohms, 
and a smoothing inductor having an inductance of 5 henries and a resistance of 
200 ohms is used. Plot the direct output voltage and the ripple factor as functions 
of the load resistance. 


9. Determine the ratios of the maximum peak inverse voltage across the recti¬ 
fiers to the direct output voltage at no load and to the peak value of the alter¬ 
nating supply voltage for 
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b the voltage-doubling circuit of Fig. 29, and 

<0 the voltage-multiplying c.rcu.U of »» » ^ conducting „ used to 

10. A gas diode having a volta |® rop Normally the rectifier is used in 

charge lotteries from ^ 

series with a control resistor to ch g u give n 10 such batteries to 

10 hours. On a particular occas.on the operato ^ current . U m l tu,g 

charge. He places them m series and gradm Uy d^^ ^ ^ charging rate, 
resistance until a d-c amm 10 -amp fuse in series with the tube 

”1“ explanation) The expUnation ahonld be .up- 

norted bv diagrams and approximate computations. 

,1. A transformer, a gas diode, and a 1-^"fioTps 
in a half-wave rectifier circuit for the purpose p™' rg^g^ba ^ y ^ ^ ]00 

sinusoidal source of alternating curren . ,o be 6 volts during the entire 

ampere-hours. The battery voltage may be chl f rg cd when 

charging time, and the t^e dmp across the rectifier 

100 ampere-hours have del,vc , re V nd ‘ ull to 10 volu and the filament of 

- the transformcr ' rcquire8 

35 ,a) 0 What alternating voltage is required across the secondary winding of the 
transformer to charge the battery in 10 hours. 

(b) Calculate the over all conversion efficiency as defined b> 

D-c power delivered to the battery 
Efficiency - -Total power consumed^ 


when the transformer efficiency is taken as 90 per cent. 

(c) What is the cost of charging the battery if the cost of 
energy at the primary winding of the transformer is o 
cents per kwhr? 

12. The circuit diagram of Fig. 42 is that of a full-wave mer¬ 
cury-arc rectifier in which a center-tapped inductor L is used 
because of the lack of a center tap on the transformer. It is 
desired to find the value of L necessary to maintain the arc 
when the load resistance varies between 4 and 24 ohms. 

The arc voltage drop is 20 volts, and the arc extinguishes if 
the instantaneous value of its current falls below 2 amp. If the 
coupling coefficient between the two halves of the inductor is 
0.95, what value of L is needed? 

13. A full-wave mercury-arc lamp for a-c operation is 
supplied from a center-tapped transformer secondary winding 
as in Fig. 7. An inductance, as well as the resistance shown, is 
included in series with the common cathode to stabilize the 
arc and prevent it from extinguishing during the cycle. 

If the lowest instantaneous value of the current must be 
greater than one-half the average current, what is the limiting 
value of inductance needed? Neglect the voltage drop in the 
arc during conduction. 



Fig. 42. Full- 
wave mercury- 
arc rectifier cir¬ 
cuit for Prob. 

12 . 
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14. A delta, six-phase, star rectifier, illustrated in Fig. 14, delivers 1,000 amps 
at 600 volts to a d-c load. Connected in series with the load is a reactor that has a 
resistance of 0.01 ohm and an inductance sufficiently large to make the ripple in 
the output current negligibly small. The voltage drop in the arc of the mercury- 
arc rectifiers used is constant at 20 volts during conduction, and the transformer 
leakage reactance is negligible. Find the following: 

(a) Required current and voltage ratings of the individual secondary windings. 

(b) Required total volt-ampere rating of the secondary windings. 

(c) Secondary utilization factor. 

(d) Required volt-ampere rating of the reactor. 


15. A delta, six-phase, double-wye rectifier, illustrated in Fig. 17, is used to 
supply the same current and power to the same load through the same reactor 
and rectifiers as in Prob. 14. Find tho following: 

(a) Required current and voltage ratings of the individual secondary windings. 

(b) Required volt-ampere rating of the interphase transformer. 

(c) Required total volt-ampere rating of the secondary windings. 

(d) Secondary utilization factor for the transformer. 

(e) Ratio of the output power to the sum of the volt ampere ratings of tho 
secondary windings and the interphase transformer. 


16. Six hot-cathode mercury-vapor rectifier tubes are used in tho delta, six- 
phase, wye, double-way (bridge) rectifier circuit shown in Fig. 19. Each tube has 
ratings as follows: 

Average plate current = 10 amp max 
Peak plate current — 40 amp max 
Peak inverse voltage = 10,000 volts max. 

Connected in series with tho load is a reactor having negligible resistance and 
sufficient inductance to make the ripple in the output current negligibly small. 
The voltage drop in the tubes while they conduct may bo neglected. Find the 
following: 

(a) Maximum rms secondary voltage to neutral permitted by the tube ratings. 

(b) Maximum direct load voltage permitted by the tube ratings. 

(c) Maximum direct load current permitted by the tube ratings. 

(d) Minimum volt-ampere rat ing of the secondary windings required to produce 
tho voltage and current of (b) and (c). 

(e) Secondary utilization factor. 


17. Construct the three voltage waveforms across the source, the rectifier, and 
the load for the conditions in Fig. 20. 

18. Construct the four voltage waveforms across the source, the rectifier, the 
inductance, and the load for the conditions in Fig. 26. 

19. Make an analysis of a series-inductor smoothing filter for a full-wave recti¬ 
fier by a method similar to that employed in Art. 12a of this chapter. Neglect the 
voltage drop across the tube while it conducts and consider the load to be a pure 
resistance. 

20. In the circuit of Fig. 31, the voltage drop across the tube is negligible while 
the tube conducts, E s is 300 volts, / is 60 cps, L is 10 henries, C is 5 /if, and the 
maximum average current rating of each tube is 100 ma. Find: 
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(a) the direct output voltage, . , 

' ' . ,_ e “KlppHer resistance to be used, 

ana the — assumed dissl- 

Pa ;r^at is the maximum value of load resistance consistent with good voltage 

regulation? Explain your answer. jf R is 2 ,500 ohms? 

(b) What is the approximate rms r.pplc voltage afTccted if 

c In what ways will the performance of the power 

vacuum diodes are used instead of mercury-vapor d.odes. 

tszz a 

of the transformer secondary winding is 900 volts and the load resistance 
1,800 ohms? 

23. A single-phase full-wave rectifier is to supply a SOO-watt resistance load 
at a direct voltage of 500 volts from a 60-cps source. The rms ripple voltage o 

lowest-order harmonic in the output is to be 0.001 times thc d.rect vo tage and 

the maximum impedance as viewed from the load into the r ® ct,fl " 
terminals must be less than 100 ohms at 30 cps (the lowest .mportant frequency 
at which the load might vary if the rectifier were supplying an audio amplifier). 
The voltage drop in the tube is constant at 15 volts during conduction. 

(a) Design the rectifier for minimum cost, using an inductor-input filter of 
single L section, specifying the transformer voltage, filter inductance, and 
capacitance, and taking into account the cost of inductance as $2.50 per 
henry, the ratio L/R x for the inductance as 1/15, and the cost of capacitors 
as $0.50 per /if. It may be assumed that the load will fall intermittently to 
25 per cent of full load, but the current through the choke must be con¬ 
tinuous even with the lighter load. 

(b) If the transformer efficiency is 90 per cent, what is the over-all efficiency of 
conversion from a-c to d-c power in the rectifier? 

(c) Using the above cost data, determine whether the filtering can be accom¬ 
plished with least expense by a single-section or a double -section inductor- 
input filter. Specify the inductance and capacitance of each element, and 
calculate the cost of the filter. 

24. A transformer with a center-tapped secondary winding rated 330 volts rms 
on each side of the center tap, a 60-cps supply, two capacitors each rated 8 /if, and 
a swinging choke rated 5 henries at 200 ma and 25 henries at 25 ma with 75 ohms 
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winding resistance are to be used for a full-wave single-phase rectifier and filter 
circuit using first a mercury-vapor tube and second a Type 5U4-G tube. The 
inductance of the swinging choke may be assumed to vary linearly with the 
average current through it between the limits given above. 

(a) Plot for each rectifier tube the direct voltage and the ripple voltage ob¬ 
tained with an inductor-input filter that utilizes the two capacitors in 
parallel for load currents up to 200 ma. 

(b) Plot the direct output voltage and the ripple voltage obtained with a 
capacitor-input filter and the Type 5U4-G tube for load currents up to 
200 ma. 

2maximum permissible direct output current from a full-wave vacuum 
recti er tube is 75 ma per plate, and the maximum permissible peak inverse 
voltage is 1,400 volts, what are the maximum direct output voltage and current 
that can be supplied by this tube when it is used in a full-wave rectifier circuit 
with an inductor-input filter? Neglect the voltage drop in the tube during 
conduction and the resistance of the inductor. 

26. A full-wave rectifier comprises a Type 5T4 tube and a capacitor-input filter 

made up of two S- M f capacitors and a 20-henry inductor. The transformer supplies 
300 volts rms per anode to the tube, and the resistance of the inductor is 75 ohms. 
Plot curves of direct output voltage and ripple voltage for load currents up to 
225 ma. * 

27. A full-wave rectifier for aircraft use has a 400-cps supply frequency, an 
rms transformer secondary voltage of 350 volts per anode, negligible voltage drop 
in the tubes while they conduct, and a load resistance of 7,000 ohms. 

Find the direct output voltage and the 800-cps rms component of the load 
voltage when 

(a) no filter is used, 

(b) a filter composed of a 1-henry inductor having negligible resistance is used, 
and 

(c) an inductor-input filter composed of the inductor in (b) and a 1 -/if capacitor 
is used. 

28. A Type OC3/VK105 voltage-regulator tube is used to stabilize the voltage 
across a load in which the current may vary between 0 and 20 ma. The alter¬ 
nating supply voltage may fluctuate plus and minus 10 per cent about its mean 
value. The direct starting voltage for the tube is 115 volts, its direct operating 
voltage is 105 volts, and the permissible range of its direct operating current is 
6 to 40 ma. 

Find the minimum permissible mean value of the direct output voltage of the 
rectifier circuit, E i in Fig. 39, and the corresponding minimum series resist¬ 
ance, R b . If the mean direct output voltage is increased to 300 volts, what is the 
range of permissible resistance values? 
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in rectifier circuit, tta. . 'SZ'.X » 

sst tfssat’trr 

tubes determines the instant at which conduction starts, but can 
stop conduction. These devices are therefore not generally suitable 
use^with a direct voltage supplied to the anode. However, 
alternating anode-voltage supply is used, as in rect.fier circuits - 
ionization may take place during the negative half-cycles of the ap 
plied voltage and the grid or other control means may thus regain 
control. By delay of the point at which conduction starts in each 
positive half-cycle, the average current in the anode circuit... 
controlled. In contrast, the instantaneous.current is the.quanMy 
controlled in the usual vacuum-tube amplifier circuit. In the articles 
that follow, the thyratron is used as an illustration, but the basic prin 
ciples outlined for control of a rectified current are applicable to other 

controlled rectifiers as well. . 

The methods of control 1 by thyratrons may be classified in two ways. 
First, the control may be classed as on-or-off or as continuous; that is, 

(a) the grid voltage may be used to determine whether an anode cur¬ 
rent of a magnitude determined by the load flows or is interrupted, or 

(b) the grid voltage may be adjusted to vary the average anode cur¬ 
rent continuously over some range. Second, the control may be classed 
according to the form of the grid-voltage wave . 2 For example, the grid 
voltage may be a steady direct voltage, a sinusoidal voltage of the 
same frequency as the anode-supply voltage, a sharply peaked voltage 
wave, or any combination of these. The discussion that follows covers 
several of the numerous possible methods. 


1 W. R. G. Baker, A. S. Fitzgerald, and C. F. Whitney, “Industrial Uses of Electron 
Tubes,” Electronics, 2 (1931), 467-469; “Electron Tubes in Industrial Service," Electronics, 

2 (1931), 581-583. 

*J. H. Burnett, “Thyratron Grid Circuit Design,” Electronics, 24 (March, 1951), 
106-111. 
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Critical-grid-voltage curve 

A basic step in the analysis of any method of control by a thyratron 
is the construction of a curve that shows the critical grid voltage as a 
function of time. This curve may be determined from the control 
characteristic, which is discussed in Art. 6b, Ch. V, by the graphical 
method shown in Fig. 1. The sinusoidal anode supply voltage, e„ for a 




thyratron connected as in Fig. la is plotted in Fig. lc so that instan¬ 
taneous values of anode voltage may be conveniently projected onto 
the anode-voltage axis of the control characteristic in Fig. lb. For 
each value of e g , there is a value of grid voltage—the critical grid 
voltage given by the control characteristic—at which the tube will 
fire if the grid potential is changed from more negative values to that 
value. Projecting points on the curve of Fig. lc onto the control char¬ 
acteristic, and then down and around as shown, gives the curve e crit of 
Fig. lc, called the critical-grid-voltage curve. This curve specifies as a 
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function of time the grid voitage 

the anode voltage follows he c„r« of l * voltage drop e, 

in which the load .s a res.stor« «" F ^ ] onducllon begin s. There- 

equals the anode-supp y ' " ■ )t curve derived from the 

fore, in such a eircu.t, the cat ,csbg * in the cycle 

anode-supply voltage may be us«d to deter of app , ie d grid 

—isrjzzz 

Xe*” 

to lie on the axis does not introduce apprec.able error into the analysis. 

v_x2. Control by direct grid voltage 

Control of the average rectified current through variation of the 
applied direct grid voltage, sometimes called b,as control, “ 
in Fig. 2. In the circuit of Fig. 2a, a thyratron is employed as a-ha.If- 
wave rectifier to supply direct current to a resistance load, ho g 
of the thyratron is connected to a grid-bias-supply battery by 
means of a current-limiting resistor R x and a resistance voltage 
divider R 2 and R 2 . Either part of the voltage divider may be a dex ice 
(such as a phototube) whose resistance, often nonlinear, depends on a 
quantity (such as light intensity) whose value is to control the 
thyratron current. The current-limiting resistor must be large enough 
to prevent the flow of excessive grid current after the tube fires. 
Varying R 2 , or R 3 , or the ratio of the two, controls the rectified 
current in the anode circuit over a limited range. 

The circuit behavior for one setting of the voltage divider is illus¬ 
trated by the waveforms in Fig. 2b, in which e s is a sinusoidal supply 
voltage, e„ it is the corresponding critical grid voltage, and e c is the 
voltage applied to the grid. When e e has the magnitude shown in the 
figure, the grid becomes more positive than the critical voltage at the 
point 0 lt and conduction to the anode takes place. The anode voltage 
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e b drops to about 10 or 15 volts and remains almost constant as long 
as an anode current exists, and the anode current has the wavoform 
indicated in the figure. During the negative half-cycle, the anode 
voltage equals the supply voltage, and thus the peak value of the 
inverse anode voltage equals that of the supply voltage. 

During the conduction period, the grid current causes a voltage drop 
in the grid-circuit resistors that affects the waveform of the grid 




Fig. 2. Continuous control of the average load current by adjustment 
. of the direct grid voltage. 

voltage e e . This effect, which is not indicated by the curve of e c in 
Fig. 2b, has, however, no influence on the waveform of the anode 
current, because of the trigger action of the grid. 

From Fig. 2b it is seen that if the direct grid voltage is changed by 
some means such as adjustment of the resistances in the voltage 
divider R 2 and R z , the crossing point of the curves of applied and 
critical grid voltage is moved, and hence the ignition angle 0 X is 
changed. Thus the portion of the cycle during which the anode current 
flows is controlled by the grid voltage. Since the average value of the 
anode current is proportional to the cross-hatched area shown, the 
direct output current of the rectifier is controlled in this way. 

The average value of the current, I dc , may be determined for any 
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particular ignition angle 6, by a method similar to that used in Art. 5, 
Ch. VI. Thus, during conduction, 

■ _ g.m sin 0,1 - g o 0 l <o>t<0 t , [!] 

.here is the voltage drop in the tube when it conducts. The average 
value of the current is therefore 


dc 


1 

2rr \ 


'•* E tm s\no)t — E o 


R 




[ 2 ] 


Conduction then ceases at the po.nt where e, equals E 0 , thus 

0 2 = n — sin -'{E 0 IE,J, ld J 

and ..-.in -‘(BJB..) 


Iic - 2n 


E. m sin (ot — E 


R 


0 d(u>t), 


[*] 


which gives__ 

[V* - (fe) - fc ^ 9,1 + i ■ m 


If the tube voltage drop £„ is small compared with the peak supply 
voltage E, m , Eq. 5 reduces to 


E, 


/j ' = ^ [1+C0S ° ,] ’ E '‘ <Em 


[ 6 ] 


which may be written in the form 

/, =L± cosO I Eo<Emt [7] 

I de mil 

where I iCm „ is the value E,J(nR) that occurs when 0, is zero. Note 
that these relations are basic for any method, of control that causes ignition 
at the angle 0,; they apply not only to control by a direct grid voltage, 
but also to control by the other methods discussed in the articles 
that follow. 

When the grid voltage in Fig. 2 has a positive value large enough to 
make the conduction period last for essentially the entire half-cycle, 
the direct current has its maximum value I dCnat . For other values of 
grid voltage, the direct current is reduced as indicated by the curve of 
Fig. 2c. If the grid voltage is just equal to the maximum negative value 
of the critical grid voltage, 0 X is 90 degrees, and conduction does not 
start until the middle of the positive half-cycle. Consequently the 
average rectified load current is then reduced to approximately half 
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of its maximum value. For larger negative values of the grid voltage, 
conduction cannot occur at all, and therefore the curve of Fig. 2c 
drops suddenly to zero at this grid voltage. 

Small changes in the control characteristic of the tube result in largo 
changes of the direct load current, because of the smallness of the 
angle of intersection of the curves of applied grid voltage and critical 
grid voltage. Since the control characteristics depend upon the gas 
pressure, which changes both with the temperature and with the age 
ot the thyratron (see Art, Gf, Ch. V), this method of control inherently 
lacks precision and dependability. It is especially unsatisfactory if 
mercury-vapor tubes are used, for the temperature and vapor pressure 
are usually subject to wide fluctuation. The method of continuous 
control by a variable direct grid voltage that involves combining it 
with a constant alternating voltage as described in Art. 4 can be made 
relatively free from this objection and hence is to be preferred in 
most applications. 

On-or-off control with satisfactory reliability may bo obtained 
through variation of the direct grid voltage in the circuit of Fig. 2a if 
the total change in direct voltage is large enough to extend over a 
considerable range of e t above and below the value that corresponds to 
the dotted vertical line in Fig. 2c. Thus, if the magnitude of E, c in 
Fig. 2a is large compared with that of the maximum negative value of 
the critical grid voltage curve in Fig. 2b, switching the grid connection 
from one end to the other of E„ turns essentially the full rectified 
current on or off with precision regardless of moderate changes of 
the control characteristic. 

Various control circuits in which closing or opening a switch pro¬ 
duces the necessary change in grid voltage are shown in Fig. 3. In 
these, the purpose of the resistor R t is to limit the current to the grid 
during the conduction period, and that of R 2 is to limit the current 
through the battery when the switch is closed. Since the resistors also 
limit the current through the switch, its current capacity may be 
small compared with that of the thyratron. Thus delicate contacts, or 
a low-current device such as a phototube, may be used as the switch 
to control a relatively heavy current by this means. 

The waveform of the supply voltage e, and the critical-grid-voltage 
curve e erit derived from it are shown in Fig. 3b. With the switch S in 
Fig. 3a open, the grid is connected to the battery of voltage E ce 
through R x and R 2 , and is negative. If this negative voltage is greater 
in magnitude than the maximum negative value of the critical grid 
voltage, as shown in the figure, no anode current flows during the 
cycle, for the critical-voltage curve is never crossed by the curve of 
actual voltage. However, if the switch S is closed, the grid voltage e c 
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- -h. anode voltage j. 

voltage e,. Conduction starts a^^j tag( , At this instant, as 

voltage becomes equal with 5 closed, the current i rises 

is shown by the curves of e> and of e, with * c e tQ low 

suddenly, and both the anode and the gnd voltag this 

ST .St r" " 51 — 




Fig. 3. On-or-off control of the average load current. 


voltage and the supply voltage during the conduction period; the re¬ 
sistor B, absorbs the difference between the grid and supply voltages. 
The load current i, shown by the curve that forms the upper boundary 
of the cross-hatched area, assumes such a value that the voltage drop 
across the load resistor equals the difference between the supply 
voltage and the tube voltage drop. As the end of the conduction 
period is approached, the anode voltage rises slightly and the current 
decreases rapidly, while the grid voltage also rises to the sine curve as 
the plasma in the tube disappears. During the negative half-cycle, the 
voltages of the anode and the grid are both equal to the anode-supply 
voltage. Hence the grid battery E cc receives a net rectified charging 
current. The circuit of Fig. 3c is similar to that of Fig. 3a except that 
the positions of S and R 2 are interchanged, and conduction stops 
when S is closed. With the circuit of Fig. 3d, on-or-off control is 
obtained by use of a direct grid excitation only. 
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^ 3. Control by phase shift of alternating grid voltage 

Continuous control of the average anode current through use of an 
aUernating voltage of adjustable phase 3 as grid excitation is accom¬ 
plished by the circuit of Fig. 4a. In this circuit, both the anode- and 



Phase angle in degrees 
(<?> 

Fig. 4. Control of the average load current by phase shift of an 

alternating grid voltage. 

the grid-supply voltages e, and e ig are sinusoidal alternating voltages 
of the same frequency and ordinarily come from the same power 
source. However, a phase-shifting device or circuit not shown in the 
diagram is interposed between the power source and the grid to pro¬ 
duce a phase angle between these voltages. Three diagrams of the 

* A. W. Hull, “Hot-Cathodo Thyratrons—Part II, Operation,” Q.E. Rev., 32 (1929), 
393-398. 
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Art. 3] 
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voltage are given in Figs. > » voltaee is zero for all values 

tions are made that (a) the <*,^ the tube when it is 

of the anode voltage and ( ) g treatment would necessarily 

conducting is zero. A more nearly-act treatmen'> " ag does 

involve the instantaneous magnitudes of these two q 

the discussion in Art. 2. anode-supply 

* fifssrs - 

■•r mZSsxz »o bu, .,,o 

;S» y T £S of y ,h. g ,id volUg.. V^tion .h- P ■» 

of the S-voltage wave departs from a sinusoid in the manner 
shown because at the beginning of the positive half-cycle the tube .s 
conducting, the grid draws a large electron current ^m the plasma 
and most of the grid-supply voltage e,„ appears across the grid 
current-limiting resistor ft,. After the grid-supply voltage becomes 
negative at 90 degrees, the grid draws a positive-.on current from the 
plasma, and a smaller but appreciable voltage drop in ft, may occur 
until conduction stops and de-ionization takes place. 

In Fig. 4c, the grid-supply voltage lags the anode-supply voltage by 
45 degrees. In the initial part of the cycle, the grid voltage is negative, 
hence the grid current i c is then negligible, and the grid voltage e 
equals the grid-supply voltage e„. Because of the negative grid 
voltage, the tube cannot conduct. When the grid becomes positive, 
at an angle of 45 degrees in the anode-supply-voltage cycle, ignition 
occurs and the anode current rises suddenly and varies sinusoidally lor 
the remainder of the half-cycle. As in Fig. 4b, most of the gnd-supp y 
voltage is absorbed in the grid resistor as long as the grid-supply 
voltage is positive. When the grid-supply voltage becomes negative, 
however, the grid voltage follows the sine curve closely, since the 
grid current is then very small. The effect of the lagging phase angle 
of the grid voltage is to delay the start of conduction by a length of 
time corresponding to the angle of lag. The ignition angle 0 l equals 
the magnitude of the lagging phase angle of the grid voltage. As is 
shown by Fig. 4d, large lagging phase angles reduce the average anode 
current toward zero as the lagging phase angle approaches 180 degrees. 
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From these considerations, it is evident that the curve of the 
average load current I dc as a function of the phase shift of the grid- 
supply voltage has the general form shown in Fig. 4e. The universal 
relations expressed by Eqs. 1 to 7 are applicable to this phase-shift 
method of control, and describe this curve when the ignition angle 0, is 
expressed in terms of the phase angle between the grid- and anode- 
supply voltages. This ignition angle is equal to the magnitude of the 
phase angle for grid-supply voltages that lag the anode-supply voltage 
by angles up to 180 degrees, provided the critical grid voltage and the 
tube voltage drop during conduction are zero, as is assumed in Fig. 4. 
The ignition angle is zero for grid-supply voltages that lead by angles 
up to 180 degrees, as is explained in the foregoing paragraphs. 
Accordingly, Fig. 4e is plotted from Eq. 7. 

If the critical grid voltage and the tube voltage drop during con¬ 
duction are not negligible, the average current is represented by Eq. 5, 
but the ignition angle 0, no longer equals the magnitude of the phase 
angle for lagging grid voltages. Rather, it has a somewhat different 
value corresponding to the time at which the grid-voltage wave inter¬ 
sects the critical-grid-voltage curve. If the load in the anode circuit is 
not a pure resistance, but contains series inductance or parallel capaci¬ 
tance, the curve of Fig. 4e is not applicable, and the analysis for a 
half-wave grid-controlled rectifier must be made somewhat as out¬ 
lined in Arts. 9 and 10, Ch. VI. For a full-wave or polyphase grid- 
controlled rectifier circuit with an inductor-input filter, the analysis of 
the conditions for continuous conduction, discussed in Art. 12a, 
Ch. VI, can be extended to determine the value of a critical inductance . 4 

Because of the sudden jump that occurs at the 180-degree position 
in Fig. 4e, a phase-shifting method that varies the phase of the grid 
voltage through a small angle about 180 degrees gives on-or-off control 
of the current. 

Variations of an alternating grid voltage other than simple phase 
shift are sometimes useful in a grid-controlled rectifier. For example, 
the voltage actually applied to the grid often varies in both amplitude 
and phase. The changes in amplitude are sufficiently small to have 
little effect upon the starting of conduction, and the control is primarily 
the result of the variations in phase. It is to be noted that variation of 
an alternating grid voltage in amplitude alone is not an effective 
method of obtaining wide-range continuous control, as may be seen 
from consideration of the effect such a variation would have upon 
the firing point. 


4 W. P. Overbeck, ‘‘Critical Inductance and Control Rectifiers,” I.R.E. Proc., 27 
(1939), 655-659. 
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the cycle is obtained if an alternating g g ^ wave s 0ne 

may be used to determine precisely the ignition angle o y , 

Phase shift of the primary supply voltage provides continuous control 

of the ignition angle. To assure that ignition w. 1 ^ voltaL some 
steep front of the voltage wave, a negative direct bias voitagc some 

what smaller than the amplitude of the peaked wave .s ord na l 

connected in series with the peaked voltage. The direct bias v oltage is 
frequently obtained from a parallel combination of resistance and 
capacitance connected in series with the grid—a capacitor “ 
nected across the resistor fi, in Fig. 4a. The rectified grid current 
develops a direct voltage drop across the resistor. Hus .% oltage is 
smoothed by the capacitor in the manner described in Art. J, 

A peaked wave of secondary voltage is produced if the primary 
winding of a transformer is supplied with an abnormally large exciting 
current from an alternating voltage source through a large resistance. 
The resistance should be large enough to govern the wave shape of the 
exciting current and maintain it essentially sinusoidal despite the 
changing primary inductance that accompanies the saturation of the 
core. Such a method is inefficient, however, because of the excessive 

5 M. M. Morack, “Voltage Impulses forThyratron Grid Control.” O.E. Rev., 37 (1934), 
288-295; O. Kiltie, “Transformers with Peaked Waves,” E.E., 51 (1932), 802-804. 
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power loss in the resistance. When efficiency is important, poaked- 
voltage transformers are used that have cores with multiple flux 
paths of different characteristics designed so that the core in the 
secondary winding saturates, but that in the primary does not.« 

v^T'CoNTROL BY MAGNITUDE OF A DIRECT GRID VOLTAGE SUPER- 
POSED ON AN ALTERNATING GRID VOLTAGE 

Although, as is explained in Art. 2, a variable direct grid voltage is 
unsatisfactory for continuous control of the average current in a 

fltVl I ! . 


5 * 


Negative E cauaea email 

(b) 


ir wt 



Fig. 5. Varying direct grid voltage E gives phase control when superposed on 

lagging alternating bias voltage e. 


thyratron when used alone, it can be utilized effectively if combined 
with an alternating component of grid voltage in the manner shown 
in Fig. 5. When the direct grid voltage E is negative, and the alter¬ 
nating voltage e lags the supply voltage e, by 90 degrees, as in Fig. 5b. 
their sum, which is the grid-supply voltage e,„ intersects the critical 
grid-voltage curve at an angle 0 X greater than tt/ 2. When the direct 
grid voltage is positive, however, the intersection is at an angle 

• R. Lee, Electronic Transformers and Circuits (New York: John Wiley & Sons, Inc.. 
1947), 209-211. 
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where is the amplitude of the alternating component e of the grid 
voltage. Equation 7 then becomes 

[9] 

[ 10 ] 
[ 11 ] 


i.-i^+ene (:-»"-£)]. 


Thus, / dc varies linearly with E as is shown in Fig. 5d. If the phase 
angle between the alternating component of the grid voltage and the 
anode supply voltage is not 90 degrees, or the critical grid voltage is 
not negligible, continuous control may occur, but the relation between 
I dc and E is no longer linear. 


u '-5. Control by amplitude of an alternating voltage 
SUPERPOSED ON A LAGGING VOLTAGE 

An alternating voltage having a slowly changing amplitude is often 
available for control of a thyratron, particularly in various feedback- 
control systems. Combining the voltage of varying amplitude with a 
second alternating voltage of constant amplitude and phase, but 
lagging the anode-supply voltage E sy as is illustrated vectorially in 
Fig. 6, gives continuous control of the average anode current. No 
direct bias voltage is used. When the amplitude of E x changes, the phase 
angle of the grid-supply voltage E sg , which is the sum of E 1 and the 
lagging voltage E 2 , varies and gives phase control. The amplitude of E ag 
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also vanes, but the effect of this variation is negligible if the critical-grid 
voltage is small in comparison with the amplitude. 

As the amplitude of E x shrinks from the value shown in Fig. 6a, it 
may be considered to pass through zero and take on negative values 
as in Fig. 6b. Alternatively, the phase of E x may be considered to 
change through 180 degrees at the instant the amplitude decreases to 
zero and begins to increase to positive values again. This method, 



Pig. 6. Alternating voltage with changing amplitude, E., gives 
phase control when superposed on a lagging voltage of constant 
amplitude and phase, E 2 . to form the grid-supply voltage £, ff . 


therefore, permits detection of phase reversal as well as amplitude 
change in a control system. 

6 . Phase-shifting methods 

One of the more satisfactory methods of obtaining an alternating 
voltage of variable phase is use of a phase-shifting device 7 having a 
polyphase stator winding and a single-phase rotor winding. When the 
stator is supplied with polyphase currents and the rotor is prevented 
from turning, the phase angle of the induced voltage in the rotor 
winding with respect to the stator voltages changes with the position 
of the rotor, and a voltage of adjustable phase is obtained if provision 
is made for mechanical adjustment of the rotor position. However, 
such a phase shifter is often not the most economical method, and one 
of the phase-shifting circuits described below may be more suitable. 

In the phase-shifting circuit of Fig. 7a, used with a thyratron, the 
sinusoidal supply voltages e, and «/, represented by the complex 
numbers E s and E a \ are equal in magnitude and alike in phase and 
may come from a center-tapped transformer secondary, as shown in 
the figure. The voltage E a supplies current through the thyratron 
rectifier to the load resistor R. The grid-supply voltage e JP , repre¬ 
sented by the complex number E ggt is obtained between the junction 

7 When designed so that the rotor may turn or be turned freely, the device is given 
various trade names, such as SeUyn, Synchro, or Autosyn; see, for example, E. M. Hewlett, 
“The Selsyn System of Position Indication,” O.E. Rev., 24 (1921), 210-218. 
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/.decreases as R t increases 


-WWW—|—If- 

R,-jO ; z.-o -j±' 

No control 



(e) 


Z^Rt+jQ; Z t = 0 +juL z 
1^ increases as R z increases 


Z,= 0 + juL z ; Z t = R z +j 0 
No control 


Fig. 7. Phase-shifting circuit and vector, or phasor, diagrams. 
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point of the two impedances Z, and Z 2 and the transformer center tap. 

11 a resistance is chosen for one of the two impedances and either 
inductance or capacitance is chosen for the other impedance, phase 
Oitt ot the grid voltage may be accomplished by adjustment of the 
magnitude of either of the impedances. The vector, or phasor, diagram 
lor the circuit may be constructed with the aid of the vector (complex- 
number) equations 


/,(z, + z 2 > = e , + e : 


[ 12 ] 


E„ = /.z, - E,\ [13] 

where /, is the complex number representing the current through the 
‘mpedances Z, and Z 2 These equations follow from Kirchhoffs laws 
and the positive reference directions assigned in the figure, if R, is 
assumed to be so large that the grid current is negligible. For instance, 
if a capacitance C, is chosen as the impedance Z,. and a resistance R, 
is chosen as the impedance Z 2 the vector diagram shown in Fig. 7b is 
applicable. The current /, through the two impedances leads the 
voltage E. + E,, and resolution of this voltage into the components 
across the two impedances results in the right triangle of vectors 
shown. 1 he component across C, lags the current vector by 90 degrees 
and the component across R , is parallel to the current vector. The 
grid-supply-voltage vector E„ is drawn from the point that corre¬ 
sponds to the center of the transformer winding to the vertex of the 
triangle, and it lags the anode voltage E, by the phase angle indicated. 
It may be shown that, 8 regardless of the value of R, or C„ the tip of 
the vector E„ falls on the circle through the three vertices of the 
triangle; hence E„ is constant in amplitude. Variation of either R, or 
C, results, therefore, in a variation of the phase angle but in no change 
in amplitude of the grid voltage. The phase angle of E„ with respect 
to E s is given by 

2i E i: = “ 2 tan_1 ►[14] 


a nd E fg lags E, for all values of the impedances. Consequently, in 
accordance with the discussion of Fig. 4, control over the average load 
current I df may be accomplished. If R t is increased and C t is held 
constant, the phase angle increases and the average load current 
therefore decreases. Likewise, if R z is held constant and C t is increased, 
a decrease in the load current results. This, then, is a satisfactory 
method of control; it is in wide use. If a phototube is substituted for 
the impedance Z 2 , the control may be accomplished by a variation in 
light intensity, but the foregoing circuit analysis is not strictly 


• E. E. Staff, M.I.T., Electric Circuits (Cambridge, Massachusetts: The Technology 
Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940), 478-487. 
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applicable, because of «h. —city =f the volt-.mpe,. 
E, is then given by 


7£p = 2 tan- 1 


wC.R. 


[15] 


With this combination of impedances, E„ leads E, for a11 ™ lues 
r, and C.; hence no control over the average load current J* is 

° b wL n en d 'inductance is chosen as one of the parameters and resistance 
as the other, the vector diagram of either Fig. 7d or g- 
With one choice, control over the average load current results, with 
1 other, no control is obtained. If it is desired that the tadl current 

increase when the resistance increases the circuit to which 

diagram of Fig. 7d applies may be used. Thus,:if a P^Jotube s 
substituted for R„ the load current increases as the light intensity 

^These^vector diagrams are applicable for a determination of the 
phase angle at which conduction will start in the circuits of figs, 
and 7d if the load is essentially resistive and the effects of grid current 
are negligible, because the grid voltage e, then equals the grid-supply- 
voltage e„ and the anode voltage equals e, before conduction starts. 
If, however, the load includes appreciable shunt capacitance, the 
load voltage contains a transient component that persists from one 
positive half-cycle into the next, as is explained in Art. 9, Ch. V I. 
Consequently, the anode voltage is not truly sinusoidal in the non¬ 
conduction period, and differs from e, at the instant conduction 
starts. The vector diagrams hence are not applicable in determining 
that instant. A similar difficulty is encountered if attempt is made to 
extend this analysis and apply it to a grid-controlled full-wave 
rectifier with an inductive load. 

Even though the grid current is negligible when the tube is not con¬ 
ducting, the much larger grid current during the conduction part of 
one cycle may cause a transient component of voltage that persists 
across the capacitance C t in Fig. 7b or the inductance L z in Pig. 7d 
until the instant conduction starts in the next cycle. During the con¬ 
duction period the grid current charges C t , or establishes a current in 
L z} through the grid resistance R v If, as is assumed earlier, a sufficiently 
large value of i?, can be included in the circuit, this effect of grid 
current can be made negligible. But R x is limited because it must be 
small enough to permit sufficient current for firing the tube. Although 
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he charge in C, or the current in L, is established through ft., it 
must decay through ft, during the nonconduction period, because the 

parab'Twi'fh '» ", e3Sent ‘ ally zero - Consequently, if ft, is com¬ 

parable with ft, and, simultaneously, the time constant ft C or 

th/off ‘I C °"’P arable with or larger than the nonconduction period, 

nrLthf.. ° f . He f r ' d CUrrent ma y be appreciable even for the largest 

determining th °- ^ VeCt ° r diagrams are then not applicable in 

determining the instant conduction starts, because the grid voltage e 

m " " S ' n , US0 ' dal and does not equal e„ prior to that instant. Further¬ 
more, when the impedances Z, and Z 2 are large, the effects of the 

r:; ; nCeS r en the pairs of electrode3 ° f tube, including 
the stray capacitances due to the wiring, must be included in the 

analysis, and a modification of the vector diagram is required. . 

7. Ignitron excitation circuits 

Ignitron tubes require an auxiliary ignitor-excitation circuit to send 
a pulse of current through the ignitor at the instants ignition of the 
main arc is desired. When the ignitron is to operate continuously 
from an alternating anode-supply voltage, as in rectifier service, these 
pu scs must be periodic and synchronized with the alternating anode 
voltage so as to cause ignition at the same phase angle in successive 
cycles. In other applications only one, or a few, ignitor-current pulses 
are required at precisely controlled times. Various methods of supply¬ 
ing the ignitor-current pulses in a manner that satisfies the require¬ 
ments of the particular ignitron application have been devised. 9 
Several of the more commonly used methods are shown in Fig. 8. 

The simplest type of ignitor excitation circuit is the so-called anode 
firing method shown in Fig. 8a. In this method an auxiliary hot- 
cathode gas tube T 2 is used to conduct the ignitor current. During the 
early part of each positive half-cycle prior to ignition of the main arc 
in the ignitron tube T v the alternating voltage source sends current 
through the load and auxiliary tube T 2 to the ignitor. When this 
current reaches a critical value, the main arc starts. The voltage 
applied to the auxiliary tube and ignitor thereupon decreases to a low 
constant value, and the ignitor current hence decreases to zero or a 
negligibly small value. The auxiliary tube serves the important func¬ 
tion of preventing reverse current through the ignitor during the 
inverse half-cycle of anode voltage. Appreciable reverse current would 
materially shorten the life of the ignitor. 


9 Hans Klemperer, “A New Ignitron Firing Circuit,” Electronics, 12 (December, 
1939), 12-15; H. C. Meyers and J. H. Cox, “Excitation Circuits for Ignitron Rectifiers,” 
A.I.E.E. Trans., 60 (1941), 943-948. 
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advantage is that the ignitor current must pass tn g 



(a) Anode ignition 
with diode 


H 



Grid 

control 

voltage 


lx 



The method is therefore suitable only for relatively heavy load cur¬ 
rents; if the load varies and its resistance becomes too large, igni¬ 
tion cannot take place. A second disadvantage is that ignition 
cannot be made to take place at the beginning of the cycle. Time must 
elapse before the supply voltage becomes large enough to cause the 
necessary value of ignitor current. 

Satisfactory ignition over all values of load current within the rating 
of the ignitron is obtained if a path other than through the load is 
provided for the ignitor current as in Figs. 8c and 8d. In each diagram, 
energy is accumulated in a capacitor C during part of the cycle, and 
is discharged suddenly through the ignitor at the desired instant. 
Capacitor C charges through a rectifier T z in Fig. 8c, and discharges 
through the thyratron T 2 and the ignitor to cause ignition when the 
control-grid voltage starts conduction in the thyratron. 
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In the method of Fig. 8d, capacitor C charges through reactor L, 
during the positive half-cycle of supply voltage. At the same time the 
current through reactor L t , rectifier T t , and the ignitor gradually 
increases, but is limited to a low value by the large inductance of L.. 
Ibe steel core of L 2 is designed, however, so that it saturates sharply 
when the current reaches a critical magnitude. The inductance then 
decreases and C discharges suddenly to cause ignition. The core of 
reactor L is designed so that appreciable saturation does not occur. 
I he rectifier T 2 is included to prevent reverse current through the 
ignitor. Phase-shifting equipment is ordinarily interposed between the 
alternating voltage supply and reactor L x to adjust the time of 
ignition in the cycle. 

The saturating-reactor method of ignitor excitation has the im- 
portant advantage that it does not require a hot-cathode gas tube, and 
is widely used. Hot-cathode tubes are not well suited to ignitor 
excitation because the ignitor current has a large peak value relative 
to its average value. A hot cathode adequate to supply the required 
peak current is capable of supplying much more than the required 
average current, and the hot-cathode tube is therefore unduly large 
and expensive for this service. 


PROBLEMS 

*• 18 ‘* e av ? r8gc value of the load vo ' t ®ge in the thyratron circuit of 

* ig. 9 if tho tube voltago drop is negligible during conduction, the critical grid 
voltage is zero, and the battery voltage is 81.4 volts? 



Fig. 9. Thyratron circuit for Prob. 1. 


2. Construct the waveform of the rectified charging current through the direct 
grid-voltage source E cc in Fig. 2. 

3. The phase-controlled thyratron circuit of Fig. 10 employs an anode load 
resistance R of 200 ohms, a grid-current-limiting resistor R g of 60,000 ohms, a 
fixed capacitor C t of 0.1 /if, and a phase-control resistor R x that may be varied 
from zero to 10 6 ohms maximum. The supply transformer provides a secondary 
voltage of 115 volts rms at 60 cps on each side of the center tap. It may be assumed 
that the tube voltage drop is negligible during the conduction period, that grid 
current is negligible, and that the critical grid voltage is zero for all positive 
values of anode voltage. 
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(a) 

(b) 

(c) 

(d) 


Find the average values of the anode' 

and 100,000 ohms. Plot the average value of the pia 

of the resistance R t . arid voltage e„ a , the anode 

strstsjsrcrac- —*• - 

ES b. 

full brilliancy when it is substituted for «? Assume in 

remains constant throughout each cycle ^ ^ overheating for 

Determine the required power rating of t p m axi- 

any setting. (The power rating equals the maximum /, tunes 


mum R g .) 



Fig. 10. Basic thyratron phase-shift circuit for Probs. 3 and 4. 


4. In the thyratron circuit of Fig. 10, R is 100 ohms, R g is 10 s ohms, and R g 
and C are so arranged as to give phase control over substantially the entire 
range of 180°. A fuse is used to protect the thyratron from excessive current. 
The transformer secondary furnishes a sinusoidal voltage of 115 volts rms on 
each side of the center tap at 60 cps. The tube voltage drop is negligible during the 
conduction period, the grid current is negligible, and the critical grid voltage is 
zero for all positive values of anode voltage. 

Determine, using a factor of safety of two, the current rating of the fuse neces¬ 
sary to permit operation over the full range of phase control. 

5. A Type 5559/FG-57 thyratron is connected as shown in Fig. 11 to regulate 
the average current in the load resistor R through variation of the resistance R g . 
In this problem, however, the operation is to be considered for only one value of 
R t , namely, R z equal to 1,000 ohms. The tube is immersed in a constant-tem¬ 
perature bath at 60 C. 

All transformer voltages indicated are rms values. R z is 1,000 ohms, R g is 
10,000 ohms, C z is 2.65 /if, and the frequency is 60 cps. Control characteristics of 
the Type 5559/FG-57 thyratron are given in Fig. 20 of Ch. V. 
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(a) Sketch S3 a function of <ot the anode voltage and the grid-supply voltage. 
Determine and indicate on this sketch the angle at which the tube fires 
Jt the temperature is not controlled and may vary from 30 C to 60 C 
between what limits will the firing angle vary? 

If the R g .C 'combination is connected between taps a and b instead of be¬ 
tween d and/, approximately (within 50 per cent) how much does the firing 
angle vary as the temperature varies between 30 C and 60 C? 


(b) 

(c) 



Fig. 11. Thyratron phase-shift circuit for Prob. 5. 


6. A thyratron is to be connected as shown in Fig. 12 to regulate the current 
flowing through the load R, which is 200 ohms. It is desired to regulate the load 
current by variation of the phase of the grid voltage with respect to tho anode 
voltage by the method shown. 




Fig. 12. Thyratron phase-shift circuit for Prob. 6. 

(a) If R z is 10 6 ohms, specify the range of C z needed to vary the average output 
current from 100 per cent of the maximum obtainable with half-wave 
rectification to 60 per cent of that value. Assume that the grid requires 
zero current, that the voltage drop in the thyratron is negligible while the 
tube conducts, and that the critical grid voltage is zero. 
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(b) Plot as a function of time for the maximum and minimum values of 0,. 

( 1 ) anode voltage, 

(2) anode current, 

(3) grid voltage. . voltage and the grid voltage 

(o) Draw vector diagrams showing the anode %oitag 

corresponding to maximum and minimum 0,. 

7. The Type 866-A mercury-vapor rectifier tube has the foUowing ratingsi 
Peak inverse voltage (for condensed mercury temperature 25 C to 60 C) 
= 10,000 volts max 
Peak anode current = 1 amp max 
Average anodo current = 0.25 amp max 
Tube voltage drop (while conducting) = 10 to 20 volts. 

Fir ,t. two of these tubes are used in parallel in a half-wave single-phase 
rectifier circuit with a resistance load and no smoothing filter. 

(a) What is the largest effective value of the transformer secondary voltage 
W and the corresponding smallest value of the load resistance that can be used 

without overloading the tubes? 

Second, two of these tubes are used in a full-wave single-phase rectifier circuit 
with a resistance load, a single-section inductor-input smoothing filter, and a 
60-cps supply. Assume that the inductor has negligible resistance, the capacitance 
is 10 /if, and tho tubo voltage drop is negligible. 

(b) If the inductor has a very large inductance, what is the largest effective 
value of the transformer secondary voltage and the corresponding sma lest 
value of the load resistance that can bo used without overloading the tubes? 

(c) Which of the following criteria place the lower limit on tho value of in¬ 
ductance that should be used in (b) above? 

(1) Tho peak-anode-current rating of 1 amp, 

(2) The requirement of continuous current in tho inductor, 

(3) The requirement that the series resonant frequency of L and C must 
be less than 1 20 cps. 


Third, a grid is introduced into each tube and phase control is added. The 
critical grid voltage may be assumed to be zero regardless of the anodo voltage. 
In the circuit of (a) above: 

(d) What maximum peak-forward-anode-voltage rating should the tube have 
to satisfy the circuit requirements? 

(e) For what angles between the grid and anode voltages does the tube experi¬ 
ence the maximum peak forward anode voltage in (d) above? 

(f) If phase-shift grid control is introduced in the full-wave circuit of (b) above, 
can the maximum peak forward anode voltage become greater than the 
maximum peak inverse voltage as the inductance is varied? Why? 


8. A Type 5728/FG-67 thyratron is connected as a relaxation oscillator as 
shown in Fig. 13. In the circuit I? is 10 ohms, R l is 10,000 ohms, R 2 is 1,000 ohms, 
R g is 5,000 ohms, and C is 0.1 /if. The inductance L is negligible. A direct voltage 
of 1,000 volts is applied at the input terminals. The starting characteristic of the 
thyratron (see Fig. 20, Ch. V) at a temperature of 60 C should be used and the 
further assumptions should be made that when the capacitor voltage has dropped 
to 5 per cent of its peak value the tube current suddenly stops, that tho grid 
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the'conductton ^ ** *** ** * **. 

Determine the frequency of oscillation of the capacitor voltage. 



J, Ie \ aX f! 0n -J®** ° f >3 employs a Type 5728/FG-67 thyratron 
and is supplied by a direct voltage source of 1,000 volts. In that circuit ft is 
1 ohm, Z, is 5 mh, fl 2 is 20,000 ohms, ft, is 10,000 ohms. C is 0.1 h (, and ft. is 0. 
Use the starting characteristic for the Type 6728/FG-67 (see Fig. 20, Ch. V) at a 
temperature of 60 C. 6 ' 


(a) Calculate the value of the peak current through the thyratron. 

(b) Determine the frequency of oscillation of the capacitor voltage 

(c) State the assumptions made in arriving at the above solutions and show 
that they are justified. 

10. The circuit for a stroboscope shown in Fig. 14 is used to obtain pulses of 
current of very high magnitude and short duration at the frequency of a com- 
mcrcial 60-cps power line. One of the tubes is a vacuum diode used as a rectifier 
and the voltage drop across it when it is conducting may be assumed to be zero! 
The other tube is a Strobotron. For analysis, the Strobotron may be assumed to 
behave as a thyratron with a critical grid voltage of + 200 volts, a negligible drop 
when it conducts, and a negligible grid current. 



Fig. 14. Strobotron flash circuit for Prob. 10. 


In the operation of the circuit, the capacitor is charged through the rectifier 
during one half-cycle. The inverse voltage of the rectifier is applied to the grid of 
the Strobotron during the next half-cycle and causes the Strobotron to conduct. 
The capacitor then discharges quickly through the Strobotron and 3-ohm resistor, 
causing a pulse of light of short duration from the gaseous discharge. Since the 
light varies markedly with the current, the pulse may be assumed to end when 
the current through the Strobotron drops to 0.05 amp. 
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g r«° n K«—*. 

(c) SketcfTthe waveforms of the current and voltages in the circuit. 

II. The diagram of Fig. 15 ^^^j^J^^^gi^^^ele^oiv^iscinoscope 

S: 0 MeLtg m vo.tage supplied to the grids fires the tubes alternately, 

and, when one tube becomes conduct¬ 
ing, the capacitor C causes the anode of 
the other tube to remain negative with 
respect to its cathode long enough for 
de-ionization. The waveform of the volt¬ 
age across ab is essentially rectangular, 
and this voltage is used to render one 
or the other of two amplifiers inopera¬ 
tive in synchronism with the a-c control 
voltage by making the corresponding 
grid highly negative with respect to its 
cathode. 

The capacitor charging current may 
be assumed to drop to zero during each 
charging period (half-cycle). The critical 
grid voltage and the tube voltage drop 
while the tube conducts may also be 
assumed to be zero. 

(a) What should be the relationship 

among R,C, and the frequency p- Square-wave generator circuit 

of the control voltage to make f or p ro b. H. 

10 per cent of the time of a half- 

cycle available for de-ionization if the two resistors R /9 are short-circuited? 

(b) Repeat (a) with the two resistors R /9 not short-circuited. 



12. An ignitron is used with a resistive load and with anode firing for ignitor 
excitation as in Fig. 8a. The rms alternating secondary voltage is 600 volts at 60 
cps, the peak load current is 1,600 amp, and the resistance R is 4 ohms. The arc 
voltage drops in the ignitron T x and the auxiliary diode T 2 during conduction 
may be assumed constant at 20 volts and 10 volts, respectively. Ignition may be 
assumed to occur when tho ignitor current reaches 40 amp. The corresponding 
voltage across the ignitor is 150 volts. The maximum rated average current 
through the ignitor is 2 amp. 

(a) At what angle in the cycle does ignition occur? 

(b) What fraction of the maximum permissible value is the average ignitor 
current? For this analysis the ignitor resistance may be assumed constant. 
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Vacuum Tubes as Linear Circuit Elements; 

Class A Single-Stage Amplifiers v 

As is apparent from the earlier chapters of this book, grid-controlled 
vacuum tubes are but one class of the steadily growing group of 
devices described generally as electron tubes. This class is perhaps the 
most important one, particularly in the communications field, where 
such tubes are used in numerous different roles throughout the elec¬ 
trical system. The number of vacuum tubes manufactured each year 
now exceeds 350,000,000; their power ratings vary from a small 
fraction of a watt to as much as 500 kilowatts. The ability of the grid- 
controlled vacuum tube to control large amounts of power, together 
with its ability to do so at frequencies up to many millions of cycles a 
second, makes it one of the most important engineering devices of 
this age. 

The applications of vacuum tubes may for convenience be classified 
according to the functions that they perform when associated with 
other elements in circuits. Basic among these functions is that of an 
amplifier , which is “a device whose output is an enlarged reproduction 
of the essential features of the input wave and which draws power 
therefor from a source other than the input signal.”* In other funda¬ 
mental functional operations that it performs, the tube is said to 
serve as a rectifier, oscillator, modulator, demodulator, mixer, detec¬ 
tor, or discriminator. In still others, it serves as a so-called clipper, 
clamper, limiter, peaker, gate, multivibrator, trigger generator, 
blocking oscillator, or sweep generator. Though other more specialized 
functions may be enumerated, the foregoing lists contain the principal 
ones. In the remaining chapters of this book, the grid-controlled 
vacuum tube is considered as a circuit element, and the behavior of 
the complete circuit containing such tubes is examined with reference 
to the particular functional operation the circuit is desired to 
accomplish. 

1. Basic considerations 

As far as its ordinary operation in a circuit is concerned, the triode 
may be represented as a three-terminal network, or two-terminal-pair 
network, having certain electrical characteristics determined by the 

1 Standards on Antennas, Modulation Systems, and Transmitters: Definitions of Terms, 
1948 (New York: The Institute of Radio Engineers, 1948), 11. 
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of the tube negligible, the electrical characteristics may be show n y 
8 et ofsta«c chafacteristic curves that give the relations be ween the 

instantaneous currents and voltages for the pairs of temmals. Repre¬ 
sentative static characteristics of a triode are discussed mAA5, 
Ch IV If these characteristics and the way in w 
terminals are connected to other circuit elements and to voltage and 
“sources are given, the problem of analysis in the usoa.type of 
application becomes the determination of the transient or steady-state 
behavior of the circuit. 

i^nce the behavior of the vacuum tube is fundamentally nonlinear, 
a method of analysis suited to the nonlinearity is necessary. In the 
material that follows, circuit behavior under three conditions is con- 
sidcred. The first holds when direct voltages only are applied, as in Art 
2. The second condition is that occurring when increments such as 
pulses or alternations are superposed on the direct quantities, but the 
increments have amplitudes small compared with the corresponding 
direct quantities) For this condition, discussed in this and the next 
chapter, a reasonable approximation results from a superposition ot a 
linear behavior for the incremental components on the nonlinear be¬ 
havior for the direct components—and the so-called linear behavior of 
the tube occurs. The third condition, treated in the final chapters of the 
book, exists when the variations superposed on the direct components 
are so large that the linear approximation is not valid and non-linearity 
must be considered for both the varying and the direct components. 

In this and the remaining chapters, the filament or heating current 
is considered to be maintained constant at its proper rated value (as 
specified by the manufacturer on the oasis of life or other considera¬ 
tions), although the heating circuit (comprising two filament or heater 
leads, rheostat, and battery, transformer, or other power supply) is 
not drawn in the circuit diagrams. Instead, this part of the tube and 
circuit is usually represented by a single symbol as in Fig. la. Typical 
connections for heating the cathode are shown in Fig. lb. 

For clarity in a discussion of electron-tube performance, adoption of 
a logical consistent convention for letter symbols to represent various 
total and component voltages and currents in the circuit is highly de¬ 
sirable. Established principles governing selection of such symbols are: 2 

“Symbols for quantities in electrode circuits of electron tubes 
are developed from the proper quantity symbol and subscripts 

* Standards on Abbreviations, Graphical Symbols, Letter Symbols, and Mathematical 
Signs, 1948 (New York: The Institute of Radio Engineers, 1948), 2-3. 
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representing the electrodes concerned. When one of the electrodes 

concerned is the cathode, the subscript 'k' may be omitted and 

tfte single subscript understood to mean 'with respect to the 
cathode. 

Instantaneous current and voltage values of a varying com¬ 
ponent may be represented by lower-case symbols with the sub¬ 
scripts y and y for grid and plate, respectively. 

Instantaneous total values of current and voltage (no-signal do 
value plus varying-component value) may be represented by lower¬ 
case symbols and the subscripts ‘6’ for plate and V for grid.” 


Plate Plate 




(a) Alternative symbols for triode used to represent the tube 
and its actual cathode-heating circuit 



(b) Several methods of heating tube cathodes 
Fig. 1. Graphical symbols for triodes. 

In accordance with these principles, Fig. 2 shows the letter symbols 
for electrode voltages and currents, with the reference directions 
assigned as positive in order to establish the algebraic signs in the 
succeeding analysis. Such a selection of directions is, of course, entirely 
arbitrary. It need not agree with the physical facts. Any discrepancy 
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Art. 1 J 

grid is at a higher potential than 
the cathode, e e is a positive num¬ 
ber, and whenever the grid is at a 
lower potential than the cathode, 
e is a negative number. The con¬ 
vention generally adopted is to 
refer all electrode voltages to the 
cathode or to the negative term¬ 
inal of the filament, that is, to take 
the cathode as the zero reference 
of potential. Several possibilities 
for expressing in words the 
assigned reference direction are 
available. For instance, e c may be 
expressed synonymously as the 
voltage of the grid with respect 
to the cathode, the voltage rise 
from the cathode to the grid, or 
the voltago drop from the grid to 

the cathode. Frequently e e is merely called the grid voltage, the words 
“with respect to the cathode” being understood. 

The assigned positive reference directions of the currents shown are 
selected on the basis of the fact that the conventional direction of 
current inside the tube is from the plate or grid to the cathode 
electrons move from cathode to plate, and not in the opposite direc¬ 
tion. The letter symbols used for the various components of the 
voltages and currents are defined in the following articles as the need 
for them appears, and a summary of the definitions is given in Art. 20. 

As long as the potential of the grid is negative with respect to that of 
the cathode—that is, as long as e e is negative—the magnitude of the 
conduction grid current in normal operation is very small, as is pointed 
out in Art. 5, Ch. V. When the impedance in the grid circuit is also 
small, the effect of the small grid current on the electrode voltages is 
negligible, and it is often neglected. For this reason, the tube is 
assumed in the next four articles to operate entirely as an electro¬ 
statically controlled device, and only negative values of e c are con¬ 
sidered. In the analysis given later in Art. 8, the displacement grid 
current through the capacitance of the tube is included, and in Ch. X, 
where positive values of e c are considered, the conduction grid current 
is included. 


' ' /-77 ° 


Zero potential or reference potential for 
all voltages 

t t . instantaneous total voltage rise from 
cathode to grid 

e» - instantaneous total voltage rise from 
cathode to plate 

i, . instantaneous total current through the 
external circuit toward the grid 

i. . instantaneous total current through the 
external circuit toward the plate 

Fig. 2. Assigned positive reference 
directions for currents and voltages in 
a triode. 
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2. Quiescent operation; no grid-signal voltage 

In the usual amplifier, the voltage to be amplified is introduced 
between the grid and the cathode so as to vary the plate current, and a 
load is connected in series with the plate. A direct-voltage supply is 
connected in series with the cathode, plate, and load to furnish the 
plate current, and another direct-voltage supply is connected in 
series with the cathode, grid, and voltage to be amplified, so as to 
keep the instantaneous potential of the grid with respect to the 
cathode negative at all times and thereby prevent the occurrence of 



B Plate-supply voltage rise from cathode toward the 
plate 

E re ■ grid-supply voltage rise from cathode toward the 
grid (known as the grid-bias voltage) 

R l » load resistance 

P'ig. 3. Schematic circuit diagram for a vacuum-triode amplifier 
with a resistance load before introduction of the grid-signal voltage. 

grid current and the attendant power drain on the source of voltage 
to be amplified. The load may take various forms—for example, an 
indicating instrument, a loud speaker, a transformer with a loaded 
secondary winding, a relay, or a coupling network leading to the ulti¬ 
mate load. In the analysis of the circuit, it is necessary to consider the 
characteristics of both the load and the tube in order to determine the 
over-all electrical performance of the combination. 

A problem of basic importance is to determine the steady value of 
the plate current that exists with the direct voltages applied, but 
prior to introduction of the voltage to be amplified. The circuit is then 
in the quiescent state, and conditions are shown as in Fig. 3. The load 
generally consists of resistance with or without inductance or capaci¬ 
tance. But when the electrode supply voltages are constant, only the 
resistance portion,of the load affects the current; hence only a resis¬ 
tance R l is indicated on the diagram. In this figure, the new symbols 
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Art. 2} 

that the battery is connected in a direction that actua y ma 
tS negative w’ith respect to the cathode. Thus for this cond.t.n, 

the actual polarity is opposite to the £ * n 

U a negative number. But the algebraic sign of the tetter^symbolj „ 
literal equations pe r taining to the circuit is determine y 
erence direction. Much confusion can result from afailure torecogmze 
the necessity for a reference direction for each letter symbol, and the 

distinction between it and the actual direction. 

The voltage E„ is called the grid-bias voltage, often abbreviated to 
grid, bias, because it polarizes or biases the voltage of the gnd witl 
respect to the cathode so that values having one sign, usually negative, 

^stnce'the^haracteristics of the tube are generally given in graphical 
form, a graphical solution for the current and voltages in the circuit is 
convenient. By Kirchhoff s law in Fig. 3, 

e» + i.RL = «... W 

Thus, the current i„ is constrained by the circuit external to the tube 
to the value 

E bb - [2] 

Rl ' 

Likewise the current i„ is constrained by the tube alone to values 
given by the graphical plate characteristics, which may be mathe- 
matically described in functional notation as 

n= /(«..«*)» 

wherein e c equals E ce for the particular conditions of Fig. 3. 

Equations 2 and 3 are two expressions for i b in terms of the variable 
e b , and the series connection requires that i b be eqpal in each ex¬ 
pression; thus 

= «*] 

a 


f(E t „ e b ) 


. i. 

A graphical solution for the values of e b and i b that satisfy Eq. 4 may 
be had through superposing plots of the terms on both sides of the 
equation as functions of the variable e b , and locating the intersection 
of the two curves. The problem and the graphical method of its solu 
tion are similar to those for a diode with a resistance load analyzed i' 


in 
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Art. 2, Ch. VI. Superposed plots of the two terms in Eq. 4 are shown 
in Fig. 4. The curve corresponding to the given value of the grid 
voltage (that is, to e e equal to E ee ) is chosen from the family of plate 
characteristics. Note that, since the grid-bias battery in Fig. 3 makes 
the grid negative with respect to the cathode, the curve selected in 
Fig. 4 is one for which E ce is a negative voltage. The ordinates of the 



"no-signal or quiescent value of the voltage rise from cathode to 
grid (when the varying component of grid voltage is zero) 

Ef no-signal or quiescent value of the voltage rise from cathode to 
plate(when the varying component of grid voltage is zero) 

If no-signal or quiescent value of the current through the exter¬ 
nal circuit toward the plate (when the varying component of 
grid voltage is zero) 

Fig. 4. Graphical construction for no-signal or quiescent operating 
conditions with resistance load. 

straight line, called the load line or resistance line and drawn between 
the point M , for which the co-ordinates are 

e.=0, ». = %*, [5] 

and the point N, for which the co-ordinates are 

e. = »'* = 0, [6] 

give the values of the current i b in Eq. 2. The intersection of the curve 
and the straight line at the point Q determines the values of e b and 
i b that simultaneously satisfy Eqs. 2, 3, and 4. Since these values of 
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Art . 3] QUIESCENT OPERATION WITH CATHODE BIAS 

<•„ r. ^ipon°= . 

2=xSr rari asrss 

p 0in /, and the values ol t>, e c a * respectively, as indicated on 

taj if p>*«- 

F g 1 F because of the voltage drop in the load. Since the 

produ y ct V of grid current and series resistance in the grid-supply voltage 
fs assumed negligible, however, no corresponding voltage drop in he 
grid circuit exists. Hence the quiescent gr.d voltageequals th 
. onnnlv voltage E . In other circumstances discussed subse 

is not true, and E e must be distinguished 

fr °lf the'grid-supply voltage E« is changed to a new value such as 
eoual to zero the operating point moves along the resistance line to 
the new position at the intersection of the load line ^ 
sponding new plate characteristic, as is shown by Q v If, on the other 
hand, the magnitude of the negative grid-supply voltage 
for example, to twice its value for point «-the operating point moves 
to point Q v The advantage of the plate characteristics over either of 
the other two families of characteristic curves for the graphical 
solution with a resistance load is that the operating point moves in a 
straight line across the plate characteristics for changes in grid voltage 
If the plate-supply voltage E„ is changed by an amount A*,, and 
the grid-supply voltage E„ is held constant, the load line is shifted 
horizontally by and the operating point Q moves to a new 

position on the plate-characteristic curve for the particular constant 

value of E ee . . 

This graphical method is applicable to the solution of a circuit con¬ 
sisting of any two circuit elements connected in series, whether or not 
they are linear—for example, two vacuum tubes or phototubes con¬ 
nected in series. 3 It can also be extended to treat two circuit elements 
connected in parallel. 


3. Quiescent operation with a cathode-bias resistor 

Instead of a separate battery or power supply, the voltage drop 
across a resistor in the cathode circuit is commonly used as the grid- 
bias voltage because this method has the economic advantage of per¬ 
mitting supply of all voltages in an amplifier from a single rectified- 
power supply. Figure 5 shows the basic circuit for an amplifier with 

> T. S. Gray, “A Photoelectric Integraph,” 212 (1931), 89; J. W. Horton, ' The 

Use of a Vacuum Tube as a Plate-Feed Impedance,” 216 (1933), 749-762. 
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this biasing method. The voltage to be amplified is usually intro¬ 
duced as the input voltage at e,. Under the no-signal or quiescent 
conditions considered here, however, e a is zero. The corresponding 
steady component of plate current through the cathode resistor R k 
makes the cathode positive with respect to the negative end of the 
plate power supply E bb , shown as ground. It therefore makes the 
cathode positive with respect to the grid or, alternatively, the grid 
negative with respect to the cathode, which is the desired condition. 

A capacitor C k is included across R k in the diagram. Its purpose, 
which is further explained in Art. 7, is to provide a low-impedance 



Plate volte 

(a) Amplifier circuit with (b) Graphical determination 

cathode-bias resistor of quiescent point Q 

Fig. 5. Grid-bias voltage obtained from a cathode-bias resistor. 


path for varying components of current and thereby to by-pass them 
around R k . In this way it prevents the development of an appreciable 
varying component in the voltage across R kt which would tend to 
counteract the input voltage and reduce the amplification. Capacitor 
C k has no effect on the steady currents and voltages existing during 
the quiescent conditions under consideration here, however. 

Determination of the quiescent conditions in this circuit must take 
into account the fact that the plate current and the grid-bias voltage 
are mutually dependent. A graphical method of solution is indicated 
in Fig. 5b. In the plate circuit, R L and R k are in series; hence, 




E bb — e b 



Operation is therefore constrained by the circuit external to the tube 
to lie on a load line constructed as discussed in Art. 2, but for 
Rl 4- Rk instead of R L . The tube requires that the plate current 
satisfy 


H =/( c c «>)» 


[ 8 ] 



399 


[9] 


[ 10 ] 


Art 4] LINEAR incremental operation 

but the grid connection imposes the additional constraint 

e c = e, — i b R k > 

which, for the quiescent or no-signal condition, becomes 

e e = • 

Only one point on each plate characteristic curve corresponding to 

Eq 8 also satisfies Eq. 10. A curve through these points. «l the 

cathode-bias curve, and constructed as indicated on Fig. ’ 

fore the locus of i, as a function of e* ^ constrained by the tube and 

its grid circuit for one particular value of R k . The larger 2?*, 

lies the eathode-bias curve on the platecharacter.st.es. The intersect on 

of the load line with the cathode-bias curve is the quiescent operating 

point Q to which the quiescent current I„ and voltage E b correspond. 

In a pentode with a negative control-grid voltage and zero or neg - 
live suppressor-grid voltage, the cathode current is the sum of the 
plate and screen-grid currents. Hence this sum must be substituted 
for i b in Eq. 10 when a pentode is used. When adequate data are not 
available, as in Fig. 19, Ch. IV, the screen-grid current for any value 
of negative control-grid voltage may be estimated through the prin¬ 
ciples given in Art. 9, Ch. IV. The cathode-bias curve constructed on 
the pentode plate characteristics proves to be almost horizontal in the 
normal linear range of operation. Consequently, the quiescent con¬ 
ditions for a pentode can often be determined most readily through 
a cut-and-try process of searching on the diagram for the pair of plate 
characteristics for which e e most nearly equals the voltage across R k 
caused by the sum of the plate and screen-grid currents, and inter¬ 
polating between those curves. For a triode, however, plotting the 
cathode-bias curve is usually the most effective method of finding the 
quiescent conditions. 


4. Operation with grid-signal voltage in the linear 
REGION OF THE CHARACTERISTIC CURVES 

The basic circuit for an amplifier with a resistance load is shown in 
Fig. 6. This circuit differs from that of Fig. 3 in that a voltage to be 
amplified, e ff , called the grid-signal voltage , is applied at the input in 
series with the source of grid-bias voltage. The amplified voltage 
appears at the output as a component of the voltage across the load 
resistor R L . The objective of the analysis here is to find by graphical 
means the relation between the amplified voltage and the grid-signal 
voltage. 
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In Fig. 6, the total grid voltage e c consists of the grid-signal voltage 
e„ superposed on the quiescent value E e (which for these conditions 
equals E ec )\ that is, 

e c=E c + e 9 . [11] 

The grid-signal voltage is thus an increment in e e . It causes corre¬ 
sponding increments in the total plate current i b and plate voltage e b , 



e„ a instantaneous value of the varying component of the voltage rise 
from cathode to grid; (grid-signal voltage) 

e p ■ instantaneous value of the varying component of the voltage rise 
from cathode to plate 

i, ■ instantaneous value of the varying component of current through 
the external circuit toward the plate 

Fig. 6. Basic circuit for a linear amplifier. 


denoted by i p and 6 P , respectively. Thus i b may be expressed as the 
sum of a quiescent component and an incremental component 


and, similarly, 


H — It + * p » 

e b = E b + e p • 


[ 12 ] 

[13] 


The incremental grid-signal voltage e g can have any waveform, 
either periodic or nonperiodic. It may, for example, be a periodic 
square wave, or merely a step voltage—that is, a direct-voltage incre¬ 
ment. Determination of the response of the amplifier to complex peri¬ 
odic waveforms can be obtained through superposition of the separate 
responses to the components in a Fourier series that represents the 
grid-signal voltage, if linearity between the response and the input is 
first- established. Consequently, analysis of the amplifier behavior with 
a sinusoidal grid-signal voltage 


e g = V 2 E g sin cot, 


[14] 
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... follows is Of basic importance. The treatment here neglects dis- 

-3 ",’ g oo e n«.n. in 

Fig 6 are identical with those in Fig. 3; hence the jn^antaneous plate 
current and voltage are found at point Q on a load line m F.g, 7, wh.ch 



E ■ effective value of the sinusoidally varying component of voltage 
between grid and cathode 

E p m effective value of the sinusoidally varying component of the voltage 
between plate and cathode 

/ p s effective value of the sinusoidally varying component of the 
plate current 

Fig. 7. Sinusoidal operation of a linear amplifier with a resistance load. 

is constructed as in Fig. 4. As e 9 takes on positive or negative values, 
operation shifts to new positions along the load line corresponding 
to the new values of e e . At the instant when e g has its maximum 
positive value V2 E 9 , for example, the total grid voltage isV2E g + E et 
shown equal to e el in Fig. 7, and the operating point is at Q v Similarly, 
when e 9 has its maximum negative value, operation shifts to Q 2 for 
e c3 , which equals —V2E g + E e . The grid-bias voltage E c , of course, 
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is numerically negative and is made larger in magnitude than V2E 9 
so that e el is maintained negative. 

If the plate characteristics are essentially straight, parallel, and 
equidistant for equal increments of the grid voltage, geometry indi¬ 
cates that the distance the operating point moves from Q along the 
load line is in direct proportion to e„. Thus projection from a sine 



e t -'&Eg sin wt 
e,- E e ♦ e. 




y/iEg sin vt 


V h ♦ V 

* p -V2/ p sin vt 

V Ii * V2 I p sin ut 


V E b ♦ e, 

■ tp-'ftEptin («t*180°) 

E h +V2Ep&\n (ut + m°) 


Fig. 8. Waveforms of the voltages and currents in Fig. 7 plotted 

on a common time scale. 


wave having a time axis drawn perpendicular to the load line and 
representing e g gives instantaneous values of i b and e b as shown in 
Fig. 7. The varying components i p of i b and e p of e b are therefore also 
sinusoidal with the relative values shown in Fig. 7. The operation is 
then said to be linear, or restricted to the linear region of the tube 
characteristics. For these conditions, the coefficients /*, g m , and r v 
are constants throughout the range of operation. 

Waveforms of the total currents and voltages and their components 
are drawn in Fig. 7 and are shown on a common time scale in Fig. 8. 
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operation, 


= V 2 /„ sin co£, 


fl5l 


and 


e = V2tf, sin (ait + 180°) = -ViE, sin ait. 


[16] 


in which values of E, and I v for a particular value| of E may be 
obtained from the graphical construction. Thus on the bw^of the 
positive reference directions assigned in Fig. 6, 1 1 PP 
This particular example, which involves a res.st.veloadthealter 
nating component of the plate current is m phase w.th the' 
component of the grid voltage, but the alternating component of the 
plate voltage is 180 degrees out of phase w.th the alternating co 
ponents of the plate current and the grid voltage. 

When the plate characteristics are not a family of essentia y 
straight parallel lines equally spaced for equal increments of the grid 
voltage, the assumption of linearity is not fulfilled, and the sea 
along the load line for e, is nonlinear. Hence the projection from a sine 
wave of e, indicated in Fig. 7 is then not valid even though e, is sinus¬ 
oidal in accordance with Eq. 14; and the voltage waveform across 
the load is not an exact reproduction of the grid-signal voltage, the 
coefficients ft, g m , and r„ are not constant throughout the full range 
of operation. The effects of this nonlinearity in the tube are treated m 
Art. 13 and in later chapters. It results in waveform distortion and in 
modulation, with the introduction of new frequencies by the vacuum 


tube. . , 

The degree of nonlinearity occurring in the operation of the tube 
serves as one basis for classification of amplifiers. Definitions of the 
standard classes are: 4 

► ,f £kiss A Amplifier—A Class A amplifier is an amplifier in which 
the grid-bias and alternating grid voltages are such that plate 
current in a specific tube flows at all times. 

Note —To denote that grid current does not flow during any part 
of the input cycle, the suffix 1 may be added to the letter or letters 
of the class identification. The suffix 2 may be used to denote that 
grid current flows during some part of the cycle. 

“Class AB Amplifier —A Class AB amplifier is an amplifier in 
which the grid-bias and alternating grid voltages are such that plate 


4 American Standard Definitions of Electrical Terms —-4.S.-4. No. C42 (New York: 
American Institute of Electrical Engineers, 1941), 234. 
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current in a specific tube flows for appreciably more than half but 
less than the entire cycle. 

Note —See note under Class A amplifier. 

“Class B Amplifier —A Class B amplifier is an amplifier in which 
the grid-bias is approximately equal to the cut-off value so that 
the plate current is approximately zero when no exciting grid voltage 
is applied, and so that plate current in a specific tube flows for 
approximately one-half of each cycle when an alternating grid 
voltage is applied. 

Note —See note under Class A amplifier. 

“Class C Amplifier —A Class C amplifier is an amplifier in which 
the grid-bias is appreciably greater than the cut-off value so that the 
plate current in each tube is zero when no alternating grid voltage is 
applied, and so that plate current flows in a specific tube for appre¬ 
ciably less than one-half of each cycle when an alternating grid 
voltage is applied. 

Note —See note under Class A amplifier.”^ 

In these definitions, the statements that grid current does or does 
not flow are not to be interpreted literally but rather are to be inter¬ 
preted with regard for the effect of the grid current on the amplifier 
behavior. The grid current is never zero except at one particular value 
of grid voltage for any particular value of plate voltage, as is shown in 
Fig. 17, Ch. V. Furthermore, except at the very lowest frequencies, 
displacement currents exist in the tube that cause current in the grid 
circuit even though no electrons or ions reach the grid. However, the 
conduction grid current often has a negligible effect on the circuit 
operation, and the suffix 1 is then used. The grid current may have an 
appreciable effect on the circuit operation for either of the two follow¬ 
ing reasons. First, it produces a voltage drop across any series circuit 
element in the grid circuit, thus modifying the voltage actually 
applied to the grid; and, second, it may take some of the emission 
current from the cathode, thereby reducing the plate current from 
the value this current would otherwise assume. Both these effects are 
detrimental to the ideal operation of many types of circuits; the second 
may even endanger the life of the tube by causing the grid to overheat. 
If the external impedance in the grid circuit is large, the first effect 
may be of consequence even for negative grid voltages. Ordinarily, the 
tube and circuit are designed so that both the foregoing effects of grid 
current are negligible. The second effect becomes appreciable only 
when the grid becomes more positive than the plate—that is, in the 
“overexcited” condition—and is generally negligible for grid voltages 
smaller than the plate voltage} The first effect is important primarily 
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high but the electron current to the grid is made neg g y 
tenance of a negative grid voltage throughout the 
subscripts is applicable, because these definitions are not intended 
include those conditions, which are discussed in Art 
/ On the basis of these definitions, the circuit of Fig. 6 is a Uass a, 
amplifier when the operating conditions are restricted the rjgmn n 
which a q , and r„ are essentially constants, as in Fig. 7_at belongs in 
Class A 'because the negative grid voltage is not sufficiently large m 
magnitude at any time to prevent the flow of plate current It requires 
the subscript 1 because the grid current is kept negligible at all times in 
, most applications by the fact that the grid voltage is always negative.- 
.Since, in addition to the foregoing, the input and output voltages are 
1 linearly related, the device is hereafter called a linear Class A, amplifier 
\ Amplifiers of the other classifications are discussed in subsequent 

^Although operation with a triode is illustrated in Figs. 6 and 7 the 
principles of graphical analysis used and the conclusions reached are 
directly applicable to operation with tetrodes and pentodes as well. 


5. Incremental equivalent circuits for linear Class A, 

OPERATION 

The preceding article shows that when the operation of the tube is 
restricted to the linear region of the characteristic curves, and the 
load is a resistance, the varying components of the grid voltage and of 
the plate current and voltage are linearly related. A relation among 
the varying components that holds for any type of load is expressed 
approximately by the totSl differential of the plate current, as is 
explained in Arts. 6 and 7 of Ch. IV. Since the plate current is a 
function only of the grid and plate voltages, the total differential is 

di t = pde c +^ de t . . [17] 

oe c oe b 

Yf e c is changed from the quiescent value E c by a small increment 
Ae f , i b is changed by an increment Ai 6 from its quiescent value / 6 , and, 
because of the load, e b is changed from its quiescent value E b by an 
increment Ae 6 . The relation among the increments is the same as that 
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between the differentials in Eq. 17 if operation is confined to the 
region for which the plate characteristics consist of straight, parallel 
lines, spaced equidistant for equal increments of the grid voltage, 
because the partial derivatives are then constants within that region. 
Hence 


A ‘* = ft Ae « + ft ***•'' 


This relation will also be recognized as the linear approximation to the 
increment in plate current expressed by the linear terms in the Taylor’s 
series expansion for the plate current, Eq. 27, Ch. IV—a series repre¬ 
sentation that is especially useful when the characteristic curves are 
not straight^ - 

The incremental quantities Ae f , Ai b , and Ae b are equivalent to the 
previously defined varying components e 9 , i p , and e p , respectively. 
Furthermore di b lde e is g m evaluated at the quiescent operating point, 
and di b lde b is l/r p also evaluated at_that point. Thus Eq. 18 becomes 


Solving for e p gives 




or, since g m r p equals p, y 

6 _ 


= -9mr p e, + i p r p , 


= + Vp • 


►[19] 


►[21] 


Equations 19 and 21 apply to the tube, but they also suggest simple 
circuits, which must therefore behave as does the tube^Equation 19, 
for example, indicates that i p is the same as the currentTrom an ideal 
constant-current source added to the current through a resistance 
r v caused by a voltage ^across it. It therefore applies to the circuit 
shown in Fig. 9a. In this diagram e 9 is the terminal voltage at the 
input, and e p and i p the terminal voltage and current, respectively, at 
the output. Each is assigned the same reference direction as the totaf" 
quantity e~ e b , or i b of which it is a positive increment, and, to 
indicate that e 9 and e p are measured from a common point, the cathode, 
a connection is shown between the lower terminals. So far as incre- 
ments are concerned, conditions at the terminals marked g , p, and 
k are then the same as those at the grid, plate, and cathode, respectively, 
of the actual tube. With these reference directions at the terminals 
established, a resistance r p across the output terminals, and an 
ideal current source g m e 9 with its reference direction downward 
as shown, account for the terms and their algebraic signs in Eq. 19. 

^JT]ie input terminals are shown open because the grid is assumed to 
remain negative so that the conduction grid current is negligible. 
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The foregoing ..n,id.,..i.n. 
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iLfeurr^ Source shunted by^—^tSt^ 
following two requirements are met. First, the .. T 

si enough ^restrict the operation to_tho_ ^ 

characteristic curves, and, second, the mcrements must have rates . 
of changedenough to make the displacement currents m ^ o n 

electrode capacitances^negligiblc. When those eond.t.ons are fulfilled, 

• *** 



Load 



Load 


(a) Current-source incremental 
equivalent circuit 


(b) Voltage-source incremental 
equivalent circuit 


Fig. 9. Alternative equivalent circuits for mcrcmental components 
of voltago and current and for linear Class A x operation. Ih 
encircled symbol denotes an incremental time function having anj 
waveform, sinusoidal or otherwise. 


the representation is correct regardless of the waveform of the gnd- 
signal voltage and the kind of load. Figure 9a is therefore called the 
current-source equivalent circuit for the vacuum tube. In the figure the 
symbol for the ideal current source denotes an increment having any 
wave-form, sinusoidal or otherwise. The current-source equivalent/ 
circuit is particularly useful in the analysis of tetrode and pentode 
circuits because the plate resistance of these tubes is very large. The ; 
plate resistance r p can therefore often be neglected, and the tube j 
assumed to behave as a simple current source. 

Equation 21, on the other hand, suggests that for increments the 
tube behaves as if the output voltage e p and current i p are supplied 
by an ideal voltage source, or electromotive force, //e, through a 
series resistance r p . It applies to the circuit shown in Fig. 9b as well 
as to the tube. In this diagram, the terminal voltages and currents, 
reference directions, and interconnections are established on the same 
principles as are stated above for Fig. 9a. With the reference directions 
at the terminals established, an ideal voltage source pe g with its ref¬ 
erence direction downward and a series resistance r p account for the 
terms and their algebraic signs in Eq. 21. Again, these considerations 
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indicate that, for analysis involving transients or steady-state incre¬ 
ments from the quiescent values of the plate current and voltage, a 
grid-controlled vacuum tube viewed from its plate and cathode ter¬ 
minals is indistinguishable from an ideal voltage source /ie„ and series 
resistance r p provided the two requirements set forth in the previous 
paragraph are fulfilled. Namely, the increments must be small enough 
to restrict the operation to the linear region of the characteristic 
curves, and the increments must have rates of change slow enough to 
make the displacement currents in the interelectrode capacitances 
negligible. Figure 9b is therefore called the voltage-source equivalent 



Fig. 10. Graphical interpretation of incremental relationships. 


circuit for the vacuum tube. Figures 9a and 9b are e vidently e qui- 
V valent to one another because they are both derived from Eq. 19. 
Equivalence between them will also be recognized from basic network 
theory. 5 

A graphical interpretation of the relationships among the terms in 
Eqs. 19 and 21, the quantities in Figs. 9a and 9b, and the character¬ 
istic curves is given in Fig. 10. When an increment e g is applied, 
operation shifts from the quiescent point Q to some new operating 
point P. Increments i p and e p corresponding to the shift occur as indi¬ 
cated. In accordance with the considerations of Art. 6, Ch. IV, the 
increments g m e g and ejr p in Fig. 10a and /ie g and i p r p in Fig. 10b may 
next be identified. Algebraic addition of the increments on the dia¬ 
grams, with due regard for the facts that e is a negative number for 


6 E. E. Staff, Electric Circuits (Cambridge, Massachusetts: The Technology 

Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940), 133-135, 389-390. 
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the conditions shown, but all other values are positive, leads to 

E Tf thegrfd-slgnal voltage e. is a small sinusoidal alternating voltage 

e, = V2E, cos wt, l 22 l 

Fie 9b shows that the triode then behaves for small sinusoidal changes 
Preincrements of voltage and current exactly as does an alternatmg- 
voltage generator of electromotive force. 


ue = fiV2E g cos cot 


[23] 


having an internal series resistance r„. The alternating current the 
triode supplies to any load can therefore be calculated by any of the 
methods that are applicable when any alternating-current generator 
having those characteristics is the source of powers 

If the load impedance is linear and passive, so that it is expressible 


as 


z l = r l + jX L = ZJl 


[24] 


and, if the varying component of grid voltage is that given by Eq. 22, 
the variations e p and i p are also sinusoidal and of the same frequency 
as e , because the circuit is equivalent to that of an alternating-current 
generator supplying a linear passive load. Thus all the incremental 
components of the currents and voltages may be represented by com¬ 
plex quantities. The sinusoidal variations in e c , e b , and i b may be 
represented by the complex effective values, E g> E p , and J p , re¬ 
spectively, where the assigned positive reference direction of each is 
taken as the same as that of the corresponding instantaneous value in 
Fig. 9b. Equation 21 then becomes, in complex form, 


E P = -t*E 9 + r p l p , 


[25] 


and the equivalent circuit for complex quantities becomes that shown 
in Fig. 11. A load comprising resistance and inductance in series has 
been chosen for illustration in Fig. 11, but any other linear passive load 
with a conduction path for the steady component of plate current is 
permissible. • 

From the circuit of Fig. 11, all the currents and voltages may be 
expressed in terms of the grid-signal voltage E g . Thus 


P r p + Z L 

Also, 


[26] 

[27] 


E p = -/ P Z L . 
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Substitution of Eq. 26 in Eq. 27 gives 

r -rV- K*8) 

r p “T 

By means of Eqs. 24, 25, 26, 27, and 28, the vector, or phasor, diagram 
for the sinusoidally varying incremental component quantities in the 
circuit comprising the vacuum tube and load may be drawn as shown 


Tube Load 



Eg ■ complex effective value of the sinusoidally varying 
component of the voltage rise from cathode to grid 

E p • complex effective value of the sinusoidally varying 
component of the voltage rise from cathode to plate 
l p m complex effective value of the sinusoidally varying 

component of the current through the load toward the plaU 

Eig. 11. Voltage source incremental equivalent circuit of the 
vacuum-tube circuit with complex representation of the sinusoidally 
varying incremental voltages and currents, and of the impedances. 


in Fig. 12. In this figure, the grid voltage has been taken as the 
reference, although the construction of the diagram is perhaps most 
readily made if the plate current is taken as the starting point. 

In Fig. 12, with E., as the reference vector and positive angles 
measured counterclockwise from it, 


E, = E ,[0 , [29] 

I p = /„/<£ (Mole: In Fig. 12, <f> is negative), [30] 
E p = EpUpp . [31] 


The following relationships are evident on the diagram: 
Impedance angle of load, 


0 = tan- 1 

Hr 


[32] 


Phase angle of current. 


^ = —tan -1 




r. + Rl 


[33] 
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Phase angle by which load voltage I t Z L leads the grid voltage, 

X %L 

e + ^tan-^-tan- 1 — 

Phase angle by which pl ate voltage_l eads the grid voltage, 

xf t = 180° + <f> + 0. 


[34] 


[35] 



The relationships among the scalar effective values of the alter¬ 
nating-current quantities may be obtained from Eqs. 24, 26, and 28. 


Thus 


(•E, 

’ V(r, + R l )* + ' 


[36] 


E, = HE, 


Vr l * + X,* 
V(r, + R l )* + X L * 


[37] 


Equations 24 and 29 through 37 completely define the relationships 
among the complex effective values in the equivalent circuit. From 
Eqs. 34 and 35, it is evident that there is a phase angle between E, and 
E v that approaches 180 degrees as the reactive component of the load 
impedance approaches zero. 

The concept of the equivalence between the tube and the circuits in 
Fig. 9 is a valuable aid in the analysis of the operation of the tube. 
However, care must be exercised that the concept be used only when 
the assumptions upon which it is based are fulfilled. jOne assumption 
made is that the interelectrode capacitances in the tube have no effect 
on the circuit operation.'TKe effect~ot these capacitances is discussed 
subsequently in Art. 8. Another assumption is that the operation is 
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restricted to the linear region of the tube characteristics. This assump¬ 
tion is never fulfilled exactly; but, when the effect of the nonlinearity 
is so small that the waveform of the plate-current variation closely 
approximates that of the grid-signal voltage, the methods of analysis 
given in Art. 13 are applicable. When the effect of the nonlinearity on 
the waveform is greater, the methods given in Ch. X may be used. 
Note that the incremental equivalent circuit cannot be used to determine 
correctly the quiescent operating point. 

It should be recognized, in a consideration of the linearity of the 
tube characteristics over the region of operation, that the region 
depends not only on the electrode-supply voltages but also on the 
type of load. Article 4 shows that, when the load consists of resistance 
only, the locus of the operating point Q on the plate characteristics is 
a straight line. However, if the load impedance includes a reactive 
component, the locus is not a straight line but becomes an ellipse, in 
accordance with the analysis given in many textbooks on electric cir¬ 
cuits, as long as the path of operation does not extend beyond the 
region where p, g m , and r, are constants. 7 If the path does extend 
outside this region, waveform distortion occurs, and the principles of 
nonlinear circuit analysis must be used. 


6. Amplification, or gain 

Usually the purpose of an amplifier is to enlarge the voltage, current 
or power of the input wave. The enlargement is conveniently de¬ 
scribed by the ratio of the increment in the output voltage, current, or 
power to the corresponding input quantity. (This ratio is called the 
voltage, current, or power amplification or gain? In general, the term 
amplification may refer to specific features of the output and input 
waves such as their instantaneous, average, effective, or complex 
values; hence a further qualifying adjective is generally needed for 
clarity. When the amplifier circuit contains only resistances, however, 
as in the circuits considered thus far, the ratios for all these features 
of the voltages differ only as to algebraic sign, and the term voltage 
amplification is therefore used for all of them. When the amplifier 


• E. E. Staff, M.I.T., Electric Circuits (Cambridge, Massachusetts. The Technology 
Press of M.I.T.; New York: John Wiley «k Sons, Inc., 1940), 333-336. 

7 A. A. Nims. “Circle Diagrams for Tube Circuits,” Electronics, 12 (May, 1939), 23-26; 
W. G. Dow, Fundamentals of Engineering Electronics (2nd ed.; New York: John Wiley & 
Sons, Inc., 1962), 67-70; A. J. H. van der Ven, “Output Stage Distortion,” Wireless 
Erurr. t 16 (1939), 450 (Fig. 23). 


• The term "gain” is sometimes reserved for the power ratio, but this distinction is 
not made here because the terms amplification and gain are now widely used as 
synonyms. 
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circuit contains inductance or capacitance, on the other hand, the 
ratios for some of the several features of the voltages are complex or 
vary with time, and must therefore be distinguished from one another. 

When the input-signal voltage is sinusoidal, and operation is in the 
linear region of the tube characteristics, the incremental output voltage 
is also sinusoidal for any amplifier; hence the voltage ratio is con¬ 
veniently expressed as the complex voltage amplification A, given by 

complex value of the output voltage 
A ~~ complex value of the input voltage 



[39] 


where A is the ratio of the amplitudes or effective values of the output 
and input voltages, hereafter referred to merely as the voltage amplifi¬ 
cation or gain , and 0 A is the phase angle of the ratio. In many ampli¬ 
fiers, some of which are discussed subsequently, circuit elements lie 
between the tube and the input and output terminals; hence the input 
and output voltages involved in the voltage amplification are not the 
grid-to-cathode and plate-to-cathode voltages at the tube terminals. 
In the simple amplifier of Fig. 11, however, the output voltage at the 
load is E v and the input voltage is E 9 \ thus, from Eq. 28, the complex 
voltage amplification for the amplifier with a load Z L is 




1 


r p + 


= 


i + T 


and, if 


~ + j%L • 

in accordance with Eqs. 29, 31, 34, 35, and 37, 


►[40] 

[41] 


and 



VR l * + X L > 
V / (r p + R l ? + X L *' 


180° + tan -1 — 

n . 


tan -1 


■ D 


[42] 

[43] 


Although the angle 0 A is the same as the angle \p v in Fig. 12, where the 
reference vector is E g> the angle is here given the new symbol 6 At which 
is independent of the choice of the reference vector. The angle 0 A , then, 
is the phase angle by which the plate voltage E v leads the grid voltage 
E 9 . In general, the impedance Z L may be any combination of resist¬ 
ance, capacitance, and inductance elements. Therefore the voltage 
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amplification is a function of frequency, because X L in Eqs. 42 and 
43 is a function of frequency and R L may be. 

At a fixed frequency, the voltage'amplification A det&rtds on the 

r i i * • _ 


components of the load impedance Z L and the ratio 
pure resistance load, 

rJZ L . For a 

and 

%l = Rl+ 

[44] 


A * , 

r 

[45] 


,+ t 


and 

0 A = 180°. 

[46] 

For a 

pure inductance load, 


and 

= 0 + jX L , 

[47] 


A = -y. - L_ 

r 

[48] 


1 + -r£- 



j* L 



thus 


and 



[49] 

[50] 

[51] 


Figure 13 shows the manner in which the voltage amplification A 
and the phase angle 0 A vary with ZJr p for the limiting conditions of 
pure resistance and pure inductance loads. It is apparent that to pro¬ 
duce the same voltage amplification, the impedance of the pure in¬ 
ductance load need not be so great in magnitude as that of the pure 
resistance load. An additional advantage, for operation at a given 
operating point on the plate characteristics—that is, for given 
quiescent-operating conditions—is that the plate-supply voltage E bb 
for an amplifier with an inductive load may be smaller than for one 
with a resistive load, because of the steady component of voltage drop 
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<a> Voltage amplification 


gj Al'll ^ *" — — 

in the load resistor. The curve for a load comprising both resistance 
and reactance falls between the two curves in Fig. 13. 

^•nrhe amplification factor p of the tube must be clearly distinguished 
the voltage amplification or gain A of the amplifier circuit. The 
voltage amplification A ap¬ 
proaches p as a limit as the load 1 . 0 * 
impedance is increased ; but, in 
practice, amplifiers with un¬ 
tuned loads are seldom designed 
to have a value of A greater 
than about 0.9//, because of the 
expense associated with the 
large inductance or, if a resist¬ 
ance load is used, because of the 
large plate-supply voltage re¬ 
quired to make A more nearly 
equal to p. 

The curves of Fig. 14 show 
the form of the variations of the 
voltage amplification with fre¬ 
quency for the pure resistance 
and the pure inductance loads. 

With the resistance load, the 
voltage amplification is in¬ 
dependent of frequency, but, 
with the inductance load, it is 
zero for direct current and in¬ 
creases with the frequency. In 
practice, the curves of voltage 
amplification as a function of 
frequency for both types of 
loads differ from those shown, 
particularly at high frequencies, because of the effects of such factors 
as interelectrode capacitance, capacitance between the windings of 
inductors, and the effective resistance of coils and its change with 
frequency, which are discussed subsequently. 

It is often convenient to derive the voltage amplification from the 
equivalent current source and shunt resistance shown in Fig. 9a. The 
complex voltage amplification then has the form 


27CT 


18*' 


90 ° 



ir 




Zt 

r - 

<b> Phase shift 

Fig. 13. Amplifier characteristics as 
functions of the magnitude of the load 
impedance. 


A = -g m 


T^Z 


p L 


►[52] 


% + Z L 

instead of that given in Eq. 40. The complex voltage amplification is 
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thus equal to the mutual conductance multiplied by the impedance 
composed of the plate resistance and load impedance in parallel. This 
expression for A is particularly useful if the amplifier tube is a tetrode 
or pentode, because, as is stated in Arts. 8 and 9, Ch. IV, the plate 
resistance r p for tetrodes and pentodes often has a high value—as 
much as one or two megohms for receiving tubes. A load impedance 
approximating this value is not, in general, economically practicable, 
even with tuned loads; in other words, r p is generally large compared 
with Z L in practice. Under these conditions, Eq. 52 reduces to the 
approximate expression 

A « -g m Z L lV / t[*3] 

which is equivalent to the statement that the approximate equivalent 

plate circuit of the vacuum 
tube is a constant-current 
generator of source current 
g m E gl with the load imped¬ 
ance connected across its 
terminals. Equation 63 ap¬ 
plies to the lower regions 
near the origin of the co¬ 
ordinates in Fig. 13a. 

Because of the difficulty of 
realizing load impedances 
equal to or greater than r p , 
the enormous voltage ampli- 
Fig. 14. Variation of the voltage amplifica- fication that might be ex- 
tion A as a function of frequency. pected on the basis of ampli- 

fication-factor values near or 
exceeding a thousand in tetrodes and pentodes cannot be realized 
in practice. Nevertheless, much higher stable values of voltage 
amplification are obtained from a single tube with these screen-grid 
tubes than with triodes. 

7. Voltage amplification with cathode impedance 

When a cathode-bias resistor is used to produce the grid-bias 
voltage in an amplifier, as in Fig. 5, a varying component e, at the 
input causes operation about a quiescent point Q, which may be 
located on the plate characteristics in the manner described in Art. 3. 
For small increments in the linear range for the tube, analysis based on 
the equivalent circuit developed in Art. 5 is applicable. Figure 15a 
shows the over-all equivalent circuit for such incremental operation. 





7] AMPLIFICATION WITH CATHODE IMPEDANCE 417 

j&svszi t" s«*» - 

represented by their corresponding complex values, 
circuit, 

pE, [54] 

' r, + Z k + El 

where Z k denotes the impedance of the parallel combination of R k and 



(a) With tube replaced 
by ne t and r p 


(b) For sinusoidal input 
and any Z h 


(c) For any incremental 
input and the cathode 
circuit shown in (a) 


Fig. 15. Circuits equivalent for incremental quantities to the 
combination of the tube and the elements in its cathode circuit. 


C k or any other impedance that may be connected between the same 
points in the circuit. In the grid circuit 

E, = E, + I,Z k , [55] 

which, substituted in Eq. 54, gives 

I =-^-. [56] 

P r p + (a* + + &L 

This relation shows that the current is the same as that given by a 
voltage generator pE s having an internal impedance r v -f (p -f l)Z k 
supplying the load R L , as is illustrated in Fig. 15b. Comparison with 
Fig. 9b indicates that the effect of a cathode impedance on the incre¬ 
mental quantities is the same as that of adding an impedance 
(p + 1 )Z k to the plate resistance r p in the equivalent circuit. 

For the cathode impedance consisting of R k and C k in parallel, 

(p + 1 )Z k = (p + 1) — -, 

~R k + jVoC * 


[57] 
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which may be rearranged as 

{n + 1 )Z„ = - - ---— . [58] 

UTTWI + j<u (7TT) 

This relation expresses the impedance of a resistance (// -f 1)#* in 
parallel with a capacitor Cjip + 1 ); thus the equivalent circuit for 
sinusoidal increments is that shown in Fig. 15c. Since the operation is 
linear, and the circuit parameters are independent of frequency, this 
circuit is also applicable for increments having any other waveform. 

The complex voltage amplification of an amplifier with a resistance 
load and a cathode-bias resistor shunted by a capacitor may be 
determined from Fig. 15c as 



f* R i 


r p + R L + (/*+l)R k 


1 4- ja)C k R k 


1 + j<oC k 


R k {r p + R l ) 


. [59] 


% + r l + {P + 1 )** 


This expression has the form of a frequency-invariant term, which is 
the amplification for zero frequency or zero capacitance, multiplied by 
a dimensionless frequency-depen^nt factor. An alternative form of 
the expression is 


Ej, _ _ yRr, _ 1 + j<oC k R k _ 

E ’ Tp + Rl 1 + <* + ‘’rrV +* oC ‘**' 

r p + k l 


[60] 


which is the complex voltage amplification that would be obtained 
with a constant grid-bias voltage multiplied by a dimensionless 
frequency-dependent factor. As the frequency or the capacitance is 
increased, the imaginary terms in the numerator and denominator of 
the frequency-dependent factor in Eq. 60 become large compared with 
the real terms, the factor approaches unity, and the complex voltage 
amplification approaches as a limit the value that would be obtained 
with a constant grid-bias voltage. This condition occurs when 


<»C k ^> — + 


* 

r P + r l 


[61] 


in other words, when the reactance of C k is small compared with the 
resistance of R k and (r p R L )!(p + 1) in parallel. For most practical 
purposes, if the reactance of C k is less than about one-third that re¬ 
sistance, the voltage amplification may be considered essentially equal 
to the value corresponding to constant grid-bias voltage, because the 
right-angle relation involved in the complex addition reduces the 
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... ,• „ reI)a ncy to less than five per cent. The capacitor C k is 

iZZy-pass *?£££ ^evTt tt 

—-» id 

counteract the input voltage. 

8. Interelectrode capacitances and inpot admittAnce 

In the preceding analysis of the operation of grid-controlledvacuum 
tubes with an incremental grid-signal voltage, no account has been 
taken of the effects of capaci¬ 
tances among the different elec¬ 
trodes. Actually, these capaci¬ 
tances may play an important 
role in the operation of the tube, 
particularly with rapidly chang¬ 
ing pulse voltages, or at high fre¬ 
quencies. For example, they may 
cause alternating-current power 
to be supplied from the tube into 
the grid circuit as well as into the 
plate circuit, thus causing insta¬ 
bility and a tendency toward 
oscillation in an otherwise stable 

circuit. • t?* i a 

The interelectrode capacitances of a triode are shown in Pig. 16. 

These capacitances comprise not only the capacitances between the 
electrodes, but also the capacitances among the leads in the tube. In 
the actual circuit they are increased by the capacitances among ail 
parts of the circuit connected to the electrodes, and these contri¬ 
butions may often predominate. The interelectrode capacitances are 
not readily measured individually because none can be isolated from 
the others. But measurement of the capacitance between each elec¬ 
trode and the other two connected together gives values for the three 
pairs of interelectrode capacitances. Solution of the three simultaneous 
equations expressing the pair values as sums of individual values then 
gives the interelectrode capacitances. Because of the effects of space 
charge on interelectrode capacitances, the values measured with the 
cathode unheated differ somewhat from those effective under 
operating conditions. 

The incremental equivalent circuit for the triode operating linearly, 
which is derived in Art. 5, becomes that in Fig. 17 when the inter¬ 
electrode capacitances are included. As a result of the interelectrode 



Fig. 16. Interelectrode capacitances 
of a triode. 
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capacitances, the effect of the grid current often cannot be assumed 
negligible. Although the effect of the conduction grid current may be 
negligible, a displacement grid current of appreciable magnitude may 
occur. This displacement current must pass through the impedance 
of the source of grid-signal voltage and may, therefore, appreciably 
modify the magnitude and waveform of the grid-signal voltage when 
that impedance is large. 

The relative importance of the three interelectrode capacitances may 
be understood from the following qualitative reasoning. The plate-to- 


Equivalent 

Tube load, Z,' 



Fig. 17. Incremental equivalent circuit for a triode with the 
interelectrode capacitances included and C pk considered a a part of 
the effective load impedance Z L '. For circuit analysis, sinusoidal 

increments are indicated. 

cathode capacitance C vk is directly across the output terminals, and 
hence acts as if it were a part of the load. The grid-to-cathode capaci¬ 
tance C gk is directly across the input terminals, and hence acts as if 
it were a part of the source of grid-signal voltage. But the grid-to-plate 
capacitance C gv is a mutual capacitance that interconnects the grid 
and plate circuits. In terms of subsequent discussion, it constitutes a 
feedback path from the plate to the grid, as well as a forward path 
from the grid to the plate. Because of it, the admittance.or impedance 
effective at the input terminals is influenced by the load. Furthermore, 
its effect at the input terminals is much larger than would be caused 
by the same capacitance connected directly across them because the 
current through it results from the difference between the grid and 
plate voltages. For a resistance load discussed in Art. 4, an instan¬ 
taneous increase of grid voltage is accompanied by a decrease of plate 
voltage—a decrease that is larger by the amount of the voltage 
amplification. The total voltage across the capacitor is thus larger 
than the input voltage. Accordingly, the effect of C gv at the input is 
approximately that of a capacitor of the order of the voltage 
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amplification times C„ connected directly across the input terminals. 
These concepts underlie the analysis that follows. 

T For a sinusoidal grid-signal voltage, the current I 2 through the grid 

plate capacitance C 9P in Fig. 17 is 


/, = E mm juC, 


fftSl 


where E pg is the complex effective value of the voltage rise from the 
plate to the grid. This voltage is given by 

E„=E,-E, = E,-AE. = E,(\ -A), [63] 

where A is the complex voltage amplification for the amplifier. 
Consequently 

/, = E,j<uC„(l - A). [64] 



f" 

— 


n— ; 


L 

' 


E, C,-ywC„A, 

-J _ 

i 

i 

L_ 


A = A,+jA, 




(a) For resiative plate load and 
low frequencies or small 
rates of change of voltage 


(b) For reactive plate load and 
any frequency {A. and A, are 
functions of frequency! 


Fig. 18. Incremental equivalent input circuits for a triode showing 
the dependence of the circuit parameters on frequency and voltage 

amplification. 


If the load is a pure resistance and the frequency is so low that the 
capacitive reactances of C 9P and C pk are large compared with the load 
and plate resistances, these capacitances may be ignored in com¬ 
puting the voltage amplification, and A becomes -4 /180° or — A, as is 
discussed in Art. 6. Then 

1 2 = BfrD'JA + 1). [65] 

Thus a capacitance (A + 1 )C gp connected directly across the voltage 
E 0 can account for the actual current / 2 through C 9P at the input. This 
apparent capacitance in parallel with the actual capacitance C 9k at 
the input therefore constitutes an incremental equivalent input circuit 
applicable for a resistance load and low frequencies as is shown in 
Fig. 18a—the total effective input capacitance is C 9k + {A -f- l)C ap . 
Since the equivalent circuit contains no frequency-dependent para¬ 
meters, it also applies for any grid-signal waveform for which —A 
expresses the voltage amplification. Thus it applies for instantaneous 
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values of grid voltage as long as their rate of change is so small that 
displacement currents through C gv and C vk are negligible in compari¬ 
son with the plate current. Accordingly, instantaneous values of grid 
voltage and current are indicated in Fig. 18a. 

The fact that the grid-plate capacitance has the effect of a larger 
capacitance at the input terminals is known as the Miller effect. 8 In 
some applications, particularly pulse circuits, a capacitor is deliberately 
connected between the grid and the plate in order to simulate a much 
larger capacitance at the input terminals. 

If the load contains inductance or capacitance, or if, with a re¬ 
sistance load, the frequency is so high that the capacitive reactances 
of C gp and C vk affect the magnitude or phase of the complex voltage 
amplification A, the fact that A is complex in Eq. 64 must be fully 
recognized. It may be expressed in terms of its real and imaginary 
parts A r and A it respectively, as 

A=A r +jA t . . [66] 

Then Eq. 64 becomes 

/, = E,jioC„{ 1 - A r -jA,), [67] 

and, since 

h = E g jwC gk , [68] 

the input or effective grid-cathode admittance of the tube and load is 

y,=0,+)B f =^ = I ^±^ [69] 

« +jojC„(l - A, — jA,). [70] 

Equating separately the real and imaginary parts in Eq. 70 gives for 
the input conductance 

Q g =wC„A it [71] 

and for the input susceptance 

B, = c*C gk + C„(l - A r )\. [72] 

These relations indicate that the incremental equivalent input circuit 
for any load and frequency is effectively a resistance equal to the 
reciprocal of G g in Eq. 71 connected in parallel with a capacitance 
equal to the bracketed term in Eq. 72, as is shown in Fig. 18b. Note 
particularly that, because A r and A, are functions of frequency, the 
resistance and capacitance are not constant with frequency. 

» J. M. Miller, “Dependence of the Input Impedance of a Three-Electrode Vacuum 
Tube upon the Load in the Plate Circuit,’’ Nat. Bur. Stand. Sci. Papere, 15 (1919-1920), 
No. 351. 367-385. 
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Strictly computation of the voltage amplification in the foregoing 
filiations should include the effect of both C„ and C pk . Such a com- 
nutat on is lengthy, however, because the circuit contains two genera- 
tC^nd several meshes. The resulting expressions for the components 
of the complex voltage amplification are often too unwieldy 
useful. Consequently, resort is frequently made to an »PP r J ,x ' ma 
analysis involving combination of C pt with the load, as in Fig. , 
neglect of the current through C„ in comparison with the plate cur- 
rent. The complex voltage amplification is then 




r. + Z 


- = A r + jA it 


Z.'-V+iX/ P‘) 

is the equivalent load impedance including the effect of C pk . From 
Eqs. 73 and 74, , 

• a K <- [751 

Ar+jA, -- M T , + B I :+jx I : • 

which, when rationalized, yields 

*,>. + Rl) + <**')* .... 'JsL _r7«l-> 

A'+jA, - P (r , + R l V + M J,, (r p +R L T + (X L r J >* 

When Eq. 76 is substituted in Eqs. 71 and 72, the result for the input 
conductance is 


£/)■ + (*?>■■ . 

and for the input susceptance is 

D R r.'(r, + Rl) + ( X l')* \ 1 M781 

fi,-«[c rt + c„p + A« ( r t + + )v 


t,Xl 


►[77] 


In general, the load may be a complicated network, and the re¬ 
actance component X L ' may thus be either positive or negative, 
depending on the frequency and the type of load. Equation /1 shows 
that the grid conductance is positive for a capacitive load but is nega¬ 
tive for an inductive load. With the inductive load, then, power is 
supplied from the tube into both the grid and the plate circuits. \\ hen 
viewed from the grid-cathode terminals as well as from the plate- 
cathode terminals, the tube is not a passive network for alternating 
currents but is an active network. As such, it is capable of supporting 
sustained oscillations in the grid and plate circuits, as is discussed in 
Ch. XI. These results neglect the effect of the capacitance C 9P on the 
voltage amplification. When that effect is included, the results indicate 
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that the input conductance may be negative for a range of inductive 
reactance, but is positive for values above and below that range. 

To illustrate the order of magnitude of the quantities involved and 
the application of these relationships, the input admittance of a par¬ 
ticular triode with a 10,000-cycle-per-second grid-signal voltage and 
a 30,000-ohm pure resistance or pure reactance load may be computed. 
The capacitances given by the manufacturer are for the tube alone, 
and they are here multiplied arbitrarily by a factor of two to account 
for the socket and wiring capacitances. The proper factor varies widely 
with the construction of the amplifier. If the equivalent load is a pure 
resistance that is, if the actual load has sufficient inductive reactance 
at the operating frequency to compensate for the reactance of C pk 
across it and thus to act as a noninductive equivalent load—the 
quantities involved are: 


p = 20 

C„ic = 4x2 = 8 micromicrofarads 
C gp = 1.8 x 2 = 3.6 micromicrofarads 
C pk = 13 x 2 = 26 micromicrofarads 


R l ' = 30,000 ohms 
r p = 10,000 ohms 
/ = 10,000 cycles per 
second. 


Solution: Since tho load is first assumed to bo a pure resistance, X L ' is zero, and 
Eq. 77 gives 

G, = 0. [79] 

Equation 78 gives 


B g = 2nx 10,000 [« x 10- 12 + 3.6 x 1(H 2 ( 1 + 


20 


30,000 


30,000 + 10,000 


)] 


[80] 


= 62,800 x 10~ 12 [8 + 3.6(1 + 15)] [81] 

= 62,800 x 10 _I2 [65.6] = 4.12 x 10 - ® mho (capacitive susceptance). [82] 


Thus the input impedance of the tube is 1/(4.12 x 10“®), or 243,000 ohms, and is 
a capacitive reactance; the equivalent input circuit of Fig. 18a that applies for 
these particular conditions is a capacitor of 65.6 f with zero shunt conductance. 
Note that this capacitance is about 18 times C gp , or 0.9 pC gp . 

On the other hand, if the equivalent load Z L ' is a pure inductive reactance, X L ' 
equals -f 30,000 ohms, and Eqs. 77 and 78 give 


and 



= -20 x 6.28 x 10,000 X 3.6 x 10" 12 
= -1.36 x 10“® mho 


10,000 X 30,000 
(10.000) 2 + (30.000) 2 


[83] 

[84] 


B g = 2n x 10,000 |S x 10- 12 

+ 3.6 x 10~ 12 ( 1 + 20 
= 2m x 10,000(76.4 x 10- 12 ] 

= 4.8 X 10 -6 mho. 


(30.000) 2 


(10,000) 2 + (30,000) 2 


)] 


[85] 


[ 86 ] 

[ 87 ] 
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f * the equivalent input circuit given in Fig. 18b for this tube with a 
^OOoXn inductive load at the particular frequency of 10.000 cps * a nepql.ee 

resistance of * 

- 1 -- = 735,000 ohms 1**1 

1.36 X 10"* 

in parallel with a 76.4 /i/if capacitor having a capacitive reactance of 

_ 1 -- = 208,000 ohms, t 89 l 

4.8 X 10-* 


and the total input admittance is 


Vjl.36) 2 + (4.8)* X 10- 6 = 4.98 X 10"* mho. 


from which the shunt input impedance is 


-i = 201,000 ohms. 

4.98 X 10"* 


[90] 


[91] 


Apparent from the foregoing considerations is the desirability of a 
small value of C gp in a tube if a high input impedance is to be realized; 
this is especially true for tubes with a high amplification factor. The 
negative input conductance that occurs with an inductive load is a 
source of trouble in certain types of amplifiers and places a limit on 
the amplification factor and capacitance of the tubes that may be 
used, because oscillations in the amplifier are liittly to occur. Special 
circuits, called neutralizing circuits, and special'tubes, the tetrode and 
pentode types, discussed in Art. 9 of this chapter and in Arts. 8 and 9, 
Ch. IV, have been developed primarily to avoid the troublesome effects 
of grid-plate capacitance. 

Onterelectrode capacitances in tetrode and pentode 
/^AMPLIFIERS 

The capacitance between the control grid and the plate of a grid- 
controlled vacuum tube may be reduced by a factor of about 1,000— 
for example, from 10 micromicrofarads to 0.01 micromicro farad by 
the inclusion of a screen grid between the grid and the plate, as de¬ 
scribed in Art. 8, Ch. IV. This screen grid is so constructed that it 
almost entirely encloses the plate and reduces to a minimum the 
electrostatic coupling between the grid and the plate, but the mesh of 
the screen grid is sufficiently coarse for most of the electrons that 
approach it to pass through and on to the plate. 

' The basic circuit connections for a screen-grid pentode amplifier are 
shown in Fig. 19. The suppressor grid g 2 is connected to the cathode, 
and the screen grid g 2 is held at a constant positive potential with 
respect to the cathode by a direct screen-grid voltage supply E ce2 . The 
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capacitor C is a by-pass capacitor included to insure a low-impedance 
path between the screen grid and the cathode for varying com¬ 
ponents. Its capacitance should be large enough to keep the screen- 
grid-to-cathode voltage essentially constant despite the changes in 
screen-grid current that accompany plate current changes. Otherwise 
the characteristic curves of which those shown in Fig. 19, Ch. IV, are 
typical are not applicable, and the large values of amplification factor 
and plate resistance that correspond to them do not occur. The series 
resistance R s in Fig. 19 represents the internal impedance of the 
screen-grid voltage supply plus additional resistance that is often 



Fig. 19. Schematic circuit diagram for a pentode amplifier. 


included and adjusted so that the voltage drop in it caused by the 
average value of the screen-grid current corresponding to the desired 
operating conditions in the grid and plate circuits brings the screen- 
grid-to-cathode voltage to the required value. To permit supply of all 
electrode voltages from one source, E ec2 is frequently made identical 
with E bbt and the grid-bias voltage E ecl is obtained by a cathode-bias 
resistor and by-pass capacitor as is explained in Art. 3. 

A partial equivalent circuit for the incremental components in Fig. 
19 and linear Class A! operation is shown in Fig. 20a. With the intro¬ 
duction of the screen and suppressor grids, the number of interelec¬ 
trode capacitances among all five electrodes becomes ten. Nine are 
included on the diagram. The tenth, C g2k , does not appear because the 
suppressor grid is connected to the cathode. The by-pass capacitance 
C and series resistance R s appear in parallel with the screen-grid-to- 
cathode capacitance, C g2k , and the screen-grid-to-suppressor-grid 
capacitance C g2gZ . Actually, in such a multi-electrode tube there are 
transconductances, mu-factors, and electrode resistances corre¬ 
sponding to g m , //, and r p , respectively, for each pair of electrodes. 
Except for // and r v these are neglected in Fig. 20a. When the capaci¬ 
tance C of the by-pass capacitor is so large that the incremental voltage 
developed across it is made negligible, the screen grid is effectively 
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u * (•irruited to the cathode for incremental components, and the 
ah0 :Z7*rcZ becomes that shown in Fig. 20b. Since the grid g x » 
eqlU ltive potential, and the incremental voltages between grid g 2 
at d o^nd the*cathode are zero for the conditions of Fig. 20b, all the 

Conductances and mu-factors except g„ and p are zero, and all 
thTel^ctrode^esistances except r, are infinite. This equivalent circuit 
llso applies for the tetrode or beam-power tube as an amplifier if the 


C 9 ip 



(a) With small by-pass capacitance C in Fig. 19 



(b) With large by-pass capacitance C in Fig. 19 


Fig. 20. Incremental equivalent circuits for a pentode amplifier. 

The transconductances involving the screen grid are neglected in (a). 

interelectrode capacitances between the suppressor grid g 2 and the 
other electrodes are omitted from the diagram. 

A comparison of the equivalent circuits for the triode in Fig. 17 and 
for the screen-grid tube in Fig. 20b shows a considerable degree of 
similarity. But an essential difference is the order of magnitude of 
the control-grid-to-plate capacitance C 9l9 . This capacitance is reduced 
to a very small value in the tetrode or pentode because the screen 
grid surrounds the control grid and shields it from the plate; conse¬ 
quently it is shown dotted in Fig. 20b. Through this reduction, the 
screen grid mitigates the undesirable reactions mentioned previously 
in Art. 8. It should be emphasized, however, that the mere substi¬ 
tution of a screen-grid tube for a triode in an amplifier will not alone, 
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in all probability, effect a great difference in reactions, because capaci¬ 
tances among connecting wires and the several circuit elements con¬ 
stitute a source of trouble almost equal in severity to that caused by 
the control-grid-to-plate capacitance. As this capacitance is made 
smaller, the interwiring capacitances grow in importance. Thus the 
correct use of screen-grid tubes presupposes electrostatic shielding 
between the entire control-grid and plate circuits. Tubes with all the 
electrode leads brought out through one end, called “singlc-ende(F’ 
tubes, are superior to those in which the control-grid lead is brought 
out through the end opposite to the other leads, because the wiring 
can be made shorter and hence can be better shielded. 

Although introduction of the screen grid decreases the control- 



(a) Grounded-cathode (b) Grounded-pUte (c) Grounded-grid 

ampUfler amplifier, or amplifier 

cathode follower 

Fig. 21. Basic amplifier connections. 

grid-to-plate capacitance, it tends to increase the capacitance at the 
input because of the capacitance between the control grid and the 
screen and suppressor grids. With the screen grid by-passed to the 
cathode, the three interelectrode capacitances from the control grid 
to all other electrodes except the plate appear in parallel at the input 
terminals as in Fig. 20b, and constitute the so-called input capacitance 
frequently given as data by tube manufacturers. Likewise the sum of 
the interelectrode capacitance from the plate to all other electrodes 
except the control grid constitutes the output capacitance , which 
appears across the load. Strictly, the effect of C glp in accordance with 
the considerations of Art. 8 must be added to C glk + C glg2 + C glg3 to 
determine the effective input admittance. Practically, however, even 
with the large voltage amplification that can be realized with a screen- 
grid tube, the control-grid-to-plate capacitance C glp is so small that 
its effect at the input is often negligible, and the amplifier behavior 
may be determined from the equivalent circuit in Fig. 20b with that 
capacitance neglected. 

10. Cathode follower 

Thus far the discussion has concerned an amplifier circuit in which 
the cathode terminal is common to both the input and the output 
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circuits Such a connection, illustrated in Fig. 21a, is sometimes called 
♦he “bounded-cathode amplifier” because, for convenience in sh.eld- 
^ parts of the circuit from one another and in supplying a number of 
tube P s from one voltage source, the common cathode terminal is often 
connected to ground (through a bias voltage, which plays no part in 
the incremental behavior). Two other possibilities exist for amplifier 
n Apt ions in which the grid is connected to the input and the plate 
the output. They are the “grounded-plate amplifier” in Fig. 21b; 
otherwise known as the cathode follower, and the grounded-grid 





Fig. 22. Basic cathode-follower amplifier circuit. 


amplifier” in Fig. 21c. Each has special advantages, which are dis¬ 
cussed in this article and the next. Three other possibilities for con¬ 
nection of an amplifier tube exist. They result from interchange of the 
input and the output in the three connections of Fig. 21, and are of 
little practical importance at present. 

Redrawn with the tube in the conventional orientation, the 
cathode-follower amplifier appears as in Fig. 22. An increase of the 
grid-to-ground voltage e tn tends to increase the plate current i b and, 
consequently, to increase the cathode-to-ground voltage e k . Thus, the 
direction of the cathode potential change follows that of the grid— 
actually, in normal operation, the cathode potential remains above 
that of the grid. 

To find a relation between the plate current i b and the input voltage 
e cn , a graphical construction on the plate characteristics as shown in 
Fig.- 23a is applicable. Although the load R L appears in the cathode 
circuit, it is in series with the tube and plate-supply voltage E bb just 
as in an ordinary amplifier. Hence, 

= E bb - i b R L , [92] 

and the path of operation on the plate characteristics is a straight line 
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that may be constructed in the same manner as is discussed for the 
grounded-cathode amplifier in Art. 2. The current that corresponds 
to any particular value of input voltage e en is not explicitly shown by 
this diagram—a scale of e rn along the load line is lacking. But the 
input voltage e cn that corresponds to any particular value of current i b 
or output voltage e fc is readily found because 

e o = e e + i b R L =e e + e k , [93] 

and values of e c and i b appear on the diagram. To determine points on 
a graphical relation between i b , or e k , and e en , therefore, a suitable 
procedure is to select a value of e e , read from the diagram the corre¬ 
sponding values of i b and i b R Lt or e k , and compute e cr from Eq. 93. 



(a) Path of operation on the (b) Output - input characteristic 

plate characteristics 

Fig. 23. Graphical analysis of cathodo-follower operation. 

The graphical relation that results is shown in Fig. 23b. Transfer of 
values from the load line in Fig. 23a provides a scale of e c along the 
curve. The diagram shows that as e cn increases from zero, the grid-to- 
cathode voltage e c approaches zero. When it reaches zero, the output 
voltage equals the input voltage in accordance with Eq. 93. As e er de¬ 
creases from zero, the current and output voltage decrease and 
approach zero. They reach zero when e e equals the cut-off grid-bias 
voltage, and e cn then likewise equals this cut-off voltage. For Class A x 
operation, e cn must remain between those limits, as is indicated in 
Fig. 23b. 

For applications of the cathode follower that involve only incre¬ 
ments from the values of current and voltages that exist prior to intro¬ 
duction of a signal voltage at the input, an analysis of the incre¬ 
mental behavior of the circuit is useful. To this end, each total voltage 
and the total plate current on Fig. 22 is expressed as the sum of a 
quiescent value, denoted by a capital letter, and an incremental com¬ 
ponent. Tlhus, e s is the increment in the input voltage, or the input 
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■ nl vnltaae and e 0 and i, are the increments in the output voltage 

d by’it. Equation 1. in Ant. 5. 


ip = ?m e » + ~ > 


[94] 


• M the relation among the incremental components of the current 
g ' d voyages at the tube terminals. But an expression relating the 
current increment », to the voltage increments e, and e„ at the inpu 




Load 


(b) Voltage-source incremental 
equivalent circuit 


(a) Current-source incremental 
equivalent circuit 

Fig. 24. Incremental equivalent circuits for linear Class A, 
operation of a cathode follower. 


and output terminals, respectively, is needed. To find it, e, and e„ may 
be expressed in terms of e, and e,. Thus, in the grid circuit, 

e, = e, - e. , l 95 ! 

and in the plate circuit, 

e, = —e» • 

Substitution of Eqs. 95 and 96 in Eq. 94 gives the desired relation, 

e. 


ip = — —■ 


[97] 


Synthesis of a linear circuit that satisfies this expression results in the 
circuit in the dotted rectangle of Fig. 24a, which is therefore the 
current-source equivalent circuit for linear incremental operation of 
the cathode-follower amplifier. 

An alternative form of the equivalent circuit is found through 
multiplying all terms in Eq. 97 by r„ which gives 

[98] 


ipTp = g m r„e, - g m r,e c - e, 


Since g m r„ equals /i. 


ip*p = H*. ~ P e , - e 


0 > 


or 


= 




/*+ 1 5 1 


[99] 

[ 100 ] 
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This expression suggests the alternative voltage-source form of the 
equivalent circuit shown in Fig. 24b. The parallel combination of 
resistances 1 /g m and r p in Fig. 24a may also be replaced by the equi¬ 
valent value, rj(n + 1 ), if desired. 

Note that, for a resistance load, the output voltage e Q in Figs. 24a 
and 24b increases when the input voltage e, increases, which agrees 
with the physical explanation above that the cathode follows the grid 
in potential changes. The reference directions of the sources and 
currents in Fig. 24 correspond to this in-phase operation and are 
opposite to those for the grounded-cathode amplifier circuit shown in 
Fig. 9. 

Two important features of the cathode follower are apparent from 
the equivalent circuit. First, its voltage amplification, eje lt approaches 
/*/(/*+ 1) as the load impedance becomes very large. Thus, the 
maximum voltage amplification obtainable is somewhat less than 
unity. The cathode follower is, therefore, not useful as a voltage 
amplifier. Second, its internal output impedance, which the load 
faces, is rj{fi + 1) and approaches 1 lg m as n becomes large compared 
with unity. This small output impedance makes the cathode follower 
useful for supplying a low-impedance load, because it permits closer 
matching of the load and internal impedances, a requirement for 
maximum power sensitivity explained in Art. 15. The cathode follower 
hence finds extensive application as an impedance transformer 
between a source having high internal impedance and a load having 
low impedance. Even though it lacks voltage amplification, the cathode 
follower can provide power amplification because the ratio of its input 
impedance to its output impedance is very large. 

Suddenly applied increments of voltage at the input of a cathode 
follower can cause appreciable nonlinear operation even though they 
be small enough to result in linear operation if they were applied 
slowly. Such nonlinear behavior arises chiefly from the stray inter- 
electrode capacitance or other circuit capacitance across the load. If 
the input voltage changes suddenly, the output voltage e k across this 
capacitance tends to remain constant momentarily because a capacitor 
cannot discharge instantly—infinite current would be required. Thus, 
the operating point moves vertically up or down from its quiescent 
position on the load line in Fig. 23a. The tube plate current is, there¬ 
fore, driven to zero by even a relatively small negative step of input 
voltage. Thereafter the output voltage e k decays toward zero expo¬ 
nentially with time with a time constant determined only by the 
capacitance and the load resistance. As e k decreases, conduction begins 
in the tube again, and the decay continues asymptotically toward a 
final value on the original load line, but with a new time constant 
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SXTI*. 

, tormined bv the capacitance and the parallel combination of the load 
Cnee and r l(u + D- Actually, when the grid-to-cathode capaci- 
rnrl hi the tube is comparable with the capacitance across the load 
an additional component in the output voltage results from the effect 
the two acting as a capacitive voltage divider. 

A relatively small positive step of input voltage, f fn .° n 
. nH increases the grid voltage e e to positive values, so that a large 
plate'current and an appreciable grid current occur. The gri 
produces a voltage drop in the internal impedance of the source of 


-/p 



input voltage that reduces the actual grid-to-ground voltage-clipping 
of the input wave occurs. For this reason, and because of the practical 
limit on the cathode current by the electron emission of the cathode, 
the load current does not increase linearly with the input voltage. I he 
rate of rise of the output voltage can be no larger than the rate at 
which this maximum available cathode current can charge the capaci¬ 
tance that is in parallel with the load. Consequently, the behavior ot 
the cathode follower is often unsymmetrical in response to input steps 
that are equal in magnitude; bul opposite in sign. 

The input impedance of the cathode follower, which is the im¬ 
pedance the source of input voltage faces, may be determined from a 
consideration of Fig. 25a. In this diagram, the impedance shown 
between the grid and the cathode, Z„, may represent not only an 
actual circuit element connected between those points, such as a grid 
resistor, but also the reactance of the grid-to-cathode interelectrode 
capacitance C 9k , or the grid-to-cathode conductance associated with a 
conduction grid current, or any combination of the three. 

In terms of the complex values of the incremental components of 
the voltages and currents for linear operation and a sinusoidal input 
signal, the input impedance is 

Z, = EJI ,. 


But 


= EJZ, , 


[ 101 ] 

[ 102 ] 
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so that 


or 



E 0 + E a 


[103] 



[104] 


If the circuit parameters and the frequency are such that the magni¬ 
tude of the input current /, is small compared with that of /„, the 
current in the load Z L is then only /„, and EJE, may be interpreted 
as the voltage amplification of the tube and load that would occur if 
they were connected as an ordinary grounded-cathode amplifier. That 
is, 


E 0 uZr 

E,~ A ~r,+ Z L ‘ l 10 ®] 

Then, from substitution of Eq. 105 in Eq. 104, 

Z, = Z g (A + 1). [106] 

It should be emphasized that here A is not the voltage amplification of 
the cathode follower itself, but is the much larger value for the 
ordinary amplifier connection. Thus, Eq. 106 shows that the input 
impedance of the cathode follower is generally much larger than the 
impedance connected from grid to cathode. This is an important fea¬ 
ture, for it permits use of the cathode follower when the impedance 
of the source is so high that the relatively low input impedance of a 
grounded-cathode amplifier would cause excessive voltage drop in the 
internal impedance of the source and thereby render such an amplifier 
useless. 

When Z g represents the grid-to-cathode interelectrode capacitance, 


and 



[107] 





ok 


(* + !) = 


J(0 


A + 1 


[108] 


This relation shows that when the load can be considered a pure 
resistance so that A has no imaginary component, the effect of C gk is 
the same as that of a new and smaller capacitance C gk /{A -f 1) con¬ 
nected directly across the input terminals. Similarly, a resistance R g 
connected between the grid and cathode is equivalent to R 0 (A -f- 1) 
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„ the input terminals. A complete equivalent circuit for the 
follower including interelectrode capacitance and a grid 
cathode , • o^h Note however, that because of 

iHetly on,, for 

?’* uencfes or rates of change of voltage so small that the currents 
frequences or bot £ 8maU compared with the plate current 

r moanson ofFig.25b with Fig. 18a indicates that the effect.ve input 
lactance of the cathode follower is less than that of an ordinary 
moUfier by a factor A + 1 when each has the same resistance load. 

A pentode is seldom used as such in a cathode follower, because the 
desired pentode behavior is not obtained unless the screen-grid P 
tiaTremains fixed with respect to the cathode. If the screen-grid voltage 
is supplied by a voltage divider across the voltage E bb , the screen « 
ootential remains fixed with respect to ground and the plate in the 
cathode follower. Hence, the tube then behaves essentially as a tnode- 
connected pentode. On the other hand, addition of a large by-pass 
capacitance between the screen grid and the cathode will maintain 
the voltage between them essentially constant during rapid changes of 
the input voltage as discussed in Art. 9. The tube then behaves as a 
pentode, but the resistance of the network supplying the * c " een 
appears across the load resistance of the incremental equivalent circuit 
because the by-pass capacitance is essentially a short circuit for 
incremental quantities. 


11. Grounded-grid amplifier 

The grounded-grid amplifier, illustrated in Fig. 21c, has the advan¬ 
tage over the other two connections that the grounded grid acts as an 
electrostatic screen between the input and the output circuits just as 
the screen grid does in a tetrode or pentode amplifier. It thereby helps 
to prevent unwanted oscillations or instability. For this reason and the 
fact that triodes are found to introduce less random noise than pen¬ 
todes, the grounded-grid amplifier is often used in high-frequency 
applications. A further useful feature of the circuit apparent from the 
considerations that follow is that the grounded-grid amplifier does not 
cause a phase reversal between the input and output voltages with 
respect to their common terminal as does the grounded-cathode 
amplifier. 

Since the path for the plate current in a grounded-grid amplifier is 
through the source of input voltage as well as through the load, the 
internal impedance of the input source plays an important part in the 
circuit operation and should be included in analysis of it. Figure 26a 
shows a source having an electromotive force or open-circuit voltage 
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e, and internal impedance R t supplying the incremental input voltage 
e g for such an amplifier. The basic incremental equivalent circuit 
obtained through replacing the tube by /ze„ in series with r v and 


•t 



(a) Circuit connections and 
incremental quantities 



circuit in terms of e t 



(c) Incremental equivalent circuit in terms of e t 
and R, of the input voltage source 


Fig. 26. Grounded grid amplifier driven by voltage source having electromotive 

force e, and internal impedance R t 


replacing all direct voltages by short circuits is given in Fig. 26b. The 
incremental plate current in this circuit is 


t _ ~ e « 

’ r p + R l + R / 

But in the grid circuit, 

e, = -e, - i,R, . 


[109] 

[ 110 ] 


Substitution of Eq. 110 in Eq. 109 to eliminate e 9 gives 

. (/* + l)e, 

P r v + (A 4 4- + Rl 


[ 111 ] 


This relation suggests that the load is effectively supplied by a voltage 
source having an electromotive force (p -f l)e, and internal output 
impedance r P + (/z -f \)R S as shown in the right half of Fig. 26c. The 
voltage amplification in this circuit approaches p + 1 as the load 
resistance approaches infinity, and a load resistance equal to 
r t> + (/* + 1)^, therefore provides maximum power sensitivity. 
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From Eq. Ill, the impedance faced by the electromotive force e. is 
given by 

«. _ it | r » + ** [H2] 

—’ p + 1 

Thus the input impedance presented to the of 

cathode 
Fig. 26c 


3 input impedance pratmi*** — -- f , , f r 

terminals is (r, + R l )I(p + D, »» i> shown at the left ^ °‘ 


12. Waveform distortion in amplifiers 

Although, as is stated earlier, the purpose of an amplifier it i to pro¬ 
duce an enlarged reproduction of the input wave, the reproduction in a 
iLSte'L never e„et. Imperfection. in 
always cause some differences between the waveforms of the output 
and the input-differences that are termed distortion. Distortion arises 
generally from causes associated either with the electronic phenomena 
within the tube, or with the characteristics of the networks inherent m 
the amplifier. An example of distortion resulting from the electronic 
phenomena is that caused by nonlinearity between the instantaneous 
values of the input wave and the output current. This type of dis¬ 
tortion, which is discussed in Art. 13, is called nonlinear distortion. 
Other examples are the distortion resulting from the effects of non 
linearity in the relation between the grid current and the grid voltage, 
and from the dependence of the electron transit time on frequency. 

For many applications, the distortion in an amplifier is conveniently 
described in terms of the response of the amplifier to a periodic inpu 
wave. When the input waveform is periodic, both it and the output 
waveform may be represented by Fourier series. In order that the 
output waveform be the same as that of the input, the amplifier mus 
preserve among the Fourier components in the output the same rela¬ 
tive amplitudes and the same relative time-phase differences as exist 
among the corresponding components in the input. Distortion there¬ 
fore results if either the transmission of the amplitudes or the time- 
phase shift through the amplifier is dependent on either the amplitude 
or the frequency of the input components. Hence, four kinds of dis¬ 
tortion may be recognized. These are describable in terms of the mag¬ 
nitude A and phase shift 6 A of the complex voltage amplification in 
Eq. 39. If A varies with the amplitude of the input wave, the ampli¬ 
tudes of the various components in the output do not bear to one 
another the same ratios that the corresponding components in the in¬ 
put do, and amplitude distortion is said to occur. This type of distortion 
is a form of nonlinear distortion, and is always accompanied by the 
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production of new Fourier components, as is discussed in Art. 13. It 
is also accompanied by intermodulation distortion , discussed in Art. 11, 
Ch. XII. If A varies with the frequency of the input wave, attenuation 
distortion or frequency distortion is said to occur. 

The angle 0 A in Eq. 39 is the shift in phase for each Fourier com¬ 
ponent as it passes through the amplifier measured in angular units. 

It is the shift in phase measured in time units multiplied by the angular 
frequency oj of the component. Thus if 0^/co is the same for all com¬ 
ponents, the phase of each is changed by the same amount in time , and 
the relative phase relations among the components are preserved as 
they pass through the amplifier. The waveform is therefore unchanged. 
This condition, although sufficient, is not necessary for preservation 
of the waveform, however, because, if all the Fourier components are 
shifted in phase by an integral multiple of 180 degrees, the wave¬ 
form is not changed; the polarity of the complete wave may be altered, 
but polarity changes are not regarded as distortion. Hence, a criterion 
•for distortion-free amplification is that the curve of phase-shift angle 
0 A as a function of co, called the phase characteristic , be a straight line 
intersecting the axis of 0 A at some multiple of n radians. If the phase 
characteristic departs from either of these ideal conditions, so-called 
phase distortion results. One type of phase distortion, termed delay dis¬ 
tortion, occurs if the slope dOJdo) is not constant; and another type, 
termed intercept distortion , occurs if the curve does not intersect the 
axis of 0 , at a multiple of n radians. It has been shown 9 that often the 
effects of intercept distortion may be neglected, and the condition that 
dO A Idu) equal a constant is ordinarily taken as being sufficient to 
insure satisfactory phase relations among the components of the out¬ 
put wave. If the phase-shift angle 0 A varies with the amplitude of the 
input, the resulting distortion is a type of phase modulation, which is 
discussed in Ch. XII. 

13. Waveform distortion due to nonlinearity of the 
TUBE CHARACTERISTICS 

Since the characteristic curves of a tube are never straight, no 
amplifier is linear in the strict sense of the word. In practice, however, 
it is usually possible to design an amplifier in which the effects of the 
nonlinearity in the tube are negligible for a particular application, and 
the adjective “linear” in this chapter is meant to imply that con¬ 
dition. The degree of nonlinearity permissible depends on the particu¬ 
lar application. This article discusses methods of determining the 

• E. A. Guillemin, Communication Networks, Vol. II (New York: John Wiley & Sons, 
Inc., 1936), 490-491. 
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effects of the nonlinearity when they are small. Larger effects of 

nonlinearity are discussed in subsequent chapter^ 

Figure 27 shows the type of waveform distort on tnar 

Lnlt of nonlinearity of the tube characteristics. For simplicity, a 
^SltanceToad is assumed, and the grid-signal voltage , assumed 

to be sinusoidal and to be given by 

e 9 = V 2 E g cos (ot. 

#he effects of interelectrode and stray capacitance ^e neglected in 
“ffis analysis. In Fig. 27, both the plate characteristics and the transle 

Plate 

characteristics 



Fig. 27. Distortion of waveform by nonlinearity of the tube characteristic curves. 


characteristics are shown, the latter being obtained, by graphical con¬ 
struction, from the former. The path of the operating point across the 
transfer characteristics, which is the relation between t and e, lor 
the combined tube and load, is called the dynamic transfer character¬ 
istic and is also readily determined by the graphical method indicated. 
The term “dynamic” is included to indicate that the curve is the 
operating path for rapidly changing increments in the current and 
voltage. When the load is a pure resistance, as is assumed in Fig. 27, 
this dynamic path coincides with the locus for different steady values 
of the increments t„ and e„. But when, as is considered later, the load 
is coupled to the tube through a large capacitance or a transformer, 
such coincidence does not occur. The dynamic transfer characteristic 
is then the operating path for rapidly changing increments only. This 
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path is not straight, even for a resistance load, when the amplitude 
of the grid-signal voltage is large; the slope of the path increases for 
increasing grid voltages. 

The dynamic transfer characteristic can be represented by an in¬ 
finite power series, and, for a first approximation, sufficient accuracy 
may often be obtained from the first two terms of such a series, 


= ae. 


+ K S 


[114] 


Here a and b are constants determinable from points on the curve bjig^ 
the methods discussed in Art. 8, Ch. XII. Substitution of Eq. 113 intc) 
Eq. 114 gives 


= aVlE, cos i»t + b(V2E, cos wl)* [115] 

= aV2E, cos wt + 26E„ l J (1 + cos 2 lut) [116] 

= bE * + aV2E, cos tut + 6£„* cos 2 cot, [117] 


or 

i p = Ip 0 + Vili* cos cot + I p2 cos 2cot). [118] 


Thus a Fourier series comprising a constant term, a fundamental, and 
a second harmonic describes the waveform when the dynamic transfer 
characteristic is representable by the quadratic expression, Eq. 114. 
Furthermore, the constant term is then equal to the amplitude of the 
second harmonic. Additional terms in the power series used to repre¬ 
sent the dynamic characteristic give higher harmonic terms in the 
Fourier series for i p . 

The values of 7 p0 , / pl , and / p2 can be determined from the expression 
for the dynamic transfer characteristic if the constants in it are avail¬ 
able. However, the dynamic transfer characteristic is a function of the 
tube and circuit combined; hence it must be plotted point by point for 
each load resistance. It is therefore usually more convenient to deter¬ 
mine the harmonic amplitudes from the plate characteristics upon 
which the path of operation is a readily constructed straight line. The 
three terms in the Fourier series are sketched in Fig. 27. The plate 
current goes through its maximum value when cot equals zero, and its 
minimum value when cot equals n. Thus, by substitution of these 
angular values in Eq. 118 and use of Eq. 12, 


and 

Hence 


= h + I*+ ^ 2I vi + V^Z 
= /* + - V2I P1 + V2I 


V~2 


— I 


b min 


P2 

[119] 

P2 * 

[120] 


[121] 


2 
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and since Eq. 117 shows that V 7 2l p2 and /„„ are equal, 

-4 11221 

„ iof the steady component and the amplitudes of the funda- 

The ;r a nd S econd harmon,c components of the plate current are 
mental and seco terms of quantities readily determined 

f o V m the graphical construction using the plate character.st.es shown 
fr Ti, 27 A similar method is applicable to the plate-voltage wave 
m J' g becautTthe resistance load, it is a reproduction of the curren 
81 form The average plate current as indicated by a direct-current 
rmir in T c h r :r b g y Sn amount / When the signal voltage^ 
studied because of rectification in the plate circuit, and „„ • 

She rectified component of the plate current. The average plate current 

in the presence of the signal is then 

[1 "j 

and the subscript s is similarly used to denote the “with-signal” 
average component of other electrode currents and voHages In 
accordance with Eqs. 117, 122, and 123, the increase in the direct- 
current ammeter indication gives a measure of the amount of second- 

harmonic in cichc, th. pi... current or the pl.t, 
voltage may be written as 

Per cent second harmonic = x 100 ' l24 ^ 


Per cent second harmonic 


and is therefore given by 

Per cent second harmonic 


+»»...> -.!» 


ti . — i 


X 100. ►[125] 


The amount of harmonic generation that may be tolerated in ampl 
fiers for sound reproduction depends on the sensitivity of the ear to 
waveform distortion. A value of 10 per cent total harmonic generation 
is commonly used as the permissible upper limit. 10 

The foregoing analysis was made on the assumption of a quadratic 
form of the dynamic characteristic, which is found to be equivalent to 
the assumption that no harmonics higher than the second exist in the 
plate current. Although this is generally a good approximation for a 


"Standard, on Radio Receiver,: Method, of Te,tinq Frequency-Modulated Broadcast 
Receiver, (New York: The Institute of Radio Engineers. 1947). 2, 10-11; F. -Massa, 
•‘Permissible Amplitude Distortion of Speech in an Audio Reproducmg System, I.R.E. 
Pro c„ 21 (1933), 682-689; M. G. Lloyd and P. G. Agnew, "Effect of Phase of Harmon.cs 
upon Acoustic Quality," Nat. Bur. Stand. Sci. Paper No. 127. 6 (1909), 250-263. 
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triode with a resistance load, it is not true for pentodes and some other 
tubes. A more general treatment of harmonic generation suitable for 
the determination of all the harmonics that may exist follows. 

Since the plate current retraces the same waveform during each 
cycle, it is representable by a Fourier series that in general contains 
sine and cosine terms of all frequencies. However, if the origin for tut 
is chosen at the point when the plate current is a maximum, if the 



Fig. 28. Points for determination of the harmonic generation in a 

pentode amplifier. 

waveform of the grid-signal voltage e 9 is sinusoidal, and if the load is 
pure resistance, 

<,M) -»,(-«!); [126] 

that is, the curve is 11 an even function, symmetrical along the rising 
and falling portions, and is therefore representable by a Fourier series 
containing cosine terms only. 12 Thus 

i p = / p0 + V2(/ pl cos ml -f- / p2 cos 2 tot + / p3 cos 3w< H-). [127] 

When no harmonics higher than the nth exist, the steady term and^, 
the harmonics up to the nth may be obtained by the Fischer-Hinnen ^ 
or selected-ordinate method. 13 The half-cycle is divided into n equal 
intervals, and the n -f 1 ordinates at the boundaries of these intervals, 
together with the corresponding values of cot, are substituted in Eq. 
127. The n -f 1 simultaneous algebraic equations are then solved for 
the harmonic amplitudes in terms of the measured ordinates. 

An example of considerable importance is the method of deter¬ 
mining the third-harmonic generation in a pentode amplifier with a 

11 P. Franklin. Di fferential Equations for Electrical Engineers (New York: John Wiley 
& Sons, Inc., 1933), 48. 

12 See Franklin, reference 11, 64. 

13 J. Fischer-Hinnen, “Methode zur schnellen Bestimmung harmonischer Wellen,’.’ 
E.T.Z., 22 (1901), 396-398; F. A. Laws, Electrical Measurements (2nd ed.; New York: 
McGraw-Hill Book Co., Inc., 1938), 687-695. 
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• load The plate characteristics, together with the load 

'ho™ i~ fig »d ”“**• “• “ " d 

to bo representable by [««] 

Htb. half-cycle 1 . divided into thee equal interval", ‘ho angle, at the 

.f «>L >»*•"■>• ~ »■ 2 ”' 3 ’» d - 

value, of the grid-signal voltage arc VZE„ +\Vi „ i „ 
j _J\e , and the corresponding total plate currents are w *• 
and i These are indicated in Fig. 28. Subst.tut.on of these 

“ lu . «• T* . _ 2 Cl _> 1*10 rriVA fnr 


' nnn 1 . . l nvoo ' —- V 

values in Eq. 127 and use of Eqs. 12 and 123 give, for 
0,1 = 0, V2(/„ + /,t+ M ; 


[129] 


0)t = tt/3. 

i x = /», + V2(l/,i - — / »»> : 

[130] 

cot = 27t/3, 

*, = I>. + “ t 7 rt + 7 »>)l 

[131] 

(lit = TTy 

= /». + V2(— /,! + 4,2 - 7 *»)' 

[132] 

Solution of Eqs. 129, 130, 131, and 132 for the harmonic and average 

components gives 

. (».„ + <6.„) + 2(i, + i,) 

J b» 6 

[133] 


v - ».«.) + - i »), 

[134] 


7 '‘ “ 3V2 


r + n-J - <*- + i ' ) 

[135] 


3V2 


f (*»— - *»-> - *0. - *»> 

[136] 


6 V 2 


The per cent second- and third-harmonic generations in the plate 
current or voltage waveform are then: 


Per cent j 

second harmonic = 100 -p = 

'pi 


(»>... + ‘».j - (*« + *» ) 

+ (** - S) 


X 100, 


►[137] 


Per cent 
third harmonic 







X 100. ►[138] 


The per cent total harmonic generation is given by 

Per cent total harmonics = V (Per cent 2nd) 2 + (Per cent 3rd) 2 . [139] 


444 


CLASS A SINGLE STAGE AMPLIFIERS 


[Ch. VIII 


The Fischer-Hinnen method of obtaining the harmonic components 
in the plate-circuit waveforms with a sinusoidal grid-signal voltage, 
which is illustrated by Eqs. 129 through 136, is readily extended to 
include higher harmonics than the third. It is applicable only for a 
pure resistance load, however, and it involves the assumption that 
there are no harmonics of higher order than the number of intervals 
into which the cycle is arbitrarily divided. It can be demonstrated also 
that this assumption is equivalent to the assumption that the power 
series similar to Eq. 114 that represents the dynamic transfer 
characteristic contains terms of the same order as the harmonics. 

14. Power output and efficiency 

Power is supplied, in general, to the vacuum tube through three dif¬ 
ferent circuits, the grid circuit, the plate circuit, and the cathode¬ 
heating circuit. The primary purpose of an amplifier tube is to inject 
suitably controlled power into the circuit and thereby to make the 
ratio of the output power to the grid-signal input power large. The 
average power supplied to the tube by the direct-current plate-power 
supply is direct-current power only (direct-current power being defined 
as the power given by the product of the average values of the voltage 
and current). The useful output power from the amplifier is often 
solely alternating-current power. Thus the function of the amplifier 
tube in many applications may be described as that of a converter of 
direct-current power to alternating-current power, under control of an 
external alternating-voltage source. In the amplifier tube, as in all 
power-conversion equipment, a factor of interest is the power-con¬ 
version efficiency—that is, the efficiency with which the device 
converts direct-current power into alternating-current power. This 
involves the various heat losses in the tube. 

The impressed grid-signal voltage to be amplified sends some current 
through the input or grid circuit, thereby requiring some power to be 
supplied from the source of this voltage. In the Class B or Class C 
amplifiers usually used for high frequencies, the grid-input power may 
be appreciable, but in the linear Class A! amplifiers that are the subject 
of this chapter the grid voltage with respect to the cathode never 
becomes positive; hence the grid current is very small, and the grid- 
input power is often negligible compared with the other losses in the 
tube. The heating power for the cathode, E f I fi is constant and is 
readily included in a computation of the over-all efficiency of the 
circuit operation. The components of power in the plate circuit, 
however, are several in number, and an analysis of power relations in 
the plate circuit is of importance if the maximum efficiency is to be 
obtained with a given tube. 
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As a first approximation, it is assumed in the following that the tube 
operates as a linear Class A, amplifier and that the gnd-signal vo g 
has no direct component. When the grid-signal voltage is zero, the 
Zl Went has ite quiescent value /,. and the total power input to 
the circuit from the plate-power supply is 

p _ e I 

This power divides between thPtube and the load. The power absorbed 
in the load, caUed the direct-current load power, is 

P ic = I>'Rl • [141] 

The power absorbed in the tube is the direct-current power input to the 

tUb6 P. =£./»• } 142 ' 

It is transformed into heat at the plate, and is hence also the quiescent 
ulate dissipation. Since, from Fig. 4, 

E bb = E b + I b R L , [143] 

P bb = P b + P*c . [144] 

as it must in accordance with the conservation of energy. 

When the grid-signal voltage is applied to the circuit, the plate 
current varies, and the average value of the total power input is 






[145] 


[146] 


The quantity within the brackets is the average value of the plate 
current; in general, it is denoted by 1 6 „ but when, as is here assumed, 
the operation of the circuit is linear and the grid-signal voltage has no 
direct component, it equals I b . Thus the total average power input 
remains constant at its quiescent value given by Eq. 140, and is inde¬ 
pendent of the amplitude of the grid-signal voltage. 

The power output to the load, however, becomes 

p,=±r~> [u7] 


= i- Jp' 1*R l d(iot) + £ 2I b i,R L dlwt) 


[148] 


[ 149 ] 
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The first integral term is I b 2 R L , the direct-current load power pre¬ 
viously defined. The second integral is zero, since the current i p has no 
direct component when the grid-signal voltage has none and the circuit 
operation is linear. The third integral term is the average power in the 
load caused by the varying components of the plate current, or the 
alternating-current power output , denoted here by P ae . Hence, 

Pl = P«+ P«- H150] 

The power output thus increases with the grid-signal voltage, but 
the power input to the tube and load together does not. Consequently 
the power absorbed in the tube, or the plate dissipation, decreases by a 
like amount as the grid-signal voltage increases. The plate dissipation 
in the presence of the grid-signal voltage , denoted by P pt is given by 

[i6i] 

or, from the principle of conservation of energy and the previous 
expressions, by 

P p = P bb - P L . [162] 

By means of Eqs. 144 and 150, this can be expressed as 

P, = P> - Pac • KIM] 

In this expression, the term P b is the apparent direct-current power 
input to the tube that would be given by the product of the indications 
of d’Arsonval-type instruments used to measure the plate voltage and 
the plate current. For the conditions assumed, then, the plate dissi¬ 
pation P p is the difference between the direct-current power input to 
the tube P b and the useful power output P ae caused by the varying 
component of the plate current. When the grid-signal voltage is sinus¬ 
oidal, P ae has the value 

P ae = E P I P cos 0, KIM] 

where 0 is the angle of the load impedance as defined in Eq. 24. 

Since in the linear Class Aj amplifier the total input power to the 
circuit remains constant, but the alternating-current power output in¬ 
creases as the grid-signal voltage increases, one interpretation of the 
circuit behavior might be that the tube acts as an alternating-current 
generator to furnish the alternating-current power output. Actually, 
however, the tube is not a generator; all the power comes from the 
direct-current plate-power supply, and the tube merely converts some 
of it into useful power output at the grid-signal frequency. 

One way in which vacuum tubes are rated is on the basis of their 
allowable heat losses; that is, the plate dissipation that cannot be 
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exceeded without raising the temperature of the plate excessively and 
thereby endangering the life of the tube. The plate d.ss.patton P p from 
Eq. 153. w the direct-current power supplied to the tube reduc y 

the amount of the alternating- 
current power converted by the 
tube and supplied to the plate- 
circuit load. Other things being 
constant, it follows that a given 
tube in a linear Class A! ampli¬ 
fier will operate at a lower tem¬ 
perature when it is delivering a 
large alternating-current out¬ 
put power than with a small 
output or none at all. Should 
the grid-signal voltage be acci¬ 
dentally removed from a tube 
that is operating at nearly 
its rated temperature, the tem¬ 
perature is likely to increase 
above the allowable limit and 
destroy the tube. The effect of 
an alternating-current output 
is actually to cool the tube. 

The relations in Eq. 153 
among the direct-current power 
input to the tube, the plate 

dissipation,and the alternating- 
current power output in the 
plate circuit of a linear Class A! 
amplifier with a resistance load 
may be illustrated graphically 
as in Fig. 29. The time-function 
wave-forms of the currents and 
voltages in Fig. 29 are similar 
to those in Fig. 8 but have larger 

amplitudes. In the lower part . 

of the diagram, the instantaneous power supplied to the tube e b i b is 
plotted as a solid curve. The average power dissipated in the tube, or 
the plate dissipation, is therefore equal to the shaded area divided by 
the period T. The direct-current power input to the tube, or the 
quiescent plate dissipation if the tube operation is linear, is given by 
the area within the heavy rectangle divided by the period T. In 
accordance with Eq. 153, the alternating-current power output to the 





A-c power output 

Area within heavy rectangle - shaded area 

T 

Area indicated by crosse s 
T 

Fig. 29. Power relations in a 
vacuum tube. 
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load is given by the difference of the foregoing areas, which is the 
area shown with crosses, divided by the period T. 

The efficiency with which the tube converts the direct-current 
power input to the tube into alternating-current power output in the 
load is called the plate efficiency y p . For the linear Class A, amplifier 
considered here, its value is 

P p p 

*lp = = Trf X 100 P er cent. ►[155] 

*b ^b J b 

The direct-current losses represented by l b i R I contribute nothing to 
the useful output, because only the alternating components are 
generally useful in the plate circuit. The quiescent plate current I b is 
therefore an undesirable quantity from the point of view of efficiency 
—it limits the plate efficiency obtainable in Class A amplifiers, as is 
evident in the following articles, and reduction or elimination of it 
contributes to the higher efficiencies obtainable with Class AB, Class B, 
and Class C amplifiers discussed in a subsequent chapter. In these 
amplifiers the operation is not linear, and for them, as well as for a 
Class A amplifier in which the excursions of voltage and current are so 
large that the operation is appreciably nonlinear, the plate efficiency 
must be expressed as 

* = > [m] 

where the average values E bt and I bt replace the corresponding quies¬ 
cent values in Eq. 155. 

15. Maximum power sensitivity 

The maximum value of the power output obtainable from a vacuum 
tube depends upon the choice of the quantities in the circuit that are 
allowed to vary, and of those that are maintained constant. For 
example, the maximum alternating-current power output that can be 
obtained from a given tube operating at a given point on the plate 
characteristics with a prescribed grid-signal voltage that is so small 
that the operation is restricted to the essentially linear region of the 
tube characteristics is one of two important and often-confused quan¬ 
tities that depend on the load impedance. The other quantity is the 
maximum power output with a prescribed amount of harmonic 
generation and a prescribed quiescent plate voltage; that is, the 
maximum power output that can be obtained from a given tube 
operating with a given quiescent plate voltage E b but with a grid- 
signal voltage E g limited only by the degree of waveform distortion 
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be tolerated. This second quantity is discussed in a subsequent 

"r'f Irneration is restricted to the linear region of the tube character- 
• tics P and the grid-signal voltage is prescribed, essentially linear 
operation'occurs/with the tube acting as a fixed ideal voltage or current 
snnrce and constant internal resistance, as is explained in Art - • 
T near network theory is then applicable for finding the conditions for 
SmuTpower transfer from the tube to the load. The alternating- 

current power output is 

= E,I, cos 0 - I,'R l , t 157 l 

where 6 is the impedance angle of the load and R L is the real part of 
the complex expression for its impedance 

Z L = R L +jX L . t 158 l 

By means of Eq. 36 the expression for the output power may be put 
into the form 


p« = w 


R , 


_ _. [159] 

(r, + R l )* + X L 1 

Since the power output varies directly with the square of the grid- 
signal voltage, a significant measure of the usefulness of an amplifier is 
the power sensitivity, which, from Eq. 159, is given by 

Power sensitivity = jjr{ = M* (r, + R L Y + 

The particular values of R L and that give maximum power output 
or power sensitivity when the grid-signal voltage has a small and 
constant amplitude depend upon the choice of the independent 
variable. Three important cases are: first, R L is the only variable; 
second X, is the only variable; and, third. 6 is held constant and 
Z L is the only variable; that is, Q or XJR ,. is held constant* and the 
magnitude of the load impedance is changed. 

If R b is the only variable, differentiating Eq. 159 with respect to 
R, and equating the result to zero give 


dP 

dR 


ne 


, F z [ >■■ + Rl)* + X,} - 2 R L (r p + Rl) 1 _ 0 [161] 

= ' ,E ’ [ 1 tr. + ft,) 2 + J 


or 


[(r. + Rl) 1 + 

(r, + R l ) 2 + X L * - 2 R l (t, + R l ) = 0. 


[162] 


* For the meaning and use of the quantity Q. see E. E. Staff. Electric Circuits 

(Cambridge. Massachusetts: The Technology Press of M.I.T.; New York: John \Y iley & 
Sons, Inc., 1940), 319-325. 
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Thus the value of R L for maximum alternating-current power output 
or power sensitivity when the reactance X Jt is fixed and R, is varied is 

R L = VV + *l 2 • [163] 

In other words, for maximum output, R L is equal to the magnitude of 
the impedance formed by r p and X L in series. 

If X^ is the only variable, P ae is a maximum when X L equals zero, 
as is evident by inspection of Eq. 159. Reactance added in series with a 
fixed load resistance reduces the power output and power sensitivity. 

If the load impedance Z L is to be a coil of fixed winding space, such 
as an inductor coil or a winding in a loud speaker, the Q of the coil can 
be shown to be approximately fixed at a given frequency independent 
of the value of Z L . Thus Z L may be varied through varying the num¬ 
ber of turns and size of wire to fill the space, but 0, which equals 
tan- 1 (coL/i?J, or tan' 1 #, remains constant. Equation 159 can then be 
written as 





(% + Rl)' + {QR,y • 


[164] 


The value of Z L for maximum power output or power sensitivity is 
then found by differentiation to be 

Z L = VR l * + X L * = r„ , [165] 


for Z L variable but 0, or #, constant. 

When the load is pure resistance, Eq. 163 indicates that the power 
output and the power sensitivity are maximum when R L equals r p . 
The maximum power output is then given by 


P 

«-•* 4 r 4 PVm 


►[166] 


This value is called the available power. It is the largest value of power 
output that can be obtained through adjustment of the load in any 
manner. The corresponding maximum power sensitivity is, from 
Eq. 166, 


Maximum power sensitivity = 



Mm 
4 ‘ 


[167] 


Thus the factor fig m , which depends only on the tube construction, is 
a valuable figure of merit for triodes. It is not equally important for 
tubes with additional grids, however, for generally with them the 
condition that R L is equal to r v is not economical or is precluded by 
considerations of distortion. 
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The power output as a function of the load resistance in the absence 
of reactance is given by 

[168] 




7 r l 
^- + 2 +-r 


R 


The symmetry in the denominator of Eq. 168 shows that the power 
LtDut for a load resistance that is twice as great as the plate resistance 
“" he same as that for a load resistance that is half as great as the plate 



Fig. 30. A-c power output as a function of load resistance. 


resistance, and similarly for any other ratio. This symmetry is illus¬ 
trated in the curves of Fig. 30. It should be noted that the power out¬ 
put is reduced only 11 per cent by a factor of two bctweon the lo 
and plate resistances; thus impedance matching in the plate circuit of 
vacuum tube is not always so important as might be thought at first. 


16 . 


Maximum power output with a prescribed amount of 

HARMONIC GENERATION AND A PRESCRIBED QUIESCENT 
PLATE VOLTAGE 


In the previous article, the maximum power output obtainable from 
an amplifier tube with a fixed small grid-signal voltage is considered, 
but the accompanying distortion is disregarded. In general, the amount 
of harmonic generation increases with the power output as the gn 
signal voltage is increased. Consequently, when an essentially un¬ 
limited grid-signal voltage is available, the permissible power output 
is limited by the degree of waveform distortion that can be tolerated, 
which depends on the service for which the amplifier is intended. Por 
example, as previously stated, when the amplifier is a link in a sound- 
reproducing system, a maximum of 10 per cent total harmonic genera¬ 
tion may be allowable. On the other hand, for measurement* applica¬ 
tions—such as in an amplifier used with an oscillograph— the allowable 
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amount of harmonic generation may be smaller than one per cent. It 
has been conventional 14 to describe the maximum power output with 
10 per cent total harmonic generation as the “maximum undistorted 
power output.” Since the term is a misnomer, it is not used hereafter. 
The considerations of this article, however, deal with the maximum 
power output obtainable with a prescribed percentage harmonic 
generation. The power referred to is the power from the fundamental 
frequency components only, and the amount of waveform distortion 
is assumed to be small. 

When distortion is considered, a value of power output of interest is 
the maximum power output that can be obtained with a prescribed 
percentage of harmonic generation from a given tube operating with a 
resistance load at a prescribed quiescent plate voltage. This value of 
power output is especially relevant when the load is coupled to the 
tube through a transformer, as is discussed in Art. 17. With the fore¬ 
going quantities fixed, the grid-signal voltage, load resistance, and 
grid-bias voltage become dependent quantities. The determination of 
the maximum power output and the accompanying values of grid- 
signal voltage, grid-bias voltage, load resistance, and quiescent plate 
current under the stated conditions can be made accurately only by a 
cut-and-try process—either graphically, using the tube characteristics, 
or electrically, using the tube itself and instruments for measurement 
of the power output and harmonic generation. If the determination is 
made graphically, the methods of Art. 13 may be employed. Usually 
when the tube is a triode, the results are a load resistance equal to 
about twice the plate resistance of the tube, and values of grid-bias 
and grid-signal voltages that depend on the amount of harmonic 
generation permitted and are chosen so that the instantaneous total 
grid voltage e c reaches zero once during each cycle. 

That the results as stated above should be true may be demon¬ 
strated by the following approximate analysis. If the harmonic 
generation is to be small, the operating region on the plate character¬ 
istics must have a lower boundary i bmim in Fig. 31* which is above the 
excessively curved lower portion of the curves. If the amplifier is to 
be operated as a Class A x amplifier, the upper boundary of the oper¬ 
ating region must be the curve for zero grid voltage e c . For maximum 
power output under the stated conditions, the load line terminates on 
these two boundaries; that is, P x lies on line xy, and P 2 lies on line yz. 
At the same time, if the quiescent plate voltage E b is specified, and the 
distortion is to be small, the mid point of the operating line must lie at 
the abscissa E b \ thus P t Q must equal P 2 Q. These conditions, together 

14 Standards on Radio Receivers: Methods of Testing Frequency-Modulated Broadcast 
Receivers (New York: The Institute of Radio Engineers, 1947), 2, 10-11. 
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with the value of the load resistance, determine the slope and position 
the load line on the diagram. 

For a particular value of load resistance R L , the conditions are as 
t, wn in Fie. 31- Since the object of the analysis is to obtain an ex- 
® ° ;on for the value of R L that makes a maximum, a straight¬ 
forward attack would be to obtain an expression for P ae in terms of 
° differentiate it with respect to R L . set the derivative equal to zero, 



Fig. 31 • Limiting Class A x operating conditions in a triode for small 
harmonic generation and maximum power output with a prescribed 

quiescent plate voltage. 

and solve for the desired value of R L . Such a method, however, leads to 
rather complicated expressions when the constraints mentioned in the 
previous paragraph are involved. A simpler method, which is followed 
below, depends on recognition of the fact that when the plate charac¬ 
teristics in the region above i bmln are straight, parallel, and equally 
spaced lines for equal increments of grid voltage, the three quantities 
R l , E vy and I v are related not only by the condition 

Rl = E p II 9 [ 169 ] 

but also by another equation that results from the constraints stated 
above and is developed as a first step in the analysis that follows. 
Hence any one of the variables can equally well be chosen as the inde¬ 
pendent variable in the differentiation, since the other two are deter¬ 
mined by any one. That is, the derivative of P ae with respect to E v or 
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I v is zero for the same value of power as is the derivative of P ae with 
respect to R L . 

The second relationship among the variables R L , E p> and I v is ob¬ 
tained through expressing the current 7 0 , which is the plate current 
corresponding to the prescribed quiescent plate voltage and zero grid- 
signal voltage, as the sum of its components. Thus, from Fig. 31, 


; 0 = n„,. + 2V2/„ + 


V2E, 


[170] 


where the last term is obtained through multiplying the length of the 
base of the right triangle P x xv by the slope of the line xy. The stated 
conditions under which the maximum power is to be found, then, 
require that as R L is varied, E p and I p change in such a way that 
Eqs. 169 and 170 are simultaneously satisfied. 

In accordance with the foregoing explanation, the maximum power 
occurs for 


dP« _ d(E,I,) 
dl p dl. 


B - + '■ K - »• 


[171] 


Thus, from Eqs. 169 and 171, 




[172] 


The expression dEJdI p remains to be evaluated. This derivative is not 
equal to R L as it would be if R L were fixed; rather it is determined by 
the constraints. It can therefore be found from Eq. 170. Since / 0 and 
i bmin do not vary with R L , taking the differential of both sides of that 
equation gives the expression 

0 = 0 + 2V2 dl, + ^ dE ,, [173] 

hence 

^ = -2% ■ [174] 


Combination of Eqs. 172 and 174 gives 

R l = 2r p , K175] 

which, for the conditions of linearity of the plate characteristics above 
i bm(n , is the load resistance for maximum alternating-current power 
output from a particular tube with the quiescent plate voltage and 
allowable harmonic generation prescribed. 

As is demonstrated in Art. 15, and shown by Fig. 30, the power out¬ 
put obtained with RJr p equal to 2 is only 89 per cent of the power 
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output obtained with RJr, equal to 1 for a 

when the limits of operation are set by gnd current, harmomc 
IraUon and a prescribed E b , a larger grid-signal voltage can be used 
K Tjr, equals 2 than when RJr, equals 1, and the max,mum 

*°Z «.h. 9 — 

plate voltage is prescribed. If the plate-supply voltage E bb or the plate 



Fiff. 32. Maximum power-output conditions with idealized 
characteristics for Class A x operation and a prescribed quiescent 

plate voltage. 


dissipation P p is prescribed, 15 and the quiescent plate voltage is 
allowed to become a variable, the value of R L equal to 2r p is no longer 
optimum. A load resistance several times larger than 2r p may be de¬ 
sirable, and the ratio of R L to r p depends upon the characteristics ot 
the tube and the operating conditions specified. 

A rough estimate of the theoretical plate efficiency for a triode oper- 
. ating under conditions of maximum power output as a Class A, ampli¬ 
fier with a prescribed quiescent plate voltage may be made if the p ate 
characteristics are idealized as shown in Fig. 32. In Fig. 32a, the plate 
characteristics are represented as parallel straight lines, the load 
resistance R L equals 2r p , and t 6 _ is assumed equal to zero. 

From the geometry of the diagram, 

V2E, = EJ2, [176] 

and 

V2I, = I b . [177] 

Since the load is a pure resistance, cos 0 in Eq. 154 is unity, and the 

14 W. B. Nottingham, “Optimum Conditions for Maximum Power in Class A Ampli¬ 
fiers,” I.R.E. Proc., 29 (1941). 620-623. 
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plate efficiency tj p is given by 


Vp 


E P I V cos 0 
EJ b = 
25 per cent. 


E b 

2 V 2 X 
E b 1 b 


A 

V 2 


[178] 

[179] 


Thus the theoretical plate efficiency of a triode operating under con¬ 
ditions for maximum power output with Class Aj operation and a pro¬ 
scribed quiescent plate voltage is 25 per cent. In practice, this figure is 
not attained with this type of amplifier because the curvature of the 
tube characteristics generally makes it undesirable to utilize the whole 
range of the load line, owing to distortion considerations. The Class A x 
triode amplifier is thus a very inefficient means of converting direct- 
current power into alternating-current power. Other types of ampli¬ 
fiers, Class B and Class C, make possible the realization of plate 
efficiencies up to 60 and 80 per cent, respectively, and are used when 
their limitations described in Ch. X are allowable in the particular 
application. 

For maximum power output from a pentode operating in Class 
with a prescribed quiescent plate voltage, conditions in the plate cir¬ 
cuit of a tube with idealized characteristics and a resistance load are as 
is shown in Fig. 32b. The plate characteristics are horizontal lines 
extending to the current axis. Since the operation is linear for any 
current between zero and the value for e e equal to zero, the peak-to- 
peak current variation can be as large as this maximum current, and 
the pcak-to-peak plate voltage can be as large as twice the quiescent 
value without excessive distortion, grid current, or cut-off. The maxi¬ 
mum power output occurs when these optimum conditions are realized 
simultaneously. Thus the load resistance should be selected so that the 
load line intersects the current axis at P, and the voltage axis at P 2 , 
where the plate voltage is twice the prescribed quiescent value. The 
required quiescent grid voltage is then the value for the middle curve 
of the family, for which e ( equals half the cut-off value. For the 
optimum load resistance, V2E p equals E b , and V2I 9 equals I bt as is 
shown in the diagram, so that the plate efficiency rj p as given by Eq. 
156 is 50 per cent, an improvement by a factor of two over the theo¬ 
retical maximum for a triode. 


17. Output transformer for impedance matching 

Advantages of adjustment of the load resistance to suit the tube are 
described in the preceding articles. In practice, however, an arbitrary 
choice of the load resistance to realize these advantages is usually not 
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t oaihle because, for example, the load may be a device already avail- 
Kin or one whose design involves inherent limitations of resistance. 
W ’ e i n power amplifiers, output transformers are generally used 
between the tube and the load. The characteristics of such trans¬ 
formers are described in Magnetic Circuits and Transformers. From the 
mnsiderations of Art. 16, it is apparent that a value of load resistance 
equal to the plate resistance is not desirable when maximum power 




(c) 


Fig. 33. Linear Class A, triode operation with an ideal output transformer. 

with a prescribed amount of harmonic generation is wanted, and that 
a transformer ratio to cause the actual load resistance to have an 
apparent value in the plate circuit of about twice the plate resistance 
of the tube is needed when the tube is a triode and the quiescent plate 
voltage is specified. 

The circuit diagram for an amplifier with an output transformer ot 
turns ratio a and a resistance load is shown in Fig. 33a. As a first 
approximation, the transformer may be assumed to be ideal for alter¬ 
nating components—that is, it transforms all alternating voltages and 
currents by constant ratios a or 1/a regardless of frequency. It does 
not transmit steady or direct components. When the transformer is 
ideal, the path of operation on the plate characteristics is as shown in 
Fig. 33b. Because the ideal transformer has no losses, the windings 
have no resistance, and the quiescent operating point Q has an abscissa 
E b that equals E bb . The path of the operating point on Fig. 33b is along 





458 


CLASS A SINGLE-STAGE AMPLIFIERS 


[Ch. VIII 


a load line having a slope — 1 l(a 2 R L ), since the apparent impedance as 
viewed from the tube into the transformer is a 2 R L . Thus the resist¬ 
ances used for the determination of the direct-current and alternating- 
current conditions on the plate characteristics are different. 

If the path of operation remains in the linear region of the plate 
characteristics, the equivalent circuit for alternating components is 
that shown in Fig. 33c, which may be further simplified to that of 
Fig. 33d because of the impedance transformation property of the 
transformer. For maximum power output with a prescribed amount 
of harmonic generation and a prescribed quiescent plate voltage, the 
considerations of Art. 16 show that the turns ratio of the transformer 
should be 

a = VfrjF L . [180] 

The output transformer serves a threefold purpose; namely, (a) it 
makes possible the realization of the conditions for maximum power 
output with almost any tube and load, since its turns ratio can be 
selected; (b) it eliminates /* 2 /? L , the direct-current component of 
power in the load, because I b is confined to the low-resistance primary 
winding of the transformer and does not exist in R L \ and (c) it serves 
as an electrical isolator between the tube and the load circuit, since 
with it the potential of any one point in the load circuit may be given 
any desired value without regard to potentials of points in the tube 
circuit. 

18. Shift of dynamic load line with average plate 

CURRENT 

A somewhat better approximation to actual transformer operation 
than that described in Art. 17 is obtained if the transformer is con¬ 
sidered to have appreciable primary winding resistance R prit but is 
otherwise ideal in the sense described there. Direct or average com¬ 
ponents of the primary current then encounter a resistance R^ at 
the primary terminals, but alternating components encounter 
R^. _|_ a 2 R l —that is, the primary winding resistance plus the effect of 
the load resistance reflected into the primary circuit. Operating 
conditions are then as illustrated in Fig. 34. 

The operating point for zero grid-signal voltage is point Q at the 
intersection of the plate characteristic corresponding to the grid-bias 
voltage and a load line that passes through E bb on the e b axis and has 
a slope corresponding to R^. This load line may be called the d-c load 
line , for it is the locus of operating points for steady values of the in¬ 
cremental grid-signal voltage—or for varying components that change 
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cn slowlv that a practical transformer does not transmit them. Thus, 
if the incremental grid-signal voltage consists merely of a s y 
increment or contains an average component, the operating pom c - 
responding to the average component lies at some point * 
d-c P load line, and the average total plate current changes from 7 „ Q 
tn r at A, as shown on the diagram. 

If the incremental grid-signal voltage has alternating ’ 

but no average component, and is so small that essentially linear 
operation occurs, the incremental plate current likew.se has zero 

-Dynamic load line; 

/ Slope— l/(J^+a*/? t ) *, 



Fig. 34. Shift of dynamic load line with average plate current. 


average value, and the average values of e, and i b remain constant at 
E. and respectively. The operating point corresponding to e, and 
; then follows a path through Q with a slope corresponding to 
R 4 - a 2 R L , which may be called the a-c load line , and is indicated 
by the shorter of the downward sloping lines through Q in Fig. 34. 

When both average and alternating components are present in the 
incremental grid-signal voltage, and the operation is linear, their effects 
are linearly superposed on the quiescent condition in the plate circuit. 
Hence, the path of operation for the total plate current and plate 
voltage passes through a point such as A on the d-c load line, which 
corresponds to the sum of the quiescent and average-incremental com¬ 
ponents, and the path is a straight line having the slope corresponding 
to R pri + a 2 R L . This path is called the dynamic load line. The oper- 
ating P point on it that corresponds to zero instantaneous grid-signal 
voltage during a cycle lies at its intersection with the plate character¬ 
istic for the grid-bias voltage, as at T in Fig. 34. 

When nonlinear distortion occurs, an average component of the 
incremental plate current is generally produced, as is explained in 
Art. 13, even though the grid-signal voltage does not contain an 
average component. Despite the nonlinearity in the tube, the principle 
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of linear superposition may then be used to explain the path of opera¬ 
tion, because the path is constrained to satisfy the current-voltage 
relations in the circuit external to the tube, and because that circuit is 
linear. Hence, the average component of incremental plate current 
produced by distortion may be considered to cause a shift of the 
dynamic operating path to a position through a point A on the d-c 
load line, just as it does when the grid-signal voltage contains an 
average component and the tube behavior is linear. When nonlinearity 
causes the average component of incremental plate current, however, 
its magnitude depends upon the position of the dynamic load line, and 
vice versa. Furthermore, the relation between them involves non¬ 
linearity. Hence, a method of successive approximations is necessary 
for a determination of either. The dynamic load line shifts in position 
with the amplitude of the grid-signal voltage. Neglect of the shift is 
frequently justified in engineering work because consideration of it 
introduces considerable complexity of computation, though actually 
the shift often has only a small effect on the circuit operation for 
varying components. 

Shift of the dynamic load line occurs only in vacuum-tube circuits 
in which the direct and alternating components of the plate current 
encounter different resistances at the terminals of the circuit external 
to the tube. Furthermore it occurs in such circuits only if the average 
component of the plate current with the signal applied, I bv differs 
from the current without the signal, I b . A common example of such a 
circuit is one in which direct current is excluded from the load by a large 
coupling capacitor, as in the resistance-capacitance-coupled amplifier 
of Art. 5, Ch. IX. 

19. Push-pull connection; Class A! 

One method of obtaining greater power output than that obtainable 
from a single tube is the use of two tubes connected in parallel. A 
method of connecting two tubes that is often preferable to the parallel 
connection when increased power output is desired is shown in Fig. 
35. The tubes are connected so that the plate current in one tube de¬ 
creases when that in the other tube increases. This type of connection 
is commonly called the push-pull connection. The push-pull connection 
has numerous advantages over the parallel connection, one of the 
most important being the elimination of even-harmonic generation. 
As a result, the maximum power output with a prescribed amount of 
harmonic generation is greater than that from two tubes in parallel, 
and the push-pull circuit is extensively used not only for Class A 
operation but also for Class B and Class C operation. 
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Tt is assumed in the following analysis of the push-pull amplifier that: 
TTirst the operation is restricted to the negative-grid region of the tube 
wacteristics and consequently the grid current is considered to be 
ligible- second, the transformers are ideal; third, the load is a pure 
11 ’stance' and, fourth, the tubes have identical characteristics. 
Primed symbols are used to distinguish the quantities in one tube from 
those in the other, but the arbitrary assignments of direction and 
polarity are made symmetrically with respect to the common-cathode 



Fig. 35. Push-pull connection of two triodcs. 


point on the diagram. The effects of nonlinearity on the alternating- 
current operation are neglected at first; later they are taken into 
account. 

19a. Determination of Quiescent Operating Point. The determination 
of the quiescent operating point Q on the plate characteristics is made 
in the same manner as for a single tube in Art. 17, Fig. 33b. Thus when 



e, = 0, 

[181] 


e, = = 0, 

[182] 

and 


II 

V 

II 

u 

*> 

[183] 

Also 


e, = e/ = 0 

[184] 

and 


e b = ef = E b = E bb . 

[185] 


The quiescent plate currents I b and If are therefore equal in the two 
tubes and correspond to the point on the plate characteristics at the 
voltage co-ordinates given by Eqs. 183 and 185. The total quiescent 
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plate current through the plate-power supply or battery is thus twice 
the current for one tube, and, as far as the quiescent operating 
conditions are concerned, the tubes operate in parallel. 

The winding directions in the output transformer with its center- 
tapped primary winding are shown in Fig. 36. The dots used to indicate 
polarity mean that a rate of change of flux in the core that makes one 
of the dot-marked coil ends instantaneously positive with respect to 
the corresponding unmarked end also makes the other two dot- 
marked coil ends instantaneously positive with respect to their 

respective unmarked ends. For the 
zero-grid-signal condition 

i b = i b '=I b , [186] 

» 0 the magnetomotive force in the 

upper winding of N l turns tends to 
send flux in a counterclockwise 
Fig. 36. Winding directions in the direction in the core, and that in the 
output transformer. lower winding of N x turns tends to 

send flux in the clockwise direction. 



The net magnetization of the core resulting from the quiescent com¬ 
ponents of the plate currents is therefore zero. This cancellation of 
magnetization is one of the principal advantages of the push-pull con¬ 
nection over the single-tube or parallel connection. For a given power 
output and amount of harmonic generation caused by nonlinearity in 
the transformer, the transformer in a push-pull amplifier may be 
lighter in weight and less expensive than the one in a parallel-tube 
amplifier, because it is not necessary to provide a large core with an air 
gap to prevent the magnetic saturation and resulting waveform dis¬ 
tortion caused by the average component of plate current. The effect 
of a direct current superposed on the alternating current in an iron- 
cored coil is discussed in Magnetic Circuits and Transformers. 

19b. Operation in a Linear Region. For a small grid-signal voltage 
when the path of the operating point is restricted to the linear region of 
the tube characteristics , the operation for varying components of current 
and voltage may be obtained through use of the equivalent circuit for 
the tube. The total plate current and voltage are then obtainable 
through superposition of the quiescent and varying components. The 
equivalent circuit for varying components is that shown in Fig. 37. 

If the input transformer is wound in a manner similar to the output 
transformer of Fig. 36, with equal numbers of turns on the two halves 
of the center-tapped secondary winding, 


9 • 


e/ = -e 


[187] 
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Because of the linearity and symmetry of the circuit, it 

Thus the total current through the plate-power supply or 

H + H = /» + ». + ** * 

— 91 == constant 1 



cathode-bias resistor is used (see Arts. 3 and 7) no by-P^japadtor » 
required to prevent fluctuations in plate current from affecting the grid 

voltage during strictly linear operation. rf> 

The ideal output transformer and load introduces pp 
sistance equal to 4(NJN t )'R L between points p and p 

lent circuit of Fig. 37 because of .the impedance-t an o ma, 

property of the transformer. The equivalent circuit includ ng this 
apparent resistance is thus that of Fig. 38a. where the center con- 
nection shown dotted is unnecessary, because no varying component 
of current exists in it. From this circuit, the apparent load resistance 
for each tube is seen to be 2(NJN i )*R L , or half the plate-to-plate 
resistance R pp . where 


i? = 4 (NJN 2 ) 2 R l 


k.r i on 


If one tube were removed from its socket in the circuit of Fig-35, the 
second tube would then have an apparent load resistance 2 ) K L . 
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Re-insertion of the first tube would therefore double the effective load 
resistance of the second tube. This reaction of one circuit on the other 
would not occur if the output transformer were eliminated and a 
center-tapped load resistor were used. Thus it may be concluded that 



the effect is associated with 
the autotransformer action or 
coupling between the two plate 
circuits by the output trans¬ 
former. 

This analysis indicates that 
for small grid-signal voltages 
the load line, or the path of 
operation, of one tube on the 
plate characteristics in the 
linear region passes through the 
quiescent operating point, as 
shown in Fig. 33, but has a 
slope 



(c) 

However, since the analysis 
here is restricted to operation in 
the linear region of the tube 
characteristics, it must not be 
inferred that the maximum 
power output as well as the cor- 
Fig. 38. Incremental equivalent circuits respondingoptimumloadresist- 
for the linear Class A x push-pull amplifier, ance and harmonic generation 

can be obtained from this load 



line by the methods of Arts. 13 and 16. The reaction of the second tube 
through the transformer affects the path of operation in the first, and 
it is shown subsequently that over an extended region the path of 
operation is not a straight line on the plate characteristics of either 
tube, even though R L is a pure resistance and the output transformer 
is ideal. 


The circuit of Fig. 38a reduces to that of Fig. 38b. This diagram 
indicates that as far as varying components are concerned the two 
tubes are in series but, as was previously stated, they are in parallel as 
far as quiescent components are concerned. 
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However, the foregoing .snot mtepoZ con- 

circuit of Fig. 38c is equivaient to Figs. 38a and at the 

siderations only; it is not equivalent for Further- 

two plate terminals of the transformer P h appare nt re- 

more, Fig. 38c is the equivalent c^u.t mc udmg PP ^ ^ 

sistance offered by the transformer and d operat ing 

equivalent circuit for two tubes connected in parallel a £ ^ 
into one-half the transformer primary wmdmg^Thus J com . 
thaf the DU sh-pull connection is equivalent, as lar as y & 

useful, but they are applicable only to operation 

nf the tube’s characteristic curves. p.ninrt 

19c Operation over a Range Extending beyond the Line 9 • 

When thepath of operation extends beyond the linear reg.onofthe 
plate characteristics, harmonics are generated in the p a e cu 
are not present in the grid-signal voltage. For example, if the grid 
signal voltage is sinusoidal and expressible as 

e, = V 2 E, cos lot, t 192 l 

the plate current under conditions of no harmonic generation is 

i b = I b + V 2 /, cos cut; l 193 l 

but with harmonic generation it is expressible as the Fourier series, 

it = lt + / p0 + y/l (/„ cos <ot + I, 3 cos 2cot + 1, 3 cos 3cot + • ■*). t 194 ] 

as is demonstrated in Art. 13. Because of the symmetry in the push- 
pull circuit, the plate current in the second tube is similar to Eq. 194, 
but with cot replaced by cot -f 180°. Thus 

</ = /> + /*+ V2[I rl cos (cot + 180°) +/* cos ( 2 cot + 360°) 

+ 1, 3 cos (3co! + 540°) + • ' '] l 195 J 


= I b + + y/ 2 [ _/„coscot + I pt cos 2<of - 1, 3 cos 3coi + ■ ■ •]•[»»«] 

One feature assumed in an ideal transformer is that the exciting cur¬ 
rent is negligible, which is equivalent to the statement that the magneto¬ 
motive force required to magnetize the core is zero. Consequently, the 
sum of the magnetomotive forces caused by currents in the windings is 
zero in a given direction around the core; and in a two-winding ideal 
transformer the current ratio is the inverse of the turns ratio. In the 
ideal push-pull output transformer, the sum of the magnetomotive 
forces in a given direction around the core caused by currents in the 
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three windings is zero, just as in the two-winding transformer. Thus, 
for the transformer in Fig. 36, 

V v i - u'Ni - ii^i = 0, [107] 

or 

i, = ^ (*. - *.')• [198] 

A rigorous analysis of the push-pull amplifier requires a consideration 18 
of the finite magnetizing impedance and also of the leakage reactances 
among the three windings of the output transformer, but their effects 
are neglected here. 

Substitution of Eqs. 194 and 196 in Eq. 198 gives the current in the 
load as 

», = 2 ^ V2[I pl cos oil + /„ j cos 3<o t + •■ ■). [199] 

Thus the effect of the symmetrical arrangement is to cause a cancella¬ 
tion of the average components, the second harmonics, and all other 
even harmonics generated within the tube. However, if the grid-signal 
voltage is nonsinusoidal , all frequencies present in it, including even 
harmonics, are amplified as usual. The absence from the output signal 
of components resulting from even-harmonic generation is one of the 
advantages of the push-pull connection over the parallel connection 
of tubes. 

The current through the plate-power supply or battery is the sum of 
the currents through the two tubes. From Eqs. 194 and 196, this is 

Current through plate-power 
supply = i b + i b ' 

= 2 / b + 2/ p0 + V2(2/ p2 cos 2 oA + 2/ p4 cos 4(ot + • • •). [200] 

The average value of this plate-power supply current as indicated 
by a direct-current ammeter increases by the amount 2/ p0 when the 
grid-signal voltage is increased from zero to E g . A change in the 
ammeter indication when the grid-signal voltage is applied therefore 
indicates waveform distortion caused by the generation of harmonics. 
Whereas only the odd harmonic-generation components exist in the 
output current and voltage, the current through the plate-power 
supply contains only the even harmonic-generation components. 

Waveforms of the grid-signal voltages, plate currents, and output 
current, illustrating the operation when the path of the operating 

i« A. P-T. Sah, “Quasi Transients in Class B Audio-Frequency Push-Pull Amplifiers," 
I.R.E. Proc., 24 (1936), 1522-1541. 
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• a extends into the nonlinear region of the tube characteristics are 
shown in Fig. 39. The grid-signal voltages e„ and e are sinu ®°* , 

§SS3S5S32£s 

output current i 2 hence is 
flattened near both its crests, 
and, since the diagram shows 
that 

i 2 (cot) = + ")• t 201 l 

i contains only odd har¬ 
monics, 17 as was deduced ana¬ 
lytically in Eq. 199. 

A graphical analysis for 
the path of operation on the 
plate characteristics over an 
extended range is not readily 
made for an individual tube, 
because of the coupling 
between the plate circuits of 
the two tubes through the 
output transformer. How¬ 
ever, as is shown subse¬ 
quently, the operation of the 
circuit can be represented 

graphically by construction w £ en the operation extends into the non- 
of the plate characteristics linear region of the tube characteristics. 

fora, composite tube, the com- . 

posite tube being defined as one that, operating into one-half the output 
transformer primary winding with the other half open-circuited gives 
the same current and power in the load as the two tubes in push-pulb 
The path of operation on these composite characteristics is a straight 
line and the methods of finding the power output and harmonic 
generation given in Art. 13 are applicable. It is assumed again in this 
analysis that the output transformer is ideal, thus having no resistance, 
leakage reactance, exciting current, or losses, and that the load is a 
pure resistance. The circuit diagram is again that of Fig. 35, and 

Eq. 198 applies to the plate circuit. ... ., 

Equation 198 shows that the output current i 2 is the same as the 

it p. Franklin, Differential Equations Jor Electrical Engineers (New York: John Wiley 
& Sons, Inc., 1933), 65. 
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output current that would exist if an equivalent current 

= *b - »V [202] 

existed in one-half the transformer primary winding. Thus the opera¬ 
tion of the circuit in Fig. 35 is the same as that in Fig. 40, where the 


Composite tube 



Fig. 40. Composite tube and circuit equivalent to that of Fig. 35. 


composite tube has a plate current i d and the relationships among 
i d> e b> and e c are yet to be found. 

In functional notation, Eq. 202 becomes 

«6) = **(««. «b) “ **'(«/, e 6 # ), [203] 

where the two terms on the right-hand side of the equation represent 
the characteristics of the individual tubes. These can be combined in 
accordance with the circuit restrictions as follows: Since the input 
transformer is ideal, 


thus 


= E" + = E„ - e ,=e c - 2e, . 


[204] 

[205] 


Also, since the ideal output transformer acts as an autotransformer 
between the two plate circuits, it makes 

e p = -e,'. ►[206] 


With two separate load resistors substituted for the transformer and 
load, Eq. 206 would not be correct, and the entire analysis that follows 
is therefore true only when the transformer is used. Equation 188, which 
was obtained in the linear analysis, does not apply to the nonlinear 
operation of the tube. 

Since the resistance of the transformer is negligible, 


E b = E b ' = E bb] [207] 

thus 

e b - = E bi + e,' = E bb - e, [208] 

e„ = E bb + e„ , 


and 


[209] 
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whence ej = 2B t6 - e> . [210] 

S” S. pri"y L droppJ if U» ™»bl« *”> "' di ““ A “ d 

«.) - «*.+"J - «*--•- " * ,) ; 1 

S5£=“S=SSIt 


Plate characteristic 
of first individual 
tube for 

*'*(£*.«*) 


',-E, 



Composite characteristic for € p c 0; 

Quiescent operating point for composite tube 


- Plate characteristic of second 
/ individual tube for e,- 0; 

< mE cc+Q .,,(^2W 

fie «. Construction of a plate characteristic curve for the 
composite tube with zero grid-signal voltage. 

where the curves for zero grid-signal voltage e. are drawn. In accord¬ 
ance with Eq. 211. the plate-current characteristic curve 
composite tube is obtained through rotating the plate char “ te "J ,c 
for an individual tube through 180 degrees about the origin then dis¬ 
placing the curve along the axis of abscissas by an amount -*».,*> 
That the point corresponding to the old origin falls at the point 2E 
on the plate-voltage scale, and, finally, adding algebraically the ordi¬ 
nates of the two curves. Thus the length of the ordinate xy equals *z 
minus 55 in Fig. 41. Several features of the composite characteristics 
are at once apparent; namely, (a) the quiescent plate current in the 
composite tube is zero; (b) the composite plate characteristic is much 
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straighter than either of the individual tube characteristics, although 
it may have more curvature than that shown in Fig. 41; (c) the plate 
resistance of the composite tube, de b /di dt is one-half the plate resistance 
of either of the individual tubes at the quiescent operating point; and 
(d) the plate resistance for the composite tube is essentially constant 
over the range shown, though the plate resistances of the individual 
tubes vary considerably. 

I he construction of the plate characteristics of the composite tube 
corresponding to three particular values of grid-signal voltage e g is 
shown in Fig. 42. One particular value of the grid-signal voltage is 



Fig. 42. Construction of the plate characteristics of the composite 
tube for three specific values of grid-signal voltage. 


zero, another is positive, and the third is equal in magnitude to the 
positive one but is negative. The curves for zero grid-signal voltage lie 
between the others in the figure and are similar to those in Fig. 41. To 
obtain the composite characteristic curve for the particular positive 
value of grid-signal voltage, the curve for an equal negative grid-signal 
voltage, denoted by i b (E ee — e 9 , e b ) on the diagram, is rotated and dis¬ 
placed as previously explained, whereupon it becomes the curve 
denoted by —i b (E ec — e 0 , 2E bb — e b ). The ordinates of this latter curve 
are then added algebraically to those of the curve for the particular 
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utic for zero gnd-s.gna 1 voyage, 1 he g incremen ts of grid 

slope are the composite characteristics io 

•*>* only the —Aid. 

voltage £ ce , chosen i g ' ,, AR n( i rjass g push-pull operation, 

that of Fig. 40, where the characteristics of the composite tube are 
riven bv Fig 44. The quiescent operating point is on the abscissa axis 
£"where i, equals ...o, and a 1-d li» having a elope 

_ 1 - gives the path of operation on the characteristics, as is 

.JX’fce.lid 11- ofnegative .lop. ta Fig.- 43 and «Jhe wave- 
form distortion that occurs because of harmonic generation in 
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tubes may be obtained from this load line by the methods of Art. 13, 
1 A* replaced and negative values of i d are recognized. Because 
of the symmetry of the composite characteristics mentioned previously, 



Fig. 43. Composite characteristics for two triodes in a push-pull 
circuit at specific values of grid-bias voltage and quiescent plate 

voltage. 


no steady or even-harmonic components appear in i d or in the load 
current. 

Although the plate currents in the individual tubes may decrease to 
zero and remain there for an appreciable fraction of a half-cycle, such 
behavior is not apparent on the composite plate characteristics, since 
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”• of ope™.™ 

be found readily by a process that is the reverse “ in 7 " 43 , a 

° f the paih of operation 



and a particular composite characteristic intersects at B and1C the 
two individual tube characteristics from which the compos.te char^ 
teristic is constructed, thereby disclosmg the individual tube plate 
currents for a particular value of grid-signal voltage. B * 
the paths of operation for the individual tubes shown by the dotted 
curves with negative slopes are constructed. They are curved, even 
though the load is purely resistive and the output 

For the particular conditions illustrated in Fig. 43, the individual 
tube plate currents do not fall to zero when the range of operation is 
limited by the two curves corresponding to zero grid voltage at the 
two tubes; thus the operation is Class A,. However if the grid-bias 
voltage is chosen somewhat larger, the individual tube currents may 
be zero for an appreciable fraction of the cycle, and operation changes 
to Class AB,, which is discussed in more detail in Ch. X. *»g ur e 
shows a limiting example for Class operation, since the individual 
plate currents in it just reach zero when the grid voltage ol the 
opposite tube reaches zero. 
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The considerations that govern the maximum power output with a 
prescribed amount of harmonic generation from a push-pull amplifier 
are quite different from those for a single-tube amplifier given in Art. 
16. Since the even harmonics generated in the tubes are canceled in the 

100 r- 

‘i- , . . 

E.i • 250 volts 


E- - 55 volts 


-50 


55 -E. 


Ohr 




/ 


/'' / / // f ll/{/VL / f /If 30 Path of 

/ '/ r // l' IHHf ll\l / / ' • I ' operation 

110 -too / j 7 if composito 1 


-10 ¥<-• 


e k in volts 


for 

tube 


-1020 ohms, 

or R pp * 4080 ohms 


+70 


Fig. 45. Composite characteristics for the two triodes of Fig. 43 in 
a push-pull circuit for the limiting condition of Class A 1 operation.* 


output transformer, the total generation of harmonics in the amplifier 
is smaller in the push-pull amplifier than in the single-tube amplifier 
when the tubes have the same operating voltages and deliver the same 
power output individually. Consequently it follows that, for the same 
total harmonic generation in the amplifier, the maximum power out¬ 
put from each tube is larger in the push-pull amplifier than in the 


* This diagram is adapted from B. J. Thompson, “Graphical Determination of 
Performance of Push-pull Audio Amplifiers,” I.R.E. Proc21 (1933), Fig. 8, p. 595, 
with permission. 
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, tube amplifier. The increase may be as much as oO per cent. 

of operation may be extended farther into the lower reg on of the 
tlbe characteristics in a push-pull amplifier than is mdicated mF g. 

11 Art 16 for a single-tube amplifier when a prescribed 
harmonic generation is not to be exceeded. Accordingly, or e 1 
amount of harmonic generation, a larger magnitude of gnd^b.as 
voltage and a larger grid-signal voltage amplitude may e u 
push-pull amplifier than in the single-tube amplifier, and the po 
output from each tube is therefore larger. 

The change of voltages described in the preceding paragraph one 
factor that contributes to the increased value of maximum power 
output from the push-pullamplifier. Another factor is the change that 
may be made in the effective load resistance for each tube. Since t 
composite characteristics are symmetrical about the curve fo 
grid-signal voltage, and are practically stra.ght and parallel for Class 
A, operation, the amount of harmonic generation is essentially inde 
pendent of the plate-to-plate load resistance for a particular value 

grid-signal-voltage amplitude. Consequently, the considerations of 
Art 16 and the result that the effective load resistance for a tube must 
be approximately equal to twice the plate resistance of the tube tor 
maximum power output with a prescribed amount of harm n 
generation and a prescribed quiescent plate voltage do not a PP*y 
the composite tube. Instead, the considerations of Art. lo apply, an 
the slope of the path of operation on the composite characteristics for 
maximum power output or maximum power sensitivity is equal to the 
negative of the slope of the composite characteristics. The slope of the 
path of operation on the composite characteristics corresponds to 
(NJN 9 ) 2 Rr, whieh is one-fourth the plate-to-plate load resistance given 
bv 4 (NJNrfR,. Thus the plate-to-plate load resistance should equal 
four times the plate resistance of the composite tube. The plate resist ance 
of the composite tube is. however, approximately one-half the plate 
resistance of the individual tubes at the quiescent operating point J he 
optimum plate-to-plate load resistance for the push-pull amplifier there¬ 
fore is twice the plate resistance of the individual tubes, and the optimum 
value of the load resistance effective in the plate circuit of each tube 
hence is equal to the plate resistance of the tube. In accordance with 
Eq. 168, this condition results in an increase of power output from each 
tube, or of power sensitivity, over the value obtained when an effec¬ 
tive load resistance equal to twice the plate resistance of the tube is used. 
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The discussion in this article applies to Class A x operation of triodes 
used with an output transformer for delivering power to a resistance 
oad. lhe use of the push-pull connection as a balanced voltage 
amplifier without an output transformer is discussed in Ch. IX and 
Class AB, Class B, and Class C operation is discussed in Ch. X. 


20. Symbols for vacuum-tube circuit analysis 

In t he preceding articles of this chapter a number of special symbols 
are introduced and defined. A large number of symbols are needed in 
analysis of vacuum-tube circuits, because the operation is complicated 
by the superposition of direct quantities and alternating quantities 
having several harmonic components. Confusion is likely to result if a 
consistent set of symbols is not defined and adhered to through all the 
analysis. The methods of circuit analysis given in Electric Circuits and 
elsewhere are directly applicable to vacuum-tube circuits and may be 
used with arbitrarily assigned positive reference directions of currents 
and voltages. The consistent set of definitions adopted in this volume 
is merely one of the innumerable possible sets. It is adopted because 
it is in substantial agreement with the latest standards 18 available; 
thus it is the set most likely to be encountered by the reader in other 
publications in the future. To eliminate one additional source of con¬ 
fusion, the definitions here are extended to include the assigned 
positive reference direction of the quantities. If symbols defined for 
the directions opposite to those chosen here are needed, other symbols 
can be used. 

Table I gives the definitions and symbols of the current and voltage 
components that are fundamental to the operation of triode cir¬ 
cuits. In Table I, the first four rows contain symbols pertaining to the 
total quantities, and the middle four rows, symbols that pertain to the 
varying components and are useful in circuit analysis when harmonic 
generation is neglected. The last four rows contain symbols useful in 
representing nonsinusoidal varying components as a Fourier series. 
Complex quantities are indicated by boldface italic type. 

Tubes with more than one grid require additional symbols that are 
supplied in accordance with the principles outlined in Art. 8, Ch. IV. 
It should be noted that one possible source of confusion lies in the fact 
that some of the symbols in the last three rows of Table I are also used 
with a different meaning for multigrid tubes. However, this dupli¬ 
cation does not lead to difficulty in any of the problems treated in 
this book. 


18 Standards on Abbreviations, Graphical Symbols, Letter Symbols, and Mathematical 
Signs, 1948 (New York: The Institute of Radio Engineers, 1948), 2-3. 
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PROBLEMS 

^ 0de o haV T g th , e Plate Char ^tcri8tics of Fig. 7, Ch. IV, is used in the 
r! .nn F l 3 T h a P late - 8u PPly voltage E bb of 400 volts, and a load resistance 

art the v«l ° r grid bias voltages E ee of -2. -3. and -4 volts, what 

are tne values of the quiescent plate current I b and quiescent plate voltage E b 1 

rG , Iay having a re9i 8tanco of 1.000 ohms is to be operated by the plate 
o a vacuum triode. If the available direct grid-signal voltage is 6 volte 

and the relay closes at 30 ma and opons at 20 ma, 
which of the triodes whoso plato characteristics 
appear in some one manufacturer's literature 
should be satisfactory? For each triode selected, 
specify the plate-supply and grid-bias voltages 
that must be used. 



100,000 

ohms 


^ 400 v 


Fig. 46. Triode circuit for 
Prob. 3. 


3. A triode has the plato characteristics given 
in Fig. 7, Ch. IV, except that the grid-voltage 
scale is to be multiplied by ten—that is, tho 
increment in grid voltage between adjacent 
curves is 10 volts instead of 1 volt. The tube is 
, .. . . , conn ected as shown in Fig. 46 with a 400-volt 

battery as a plate-power supply and a plate-load resistance of 100.000 ohms. 

(a) First, the resistor R„ is so adjusted that there is a voltage of 50 volts 
between the grid and the cathode. Find tho quiescent plato current the 
quiescent plate voltage and tho required value of R k . 

<b) Second, the cathode resistor R k is changed to 25.000 ohms. What are the 
new values of the quiescent plate current, plato voltage, and grid voltage? 

4. The plate current of a particular triode is closely represented by tho ex- 
pression J 


*b “ 17 x l0 ~ 5 ( e c + -g) amp, 

where t e and e b are in volts. 

(a) Determine the plate current i b corresponding to a grid voltage c of -16 

volts and a plate voltage e b of 200 volts. e 

(b) Find the dynamic plate resistance r p and the mutual conductance g of the 

tube at the operating point specified in (a). m 

(c) If the tube is used as a Class A, voltage amplifier with a load resistance of 
10 000 ohms and a grid-bias voltage E ee of -15 volts, what plate-supply 
voltage E bb is required to produce a quiescent plate current equal to that 
determined in (a)? 

(d) Determine the voltage amplification of the amplifier for the conditions in 

(c). 


6. A linear Class A, amplifier is designed with a vacuum triode having an ampli¬ 
fication factor n of 8 and a plate resistance r p of 10,000 ohms. The load in the 
plate circuit is a resistor of 20,000 ohms and a capacitor of 0.01732 ^f connected 
m parallel. A sinusoidal grid-signal voltage of 3 volts rms at 796 cps is applied. 

(a) What is the complex voltage amplification? 

(b) Sketch the vector diagram approximately to scale, making sure that it is 
consistent with your assigned positive reference directions of currents and 
voltages. 
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(c) 


What are the minimum allowable quiescent plate current I b and the 
minimum allowable magnitude of the negative grid-bias voltage L ce lor 
operation in Class Aj? 


fi A tnode is used as a linear Class A, amplifier. The load resistance is 15,000 
Qh *■*£ is 250 volU. /. is 9 ma, E„ is -8 volts, g m is 2,600 m.cromhos, „ » 20, 
and the frequency of the sinusoidal grid-signal voltage is 800 cps. 

(a) What is the voltage amplification? 

/hi What plate-supply voltage E bb is needed? 

( C ) What inductance in henries substituted for the load resistance used above 
will give the same magnitude of voltage amplification? 

(d) What new value of plate-supply voltage E bb is needed in (c) to produce the 
same quiescent plate current as exists with the resistance load? 


7. A triode is used in the circuit of Figs. 5a and 15 as a linear Class A, amplifier 
with a resistance load and a cathode-bias circuit. The resistance R k is adjusted so 
that when the plate-supply voltage E bb is 300 volts, the quiescent plate current is 
8 ma, and the quiescent grid-bias voltage is -8 volts. In the circuit, n is -0, r p 
is 10,000 ohms, C k is 10 /if, and R L is 20,000 ohms. 


(a) What must the value of R k be? 

(b) What is the quiescent value of the plate voltage? 

(c) Assuming that all tube and wiring capacitances are negligible, plot a curve 
of the voltage gain EJB $ as a function of frequency, including points for 
frequencies of 1, 10, 100, and 1,000 cps. 

(d) At what frequency is the reactance of C k one-third that of R k and 
(r + R l )/(m + 1) »n parallel? 

(e) What is the percentage discrepancy between the voltage ampliticat ion at 
the frequency found in (d) and the voltago amplification at 1,000 cps 
and higher, as indicated by the curve in (c)? 


8. A triode is to be used as a linear amplifier with a cathode-bias resistor as in 
Fig. 5. The quiescent plate voltage is to be 250 volts, the quiescent plate current 
6 ma, and the quiescent grid voltage —13.5 volts. 

(a) What values of R k and E bb should be used if the load is a 10-henry inductor 
having 1,000 ohms resistance? 

(b) With the circuit parameters arranged as in (a), n is 13.8, and r p is 9,500 
ohms for the tube. Find the voltage amplification of the amplifier with a 
direct input-signal voltage, and with sinusoidal input-signal voltages 
having frequencies of 20, 200, and 2,000 cps when C k is omitted. 

(c) How large must the capacitance C k be to make the voltage amplification for 
the sinusoidal input-signal voltages in (b) substantially the same as it 
would be with a constant grid-bias voltage? 


9. A Type 6AU6 pentode is used as a Class A amplifier in the circuit of Fig. 47, 
with a plate-supply voltage E bb of 300 volts and a load resistance R L of 50,000 
ohms. The cathode-bias resistor R k produces a grid-bias voltage of — 1.5 volts and 
the quiescent screen-grid current through the screen-grid resistor R s reduces the 
screen-grid voltage so that its quiescent value is 100 volts. Find: 

(a) The quiescent plate current and plate voltage. 

(b) The quiescent screen-grid current on the assumption that the ratio of the 
screen-grid current to the plate current is independent of the negative 
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grid-bias voltage for any plate voltage well above that at the knee of the 
curves. 

(c) The required value of R 

(d) The required value of R k . 

(e) The values of C k and C t required to make the voltage amplification sub¬ 
stantially independent of frequency for frequencies above 100 cps. 

(f) The voltage amplification for frequencies above 100 cps when the values 
from (e) are used. 



Fig. 47. Pentode amplifier connections for Prob. 9. 

10. A high-mu triode is used as a Class A x amplifier at a frequency of 15.000 cps. 
for the conditions of operation, /i is 100. r p is 05.000 ohms. C is 2 /i/*f, C is 
2.2 /i/4f. and C pk is 0.8 /i/if. On the assumption that the effective interolectrode 
capacitances are increased by the wiring to three times those values, what aro the 
effective input shunt conductance, shunt capacitance, and shunt admittance, 

(a) for a resistance load of 500,000 ohms? 

(b) for a pure inductance load of 500,000 ohms reactance? 

11. A triode operated as a Class A x amplifier with a load resistance of 250,000 
ohms has the coefficients and interelectrode capacitances stated in Prob. 10. 
Taking the interelectrode capacitances into account but neglecting other stray 
capacitances, determine for grid-signal-voltage frequencies of 100 cps and 10,000 
cps: 

(a) the voltage amplification of the stage, 

(b) the ratio of the output and input voltages when a 1-megohm resistor is 
inserted in scries with the source of input voltage so that the actual grid- 
signal voltage e„ is smaller than the input voltage by the amount of the 
voltage drop in the resistor. 

12. A triode is used with a pure resistance load as a Class Aj amplifier. 

(a) Show that when interelectrode capacitances are taken into account as in 
Fig. 17, the incremental instantaneous grid voltage e g and grid current i 
are related just as they are in the passive network with constant resistances 
and capacitances shown in Fig. 48. This network is thus shown to be an 
exact equivalent input circuit that does not involve the assumptions used 
in deriving Fig. 18. 

(b) What special relation among the circuit parameters is required in order that 
the dotted connection can be made without altering the relation between 
i Q and e g l 
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( C ) With the condition in (b) satisfied, what additional condition is required in 
order that the equivalent input circuit reduce to that in Fig. 18a? 



Fig. 48. Equivalent input circuit for a triode with a resistance load, 

for Prob. 12. 


13. One unit of a Typo 6SN7-GT twin triode is connected as a cathode-follower 
amplifier, as in Fig. 22, with a cathode-load resistance of 25,000 ohms and a 
plate-supply voltage of 300 volts. 

(a) Using the manufacturer’s plate characteristics, plot the output voltage as a 
function of the input voltage over the full range of Class A x operation. 

(b) What positive input-signal voltage just causes the grid-to-cathode voltage 
to reach zero? 

(c) What negative input-signal voltago just causes cut-off of the plate current? 

(d) Determine from the curvo from (a) the voltage amplification for small 
input-signal voltages and compare with the value computed from the 
incremental equivalent circuit. 

(e) Using the manufacturer’s values for the intcrelectrode capacitances, find 
the effective input capacitance of the circuit. 



Fig. 49. Cathode follower driving a grounded-grid amplifier, for Prob. 14. 

14. A twin triode connected as a cathode follower driving a grounded-grid 
amplifier is shown in Fig. 49. The electrode voltages indicated on the figure are 
the incremental values measured from ground. Assuming that the two triode 
units have identical values of /< and r p . and using the incremental equivalent 
circuits of Figs. 24 and 26, determine in terms of /i, r p , R L , and R k : 
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(a) The voltage amplification of the cathode follower, e n /e a , 

(b) The voltage amplification of the grounded-grid amplifier, e 0 /e n , 

(c) The over-all voltage amplification. eje t . 

16. A Class Aj amplifier stage comprises a Type 6J5 triodo operating with a 
load resistance R L of 100,000 ohms, a plate-supply voltago E bb of 300 volts, and a 
grid-bias voltago E ee of —8 volts. For a sinusoidal grid-signal voltage: 

(a) What is the maximum possible peak value of the fundamental component 
of the output voltago for Class A l conditions? 

(b) What is the percentage second-harmonic generation under the conditions 
of (a)? 

(c) By what percentage does the indication of a d-c ammeter in tho plate 
circuit change when the grid-signal voltage corresponding to (a) is applied? 

16. In tho diagrams o^ Figs. 6 and 7, E bb is 400 volts. E ee is -5 volts, R L is 
100,000 ohms, E g \h5/V2 volts, and w is 377 radians per sec. The triode employed 
in this Class Aj amplifier has the plate characteristics given in Fig. 7, Ch. IV. 

(a) Determine tho quiescent plate current and plate voltage for tho operating 
point corresponding to the conditions specified. 

(b) Determine the rms value of the fundamental output voltago dovolopod 
across the load resistor. 

(c) Determine the rms value of tho second-harmonic voltago developed across 
the load, on the assumption that no higher harmonics aro generated. 

(d) Calculate tho complex voltago amplification of tho amplifier for tho 
fundamental component. 

(o) What is the indication of a d-c ammotor in the plate circuit when the grid- 
signal voltage is applied? 

(f) What is the total rms value of the plate current when tho grid-signal 
voltage is applied? 

17. A triode is used in the circuit of Figs. 6 and 7 as a linear Class A, amplifier. 
In the circuit, E bb is 350 volts, E cc is —30 volts, E g is 20/ V2 volts at an angular 
frequency <o of 377 radians per sec. and R L is 2,500 ohms. At the quiescent 
operating point fixed by these conditions, I b is 62 ma, n is 4.2, and r_ is 800 ohms. 
Find: 

(a) tho magnitude of the voltage amplification, 

(b) the rms value of the alternating component of the voltage developed 
across R^, 

(c) the power delivered by the plate-power supply, 

(d) the plate dissipation of the tube under the quiescent operating conditions, 

(e) the a-c power output of the amplifier, 

(f) the plate dissipation of the tube with the grid-signal voltage applied, 

(g) the plate efficiency »/ p . 

18. Consider a vacuum triode to be used as a Class A t amplifier. 

(a) What features must the family of plate characteristics have in order that 
the amplification factor and the mutual conductance shall be constant over 
the operating region on the curves? 

(b) When the grid-signal voltage is small, what relation must exist between the 
load line and these characteristics for maximum power transfer from the 
tube to the load, that is, for maximum power sensitivity? 
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(b) 

(c) 


<d) 

(e) 


,9 A small sinusoidal alternating voltage is to be amplified by means.of a 
mil’ fiB4 G or 2A3 triode and a transformer to drive a galvanometer-type oscillo- 
Wl went The triode operates with a quiescent plate voltage of 250 volts and 
grap ^ bia8 voltage of -45 volts. For these operating conditions, the amplification 
^"ITand the plate resistance r, is 800 ohms. The oscillograph element 
wTre^tarfce of l.a ohms and requires a’current of 0.005 amp per mm deflection 
by direct current. The transformer may be assumed ideal. 

(a) What is the maximum sensitivity in millimeters per volt that may be 

obtained by this method? . . . . 

What turns ratio should the transformer have to secure this J 

What maximum amplitude of current in the element can be obtained if the 
turns ratio of (b) is used and the operation is restricted to Class A x ? Is the 

corresponding deflection practicable in the usual oscillograph? 

What is the per cent second-harmonic generation with the sinusoida 
input voltage that gives the maximum amplitude determined in (c). 

What are the plate dissipation, plate efficiency, and a-c power outpu cor¬ 
responding to the maximum amplitude determined in (c)? 

20. A Type 6B4-G or 2A3 triode is used as a Class A x amplifier with an ideal 
output transformer to supply a resistance load of 10 ohms. The plate-supp y 
voltage is 250 volts. 

(a) If the grid-bias voltage is -45 volts, what transformer turns ratio should 
be used to supply maximum power to the load for small grid-signal 

voltages? . . 

(b) Under these conditions, what is the maximum sinusoidal grid-signal voltage 
that can be used without producing more than 5 per cent second-harmonio 

generation? . 

(c) What are the a-c power output, plate dissipation, and plate efficiency cor¬ 
responding to the grid-signal voltage injb)? 

The transformer turns ratio is now made V 2 times that in (a), the plate-supply 
voltage remains the same, and a maximum of 5 per cent harmonic generation is 
prescribed. 

(d) What grid-bias and grid-signal voltages should be used to obtain the 

maximum power output under these conditions if the operation is to remain 
in Class A x ? . 

(e) What are the a-c power output, plate dissipation, and plate efficiency for 
the conditions of (d)? 

(f) Construct to scale the output-voltage waveform for the conditions of (d). 


21. Two triodes are used in a direct-coupled push-pull Class A x amplifier stage as 
shown in Fig. 50. Assume that the amplification factor n of the tubes is 3.5, that 
the plate resistance r p is 1,700 ohms, and that these values are constant over the 
operating range. The quiescent plate current of each tube is 34 ma. When a 
sinusoidal voltage of 10 volts rms is applied at e v find the following: 

(a) the rms value of the voltage e 2 , 

(b) the average value of the voltage e 2 , 

(c) the alternating component of the plate current in each tube, 

(d) the alternating component of the current through the plate-power supply, 

(e) the total a-c power output to the plate-load resistors under the foregoing 
conditions, 
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(f) the power rating in watts that the resistors must have for the output 
conditions of (e). 

22. Two identical triodes are to be used in a Class A, push-pull amplifier having 
an output transformer. The amplification factor /i of each tube is 35, and the plate 



resistance r p of each is 22,000 ohms. The output transformer may be considered 
to be ideal. The circuit is to supply power to a pure resistance load of 8 ohms. 

(a) If the power output is to be a maximum with small harmonic generation and 
a prescribed plate-supply voltage, approximately what should be the ratio 
of tho total primary turns to secondary turns in the output transformer? 

(b) If the grid-signal voltage is small, what is the proper transformer turns 
ratio? 

23. Two identical triodes are used in a Class A, push-pull amplifier circuit with 
a transformer-coupled load. The transformer may be considered to be ideal 
except that its winding resistances must be considered. In the circuit, 

H = amplification factor of each tube, 
r p = plate resistance of each tube, 

2iVj = total number of transformer primary-winding turns, 

N 2 = total number of transformer secondary-winding turns, 

2 R l = total transformer primary-winding resistance, 

R 2 = total transformer secondary-winding resistance, 

R l = load resistance connected to transformer secondary. 

The transformer may be represented as an ideal transformer having resistance 
i?l in series with each primary winding and resistance R 2 in series with the 
secondary winding. 

For small grid-signal voltages, what value should R L have, in terms of the 
other given constants, in order that it shall absorb maximum power? 

24. Two triodes are connected as a push-pull amplifier in the circuit of Fig. 36. 
For each tube, E >b is 250 volts, E ec is —35 volts, I b is 22 ma, n is 6.6, and r is 
2,380 ohms. 

(a) What turns ratio A r t /^ 2 should the ideal output transformer have to 
deliver maximum power output to a 1,000-ohm load resistor for a sinu¬ 
soidal grid-signal voltage E g of 1 volt rms? 
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.% What is the maximum effective value of a sinusoidal grid-signal voltage E g 
that may be used without exceeding the limits of Class A 1 operation? 
Assume that the behavior of the tube remains linear over the full range of 
operation. 

What is the power output to the load under the conditions ot (b)7 
What is the effective value of the voltage across the full primary winding 

of the transformer? 

What is the effective value of the alternating component of the plate 
current of an individual tube? 

What is the effective value of the alternating component of the current 
through the plate-power supply? 


(o) 

(d) 

(e) 
(0 


26 Two Type 6L6 beam power tubes operate as a Class A x amplifier with a 
’ribed maximum of 10 per cent total harmonic generation. The plate-supply 
and screen-grid-supply voltages are 250 volts, and the grid -bias voltage is obtained 
from a constant-voltage supply. The load is a pure resistance, and is coupled to 
the tubes by an output transformer that may be considered to be ideal. Compare 
the maximum power outputs, available from the tubes and the corresponding 
values of percentage total harmonic generation when they are arranged in 


(a) a parallel connection, 

(b) a push-pull connection. 


26. The plate resistance corresponding to the slope of the composite character¬ 
istics representing a pair of triodes operating in a push-pull Class A x amplifier 
circuit is 800 ohms. 

(a) If the load is to be an 8-ohm loud-speaker voice coil, determine the turns 
ratio of the output transformer necessary to provide optimum power 
transfer to the load. The voice coil may be considered to be a constant pure 
resistance. 

(b) On the assumption that departures of this transformer from the ideal do 
not affect the validity of Eq. 206 and the succeeding material based upon 
this equation in the text, specify values of minimum primary self-inductance 
and maximum total leakage inductance referred to the primary side that 
will provide an impedance match correct to within 10 per cent over a 
frequency range of 50 to 5,000 cps. Neglect winding resistances and all 
capacitance effects (see Magnetic Circuits and Transformers, Ch. XVIII, 
which discusses response characteristics of output transformers). 


27. Assume that instead of the assigned positive reference directions of the 
symbols for vacuum-tube circuits summarized in Art. 20, new directions are 
assigned as follows: 

e b is the voltage drop from the cathode to the plate, 
i b is the current from the plate into the external circuit, 
e e is the voltage drop from the grid to the cathode. 

Furthermore, assume that the definitions of fi, r p , and g m are changed so that they 
become: 

di b de b _ de b 

9 ”~ de : r ’-X, 

(a) Draw the schematic circuit of the vacuum tube and show the assigned 
positive reference directions of e b , t b , and c e that correspond to the fore¬ 
going definitions. 
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(b) Letting the subscripts p and g denote varying components of the quantities 
when they replace 6 and c, respectively, and using the same assigned posi¬ 
tive reference directions for e p , t p , and e g as for e b , i b , and e c , respectively, 
draw the voltage-source equivalent circuit for varying components and 
linear operation, and show on it the assigned positive reference directions of 
all quantities including pe g . 

(c) Using the same symbols and assigned positive reference directions as in(b), 
draw the current-source equivalent circuit and show on it the assigned 
positive reference directions of all quantities including g m e g . 



CHAPTER IX 


Cascade Amplifiers; Class Ai 

The amplifier circuits described in the previous chapter have as 
their ultimate theoretical limit of voltage gam a value equal to the 
amplification factor of the single tube, but the practical limit is con¬ 
siderably below this value. Since the voltage gain needed in engineer 
ing problems is often more than can be obtained with a single tube, 
recourse is frequently had to a cascade amplifier in which the first tube 
supplies the grid-signal voltage for the second, and so on. A coupling 
network is used to connect the plate circuit of each tube with the grid 
circuit of the succeeding tube. The choice of the type of coupling net¬ 
work depends on the frequency or range of frequencies that the 
amplifier must transmit, for the coupling network is the primary 
factor in determining this characteristic of the amplifier. The com¬ 
bination of a tube and its associated coupling networks is called a 
stage of amplification. Push-pull and parallel combinations of tubes 
are considered as single stages of amplification. 

Since negligible power is required to supply the grid-signal voltage 
for a Class A x amplifier tube, all the stages except the last in a cascade 
Class A x amplifier are designed as voltage amplifiers—that is, designed 
to give the largest practicable amplification or output voltage with 
due regard to distortion but without regard to efficiency. The last or 
output stage, however, may have any one of three functions: (a) to 
supply power with appreciable voltage and current, (b) to supply 
voltage with negligible current (a very high-impedance load), or (c) to 
supply current with negligible voltage (a very low-impedance load). 
For example, power is of primary interest if the amplifier drives a loud 
speaker, voltage with negligible current is needed if it drives the 
deflecting plates of a cathode-ray oscilloscope tube, and current with 
negligible or small voltage is desired if it actuates an indicating device 
such as the galvanometer-type oscillograph element or a low-impedance 
cable and the use of an output transformer is not practical. 

The particular application, then, governs the choice of coupling 
circuits throughout the amplifier. Accordingly this chapter deals with 
the types of coupling networks and the over-all amplifier characteristics 
that result from their use. 


1. Frequency-range classification of amplifiers 

Amplifiers find increasing application in measurement apparatus, 
control equipment, regulatory devices, and the like, but their principal 
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use is in telegraph, telephone, radio, and television communication 
systems and radar systems; and the customary classification of them 
as to frequency range is based on their service in these last applica¬ 
tions. In order to establish criteria for the fitness of an amplifier for a 
particular application, an understanding of the nature of the grid- 
signal voltage to be amplified and of the receiving mechanism is 
necessary. For example, the signal may be Morse code, voice, music, 
impulses from a television iconoscope, or a voltage to be measured; 
and the receiving mechanism may be a telegraph sounder, the human 
ear, a kinescope, or an indicating instrument. The following is an 
outline of several important aspects of the problems involved in a 
communications system. 

The electrical counterpart of telegraphed intelligence consists of a 
voltage or current signal that alternates irregularly and abruptly 
between zero and a fixed value. Any single pulse can be expressed as a 
Fourier integral,* but, if the signal is idealized as a periodic series of 
flat-topped half-cycles, it may be resolved into a Fourier series and the 
spectrum of the signal may be considered directly. To transmit the 
signal without change of waveform, the amplifier and all other parts of 
the system must be able to amplify all voltages whose frequencies lie 
between the upper and lower limits of the spectrum of the signal; in 
other words, the amplifier must transmit a certain band of frequencies. 
Furthermore, it must preserve the phase relations among the different 
frequency components and reproduce them correctly in the output. 
The lower limit of the frequencies required for telegraph signals is 
zero, since there is a direct-current component in their waveform. The 
upper limit of the frequencies required seldom exceeds 100 cycles per 
second, and is given in Table I as 80 cycles per second along with the 
frequency limits of various other signals. 

The electrical counterpart of speech, music, and other sound is 
generally vastly more complicated than that of the telegraph signal 
because the waveforms of these are more irregular. Again, the signal is 
essentially transient in nature; thus it is readily susceptible to frequency 
analysis by the Fourier integral method, and its components cover the 
complete frequency spectrum. However, it is ordinarily considered to 
have a range of about 16 to 20,000 cycles per second, which are the 
effective limits of audibility for a steady-state sinusoidal signal. An 
amplifier that transmits a band of frequencies within this range is 
called an audio-frequency amplifier. With some exceptions, current 
practice is to transmit a narrower range of frequencies in sound 
communication, as is indicated in Table I. Economic considerations 


See The Mathematics of Circuit Analysis. 
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thB reason for this practice, and inferior reproduction of the 
are the reason * the result . The limits on the frequency 

hand" 1 tr ansmi tted are often set by the cost of the transmission lines 
rather than by the cost of the amplifiers. The resulting waveform 
distortion is permissible only because of the insensitivity, tolerance, or 
adaptability^of the human ear, for the ear is not only comparatively 


TABLE I 

FREQUENCY RANGES OF VARIOUS COMMUNICATION SERVICES* 

Audio and Video Services 


Type of service 


Slow-speed telegraph 
High-speed telegraph 
Wire telephony (speech) 

Wire telephony (music) 

Sound motion pictures 
Limits of audibility 
Television (525 lines, 30 pictures 
per second) 

Radar 


Lower frequency 
limit 


0 

0 

250 c 
30 c 
40 c 
16 c 

30 c 
500 c 


Upper frequency 
limit 


15c 
80 c 
2,750 c 
15,000 c 
10,000 c 

20,000 c 


4.5 Me 
8 Me 


Carrier Services 


Type of service 

Lower frequency 
limit 

Upper frequency 
limit 

Carrier telegraphy 

425 c 

res 

Carrier telephony 

4,000 c 


Radio, very-low-frequency 

3 kc 


Radio, low-frequency 

30 kc 

300 kc 

Radio, medium-frequency 

300 kc 

3 Me 

Radio, high-frequency 

3 Me 

30 Me 

Radio, very-high-frequency 

30 Me 

300 Me 

Radio, ultra-high-frequency 

300 Me 

3,000 Me 

Radio, super-high-frequency 

3,000 Me 

30,000 Me 

Radio, extremely-high-frequency 

30,000 Me 

300,000 Me 

Radio, microwave 

600 Me 

— 

Television 

54 Me 

890 Me 

Radar 

100 Me 

30,000 Me 


c = cycles per sec; kc = kilocycles per sec; Me = megacycles per sec. 


• Parts of this table are adapted from D. G. Fink, Engineering Electronics (New York: 
McGraw-Hill Book Company, Inc., 1938), 272, with permission. 
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insensitive to moderate changes in the relative amplitudes of the 
harmonic components that make lip an audible signal, but is almost 
completely insensitive to changes in their relative phase relations over 
a considerable range. 

The signals from a television camera comprise an effective frequency 
range much greater than that in an audible signal. The frequency 
range in television corresponds to the amount of picture detail con¬ 
tained in the signal. United States practice is to divide the picture 
into approximately 525 strips, transmit signals in turn from each of 
them, and complete the transmission of one picture during an interval 
of one-thirtieth of a second. A new picture is transmitted during each 
succeeding interval of one-thirtieth second, and the appearance of the 
image is therefore similar to the ordinary “movie.” If the maximum 
picture detail to be transmitted is considered to be that in a square 
picture in which the detail is equal along both dimensions and the 
light and dark patches form a “checkerboard” pattern, there are 
525 times 525, or 275,625, light and dark patches to be transmitted 
in one-thirtieth second, and 275,625 times 30, or 8,268,750, light and 
dark patches per second. Each pair of light and dark patches makes 
up one cycle of the signal waveform. Thus the fundamental frequency 
in the waveform is approximately 4 megacycles per second. As a 
result, the frequency range required in the amplifiers used for television 
is very great—an upper frequency limit of several million cycles per 
second, with a lower limit about equal to that for an audio-frequency 
amplifier, is necessary. The term video is applied to the signals that 
carry the visible intelligence in a television transmission system, and 
an amplifier with an effective frequency range of about 30 to a few 
million cycles per second is called a video-frequency or broad-band 
amplifier. 

Although power at audible frequencies is propagated through space, 
to utilize this propagation for communication is not practicable, 
because of the enormous size of the antennas required and the 
excessive power losses that occur. However, the transmission of 
intelligence by wave propagation through space is practicable at 
frequencies of the order of 100,000 cycles per second and higher, since 
the antennas then required are of reasonable size and the power 
losses encountered are small enough to be counteracted by amplifiers. 
For radio communication, it is therefore customary to use one of 
several modulation processes to translate the information contained 
in an audio-frequency signal into a band of frequencies of about the 
same range but of much higher mean frequency (see Ch. XII). After 
radiation by one antenna and reception by another, the information 
is then retranslated to its original frequency range by another 
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modulation process, often called detection or demodulation, and is 
thereby 1 'made° available for conversion to acoustic power and 

-SrnVwTdThnccVed^Tthe information after the process of 
modulation is only a small fraction of the ^ 

resulting modulated radio-frequency wave. Amplifiers transmit 
the modulated wave need therefore transmit a frequency band whose 
width is only a small fraction of the mean frequency—that is they 
need have only a "narrow” transmission-band width—and in order to 
exclude similar signals having near-by mean frequencies at the 
receiver, they should have only a narrow bandwidth. Such performance 
may be obtained by the use of electrically tuned elements in the 
amplifier coupling networks; the amplifiers are called radio-frequency 
or tuned amplifiers. 


2. Methods of representation of amplifier character¬ 
istics 

The way in which the ratio of the alternating components of the 
output and input voltages for steady-state operation depends upon the 
frequency is of primary importance as an indication of the performance 
of amplifiers. This ratio is defined in Art. 6, Ch. VIII, as the complex 
voltage gain A. Expressing it in polar form is convenient, for the 
amplifier characteristics may then be described by two curves, one 
giving the magnitude and the other giving the phase angle of the 
complex voltage gain—both as functions of frequency. The function 
that describes the variation of the magnitude of the voltage gain with 
frequency is often referred to as the frequency characteristic or frequency 
response of the amplifier, and the function that describes the variation 
of the phase angle between the input and output voltages with 
frequency is referred to as the phase characteristic. Curves of these 
functions are in common engineering use as a means of representing 
amplifier characteristics. 

Although the ear senses absolute values as well as relative values of 
sound intensity or acoustic power, it compares or discriminates 
among these intensities more nearly by their ratios than by their 
absolute differences. The same is true for pitches, or frequencies. For 
example, an ear that can just detect a 1 per cent change in frequency 
at 100 cycles per second can, to a first approximation, also just detect 
a 1 per cent change in frequency at 10,000 cycles per second, although 
the absolute changes are 1 and 100 cycles per second, respectively. 
Since, on a logarithmic scale, equal ratios of the variable appear as 
equal increments of the logarithm everywhere on the scale, logarithmic 



492 


CASCADE AMPLIFIERS ; CLASS A 1 [Ch. IX 

scales are commonly used for both the voltage gain and the frequency 
in plotting the frequency characteristic, as shown in Fig. 1. The ideal 
frequency characteristic has, first, a constant voltage gain throughout 
the range or band of frequencies to be amplified—a “flat” frequency 
characteristic; and, second, a voltage gain that decreases rapidly 



toward zero outside the desired band. The first property assures a 
minimum of frequency distortion—variation of voltage gain with 
frequency; the second helps to minimize noise and interference through 
removing unwanted frequency components of voltage. 

The decibel , abbreviated db, and used as a unit along the voltage- 
gain axis in Fig. 1, is fundamentally a measure of a power ratio and is 
defined as a unit such that 

[ Number of decibels by whichl 

P 2 exceeds P x J = 10 log —, ►[!] 

where P 2 and P x are two amounts of power. 

When two voltages E x and E 2 are applied successively to the same 
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Art. 2] 

, . or t0 equal load impedances, the amounts of power 

developed ^re'proporUonal to the scares of * and thus^ 

[Number of decibels by which f _ 10 ] O g(|- 2 ) 2 = 201og— 2 , ►[*] 
E t exceeds E, l V£ > / 

where E and E, are the voltages across equal load impedances. 
Fundamentally, the ratio of two voltages cannot be expressed by a 
number of decibels given by Eq. 2 except when they are the voltages 
across equal load impedances, because the decibel denotes a power 

ra if°the output load of the amplifier is a pure resistance and thus 
remains fixed as the frequency is varied, the power output is pro¬ 
portional to the square of the output voltage; thus 

[3] 


h - (ZlY 

PJ - w ■ 


where the primed and unprimed quantities are at two different 
frequencies. If, furthermore, the input voltage at the two frequencies 
is the same, that is, 


E x = Ei, 

then, from Eqs. 3 and 4, 

P 2 ( EJE l \* _ l A ) 2 
p; " \EilEiJ \A‘J ’ 

where A denotes voltage gain. From this expression, 

[Number of decibels by which! A 

A exceeds .4' J=20log-. 


[4] 


[5] 


►[6] 


Therefore, on the assumption that the load is a pure resistance, the 
relative voltage gain in Fig. 1 may be expressed in decibels as given by 
the middle scale of ordinates. The scale refers all values of voltage 
gain to that at one frequency, the choice of which is arbitrary—in Fig. 
1 it is chosen as the value at 1,000 cycles per second. When the voltage 
gain is larger than the reference value, the number of decibels is 
positive, and the voltage gain is said to be a certain number of decibels 
“above,” or “up from,” the reference value; when the voltage gain is 
smaller than the reference value, the number of decibels is negative, 
and the voltage gain is said to be a certain number of decibels “below,” 
or “down from,” the reference value. 

The voltage gain of an amplifier is often a large number, and, when 
several stages of amplification are connected in cascade, the over-all 
voltage gain, which is the product of the voltage gains of the individual 
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stages, becomes very large. For convenience, it has become common to 
express the voltage gain of an amplifier in decibels where the input and 
output voltages of the amplifier are used as E x and E 2> respectively, in 
Eq. 2. In this way the gain is expressed as a relatively small number, 
even though the gain is large, and the over-all voltage gain of a number 
of amplifiers in cascade becomes the sum of their voltage gains 
expressed in decibels. Such use is contrary to the fundamental 
definition of the decibel, however, because the power gain in an 
amplifier is not the square of the voltage gain but is often very much 
larger, since the input power to an amplifier is often negligible as a 
result of the very high input impedance. Conversely, the power gain 
in decibels of an ideal transformer is zero on the basis of Eq. 1, but the 
voltage gain may be very large if Eq. 2 is applied with E 2 and E x equal 
to the primary and secondary voltages, respectively. When Eq. 2 is 
used to express the ratio of input and output voltages in terms of the 
word decibel without regard to the impedance levels, the fact should 
be indicated by a careful statement, such as decibels voltage gain, to 
distinguish it from the defined use of the word. The names on the 
three vertical scales in Fig. 1 illustrate the distinction that should be 
made. 

3. Noise in amplifiers 

As more and more stages of amplification are added to an amplifier 
it becomes sensitive to smaller and smaller signal voltages. But 
increasing the total amplification beyond a certain amount is of no 
avail, because noise is always present in an amplifier. Noise is a term 
used broadly to describe any extraneous electrical disturbance that 
causes an output from the amplifier when no signal voltage is im¬ 
pressed at the input. Regardless of where it originates in the amplifier, 
the noise is conveniently expressed as an equivalent noise voltage at 
the input that would cause the actual noise output—that is, the 
actual noise output voltage divided by the over-all voltage amplifica¬ 
tion of the amplifier. The noise voltage is amplified along with the 
signal, and tends to mask or cover up the amplified signal in the 
output. Input signal voltages smaller than the equivalent input noise 
voltage cannot be amplified to advantage, no matter how many 
amplifier stages are included. For a full understanding of this limita¬ 
tion, a knowledge of the characteristics of noise is needed. Since a 
complete treatment of the subject would be very extensive, 1 only a 
few of its elementary aspects are given here. 

1 G. E. Valley, Jr., and Henry Wallman, Editors, Vacuum Tube Amplifiers, Massa¬ 
chusetts Institute of Technology Radiation Laboratory Series, Vol. 18 (New York: 
McGraw-Hill Book Company, Inc., 1948), Chs. 12, 13, 14. 
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b N :irr^ 

voHagesmduc y often be reduced throug h separatum of 

from current through poor contacts either at termmals or- between ithe 
particles within such circuit elements as carbon res.stors may be 
reduced through mechanical design and selection of the components. 
But when all these causes are reduced to negligible size by design, 
noise voltages are still present because of random fluctuation phe¬ 
nomena inherent in the circuit elements and the tubes. These voltages 
are caused by randomness in the motion of the discrete electrons that 

conduct the current. . . f 

A random fluctuation voltage exists between the termmals of every 
open-circuited resistance because the free electrons are in continuous 
motion as a result of their thermal energy. 2 On the average, the 
number of electrons flowing toward one end of the resistance equals 
the number flowing toward the other, and the average speeds of the 
two groups are equal. Hence the average net current is zero and a 
direct-current voltmeter connected across the resistance indicates 
zero voltage. At any particular instant, however, the current in one 
direction may exceed that in the other because the electron motions 
are random in time and in space. Consequently, an instantaneous 
voltage develops between the terminals. This thermal noise voltage has 
a root-mean-square (rms) value given by 


E n = VikT R BW , 


[7] 


where 


R is the resistance, in ohms, 

T is the temperature, in degrees Kelvin, 

k is Boltzmann’s constant, 1.38 x 10" 23 watt-second per degree 
Kelvin, 

BW is the effective frequency bandwidth of the system through 
which the voltage is measured, in cycles per second, and 
E n is the rms thermal noise voltage, in volts. 

The order of magnitude of the thermal noise voltage is ordinarily a 

* W. Schottky, “Uber spontane Stromschwankungen in verschiedonen Elektrizitats- 
leitem,” Ann. d. Phys., 57 (1918), 541-567; J. B. Johnson, “Thermal Agitation of 
Electricity in Conductors,” Phy3. Rev., 32 (1928), 97-109. 
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small fraction of a volt. For example, if the resistance is 1,000 ohms 
at room temperature, 300 degrees Kelvin, and the bandwidth is 1 
megacycle per second, the rms noise voltage is 4 microvolts. When a 
resistance is connected in a circuit, the thermal noise voltage given by 
Eq. 7 may be considered to act in series with the otherwise noise-free 
resistance R. 

It should be understood that this fluctuation noise has no amplitude 
or frequency in the ordinary sense. It is made up of an infinite number 
of components differing in frequency by infinitesimal amounts and 
having infinitesimal amplitudes and random phases. Nevertheless, 
because of its statistical nature, it has an instantaneous value, and 
over a period of time the amplitude of the highest peaks is about four 
times the root-mean-square voltage. 3 

When appreciable inductance or capacitance or both are associated 
with the resistance, the quantity R effective in Eq. 7 is the resistive 
component of the impedance between a pair of terminals, and is a 
function of frequency, R(f). Often the transmission or voltage ampli¬ 
fication of the system through which the noise voltage is measured or 
is effective is also a function of frequency, A(f). In these circumstances, 
the total rms thermal noise voltage at the output caused by the 
resistance at the input is 

E, = J*kT^ R( f ) A\J) df . [8] 

Noise voltages originate in vacuum tubes because of several internal 
fluctuation phenomena. 4 Shot noise, partition noise, and induced grid 
noise are among the more important of these. Shot noise results from 
the fact that the time rate of emission of electrons from the cathode 
fluctuates in a random manner about a mean value. When the plate 
current is limited by the cathode temperature, the root-mean-square 
fluctuation in the current is 

/„ = V2Q e I b BW , [9] 

where 

/ b is the average value of the current, in amperes, 

Q f is the charge on an electron, 1.6 x 10~ 19 coulombs, 

BW is the effective frequency bandwidth of the system through 
which the current fluctuation is measured, in cycles per 
second, and 

/„ is the rms shot-noise current, in amperes. 

• V. D. Landon, "The Distribution of Amplitude with Time in Fluctuation Noise,” 
I.R.E. Proc., 29 (1941), 50-55. 

4 B. J. Thompson, D. O. North, and W. A. Harris, "Fluctuations in Space-Charge- 
Limited Currents at Moderately High Frequencies," RCA Rev., 4 (1940), 269-285, 
441-472; 5 (1941), 106-124, 244-260, 371-388, 605-524; 6 (1941), 114-124. 
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as in an 


When the plate current is limited by space charge however, 
ordinary^Negative-grid vacuum tube, the fluctuations are smoothed 
by the retarding effect of the space charge, and are greatly red«cecL 
^Vacuum diodes operating with the current limited by the cathode 
temperature so that Eq. 9 applies are frequently used as calibrated 
noise generators. The noise produced by the shot effect in such a t 
is called white noise because the mean-square-current fluctuation per 
unit bandwidth, which is directly proportional to the noise power in 
that bandwidth delivered by the shot effect to a series-connected 
resistance load, is independent of the central frequency in the ban 
just as the power per unit bandwidth in white light is uniform throug 
the frequency spectrum. . ... f 

Partition noise is the result of random fluctuations in the division oi 
the cathode current among two or more positive electrodes. In the 
usual pentode, for example, the cathode current divides between the 
screen grid and the plate, and random fluctuations in the plate current 
and screen current occur. Partition noise does not occur in a triode. 

Induced grid noise is the result of fluctuations in the grid voltage 
caused by irregularities in the space charge of electrons passing the 
grid on their way to the plate. 6 The fluctuating space charge induces 
currents in the grid circuit that develop noise voltages across the 
input impedance. 

Although they are essentially independent of the temperature of 
the tube, the foregoing fluctuation noise voltages originating in 
vacuum tubes have the same type of randomness as thermal noise in 
resistors. Hence they are conveniently described in terms of an 
equivalent external grid resistance. It is the resistance required to 
increase the noise power output of the tube to twice the value obtained 
with the grid short-circuited to the cathode. This equivalent series 
resistance is found experimentally* to be 

2.5 


for a triode, and 


= — 
* 9m 


K = 


h 


+ 7 c2 


(— + , 

\9m 9m 2 ' 


[ 10 ] 


[ 11 ] 


for a pentode, where all quantities are expressed in mks or practical 
units. The total noise output for a vacuum tube may be computed as 
if it resulted from thermal noise alone in the sum of this equivalent 
resistance and the actual resistive component of the impedance 
connected at the input terminals. 

6 D. O. North and W. R. Ferris, “Fluctuations Induced in Vacuum-Tube Grids at 
High Frequencies,” I.R.E. Proc., 29 (1941), 49-50. 

* See reference 4. 
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All resistances and tubes in an amplifier develop fluctuation noise 
voltages. But the voltage across the actual grid input impedance and 
the equivalent grid resistance of the first tube is amplified more than 
that developed elsewhere in the circuit. Hence its effect usually 
predominates and makes other fluctuation noise voltages negligible by 
comparison. To minimize the effect of fluctuation noise and thereby 
to maximize the signal-to-noise ratio at the output, the amplifier 
should be designed to have a bandwidth no larger than is necessary to 
accommodate the signal. Any wider bandwidth merely increases the 
noise output. 

In addition to shot noise, partition noise, and induced grid noise, 
other types of noise are present in certain electron tubes. Gas noise 
occurs in gas tubes and in partially evacuated vacuum tubes in which 
the degree of vacuum is not adequate to make the effect of the gas 
ions negligible. Gas noise is caused by random fluctuations in the 
rate at which ions are produced in the gas. 

Secondary emission noise results from random fluctuations in the 
number of secondary electrons produced by each primary electron at 
a surface. These fluctuations are the chief source of noise in multiplier 
phototubes. 

Flicker noise , or the flicker effect, is a type of noise that results 
from fluctuations in the emission of electrons at the cathode of an 
electron tube. The mean-square voltage per unit bandwidth for this 
type of noise from an oxide-cathode tube is approximately directly 
proportional to the reciprocal of the frequency. In this respect flicker 
noise is similar to the noise that occurs in carbon-button telephone 
transmitters, carbon resistors, and the crystal diodes and point- 
contact transistors discussed in Ch. XIII when they carry current. 
Such noise differs from white noise because the power associated 
with it is concentrated at low frequencies instead of being spread 
uniformly throughout the frequency spectrum. 

A quantity called the noise-figure serves as an index of the relative 
“noisiness” of amplifiers and other transmission systems, particularly 
radio receivers. The noise figure is defined somewhat differently by 
various authorities, but it is basically a measure of the ratio of the 
total noise power output to that part of the total that results from 
thermal noise power supplied by the internal impedance of the source 
of input voltage. A full understanding of the significance of the noise 
figure requires a knowledge of the special conditions for which it is 
intended, and under which it must be measured. 6 A noise-free amplifier 

• H. T. Friis, "Noise Figures of Radio Receivers," I.R.E. Proc., 32 (1944), 419-422, 
729; H. Goldberg, "Some Notes on Noise Figures," I.R.E. Proc., 36 (1948), 1205-1214; 
see also reference 1. 
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would have a noise figure of unity. Discussion of the noise figure for a 
specific application is given in Art. 9, Ch. Alii. 

4. Direct-coupled amplifiers 

Amplifier stages may be coupled in cascade in such a manner that 
either the steady, or direct, or sustained, increments in the plate voltag 
of one stage are transmitted by the coupling network to become the 
grid voltage for the succeeding stage, or that only time-vary « 
increments are transmitted. The first method of coupling results m a 
direct-coupled, or direct-current, amplifier, and the second in an 
alternating-current amplifier. In a direct-coupled amplifier, a con- 
ductive path exists for the direct current from the plate of one stage 
to the grid of the next. In an alternating-current amplifier, as is 
explained in Art. 5, no such conductive path is present; each grid is 
electrically insulated from the preceding plate. Direct-coupled 
amplifiers are necessary whenever the time-average component in the 
incremental input-signal voltage or current must be amplified—for 
example, when the steady current or voltage supplied by a device, or 
the change in the steady value thereof, is too small to actuate directly 
a direct-current indicating instrument, cathode-ray tube, relay, or 
other mechanism. When only the time-varying component must be 
amplified, as in a sound-reproducing system, an alternating-current 
amplifier suffices. 

A direct-coupled cascade amplifier circuit of basic design, together 
with the equivalent circuit for small changes in the voltages and 
currents, is shown in Fig. 2. Only two stages are shown, but the 
principles in the analysis are readily used for a number of stages. The 
resistor R L2 at the output may represent the resistance of the relay 
or other device that the amplifier is to actuate. In the incremental 
equivalent circuit, the incremental component of plate voltage in the 
first tube e pl becomes the incremental component of grid voltage e o2 
for the second tube because of the direct coupling. 

From the equivalent circuit and the analysis given in Ch. VIII, the 
voltage gain for the first stage may be expressed as 


1 + x 

R L\ 


and the voltage gain for the second as 


[ 13 ] 
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Since the direct coupling makes 


e *2 = « P i , [14] 

it follows that the over-all voltage gain is 



(b) Incremental equivalent circuit 


Fig. 2. Basic direct-coupled amplifier circuit. 

The minus signs in Eqs. 12 and 13 must be interpreted in terms of the 
arbitrarily assigned positive reference directions of currents and 
voltages in Fig. 2. If the incremental component e 9l has a positive 
value, the potentials of the plate of the first tube and the grid of the 
second tube with respect to the cathodes decrease from their quiescent 
values, as is indicated by the minus sign in Eq. 12. Thus e pl is negative, 
but the negative sign in Eq. 13, together with Eq. 14, indicates that 
the potential of the plate of the second tube with respect to the 
cathode increases under these conditions. 
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The direct-coupled amplifier circuit shown in Fig. 2a has the serious 
disadvantage that separate grid-bias batteries are required for each stage. 
Furthermore, since there is a steady component of voltage E bl 
between the cathode and the plate of the first tube, the quiescent gri 
voltage of the second tube, denoted by E e2t is not equal to E ee2 , but 


is given by 


E c2 = E bl + E ce2 


[16] 


If E e2 is to have the negative value required for Class A, operation, 
E ec2 must be negative and larger in magnitude than E bl , or 

| ^ce21 > (^661 ^*7] 

Thus the grid-bias battery voltage may be of the order of magnitude of 
one-half the plate-supply voltage for the previous stage. The battery 




(a) Voltage-divider coupling (b) Stair-step coupling 

Fig. 3. Coupling methods that permit a common power supply. 

for E ee2 is, therefore, expensive and cumbersome. Moreover, the stray 
capacitance from it to the cathode adds appreciably to C gk , and, as is 
explained in Art. 5, reduces the amplification at high frequencies and 
the rate of rise of the output in response to a sudden incremental input. 

Alternative cascade connections for direct-coupled amplifiers that 
avoid the requirement of separate grid-bias voltage supplies for each 
stage are shown in Fig. 3. The connection in Fig. 3a has the advantage 
that one terminal of the output and one terminal of the input are 
connected together and to one terminal of the common plate-voltage 
supply E bb . The voltage supplies E bb and E ce may be furnished either 
from two separate sources as shown, or from one source with a tap at 
an appropriate point. A resistive voltage divider is connected from the 
first plate to the negative end of the supply voltage E ce , so that the 
second grid g 2 may operate quiescently at a potential negative with 
respect to that of the cathodes. But disadvantages arise from the facts 
that this voltage divider acts also on the incremental signal com¬ 
ponents of the plate voltage, thereby reducing the over-all voltage 
amplification, and constitutes a part of the load for the first stage, 
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thus further reducing the over-all amplification. To establish the 
necessary quiescent grid voltage for the second tube a considerable 
voltage drop must exist across R v Consequently, RJR t or E cc must be 
relatively large. On the other hand, to avoid excessive loss of ampli¬ 
fication in the voltage divider, RJR l should be large. In addition, a 
maximum permissible value for the parallel resistance of R 2 and R Y is 
set by the grid-current tolerance limits on the second tube. In the 
esign o the voltage divider, then, a compromise between power- 
supply voltage requirements and voltage amplification per stage must 
be made. 

The connection 7 m Fig. 3b has the advantage of simplicity and large 
voltage amplification, for each grid is connected directly to the 
previous plate, but it is of limited usefulness because it lacks a 
common connection between the input and the output. With this 
coupling method, each cathode is elevated to a quiescent potential 
above that of the preceding plate. Ordinarily the impedance intro¬ 
duced m the plate circuit by use of the voltage divider must be 
considered in determining the over-all voltage amplification and the 
coupling between stages in this type of amplifier. 

The grid-bias voltage for each stage can be obtained through use of 
a cathode-bias resistor, R k , as in Fig. 5, Ch. VIII, but a by-pass 
capacitor C* is of no avail because the input signal is a direct incre¬ 
mental voltage, and the loss of voltage amplification for zero frequency 
caused by the cathode resistor and indicated in Eq. 59, Ch. VIII, is 
often intolerable. Resort is therefore sometimes made 8 to by-passing 
the cat hode resistor with the output of a cathode-follower amplifier, or, 
equivalently, the input of an unloaded grounded-grid amplifier stage. 
The by-pass path then has a relatively low resistance r p /(/x -f 1) for 
direct increments. Thus the increment in the cathode current is 
effectively by-passed around R k , but the quiescent component is not. 

The major disadvantage of direct-coupled amplifiers is the inherent 
instability associated with the direct coupling. This instability results 
primarily from the facts that the characteristics of vacuum tubes 
change slowly with time for a variety of reasons, and that battery 
voltages, or alternating line voltages if rectified power supplies are 
used, likewise change with time. These changes may be regarded as a 
type of noise comprising extremely low frequencies. The direct- 
coupled amplifier is particularly sensitive to such changes, because 

7 D. H. Loftin and S. Y. White, “Cascaded Direct-Coupled Tube Systems Operated 
from Alternating Current,” I. R E. Proc., 18 (1930), 669-682; J. K. Clapp, “A-C-Operated 
Direct-Current Amplifier for Industrial Use," Oen. Rad. Exp., 13 (February, 1939), 1-5. 

• S. E. Miller, “Sensitive D-C Amplifier with A-C Operation,” Electronics, 14 (Novem¬ 
ber, 1941), 27-31, 105-109. 
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changes in the first stage are amplified by succeeding stages. Conse- 
auently, a small fractional change in the voltages or tube charac¬ 
teristics of the first stage may be sufficient to shift the quiescent 
operating point for the last stage to a region of high distortion or 
completely out of the linear range on the tube characteristics. Alter 
the amplifier is adjusted initially to have zero output for zero input, 
the output tends to change slowly with time even though the input 
remains zero—so-called “zero drift” occurs, and frequent resetting of 
the zero adjustment may be necessary. Such instability is perhaps the 
most important limitation of direct-coupled amplifiers, and makes 
special precautions necessary if many stages are to be used. These 
precautions are not necessary in an alternating-current amplifier 
because the coupling method that insulates one stage from another 
does not transmit the slowly changing increments. Balanced circuits 9 
and modulation methods 10 are used to minimize this difficulty. 

The cathode-coupled difference amplifier shown in Fig. 4 is a 
balanced amplifier circuit of great utility having several unique 
features useful in both direct-coupled and alternating-current 
amplifiers. 11 It is essentially a push-pull amplifier with an unby-passed 
cathode resistor. For simplicity in this diagram, the source of plate- 
supply voltage is not included. Here, and in subsequent diagrams, a 
battery, or rectified-power supply, connected with its positive terminal 
at the point designated + E bb and its negative terminal at the point 


• C. E. Wynn-Williams, "The Application of a Valve Amplifier to tho Measurement of 
X-Ray and Photoelectric Effects,” Phil. Mag., 6 (1928), 324-334; D. B. Ponick, "Direct- 
Current Amplifier Circuits for Use with the Electrometer Tube," R.S.I., 6 (1935), 115— 
120; H. Goldberg, "A High-Gain D-C Amplifier for Bioelectric Recording," A.I.E.E. 
Trans., 59 (1940), 60-64; M. Artzt, "Survey of D-C Amplifiers," Electronics, 18 (August, 
1945), 112-118. 

T. R. Harrison, W. P. Wills, and F. W. Side. "A Self-Balancing Potentiometer,” 
Electronic Industries, 2 (May, 1943), 68-69, 153; M. D. Liston, C. E. Quinn. W. E. Ser¬ 
geant, G. G. Scott, "A Contact Modulated Amplifier to Replace Sensitive Suspension 
Galvanometers,” R.S.I., 17 (1946), 194-198; A. J. Williams, Jr., R. E. Tarploy, and 
W. R. Clark, "D-C Amplifier Stabilized for Zero and Gain." A.I.E.E. Trans., 67 (1948), 
47-57; H. Palevsky, R. K. Swank, and R. Grenchik, "Design of Dynamic Condenser 
Electrometers,” R.S.I., 18 (1947), 298-314; S. A. Sherbatskoy, T. H. Gilinartin, and 
G. Swift, “The Capacitative Commutator,” R.S.I., 18 (1947), 415-421; E. A. Goldberg, 
"Stabilization of Wido-Band Direct-Current Amplifiers for Zero and Gain," RCA 
Rev., 11 (1950), 296-300; F. R. Bradley and R. McCoy, "Driftless D-C Amplifier,” 
Electronics, 25 (April, 1952), 144-148. 

11 F. Offner, "Push-Pull Resistance-Coupled Amplifiers,” R.S.I., 8 (1937), 20-21; H. 
Goldberg, “A High Gain D-C Amplifier for Bio-Electric Recording,” A.I.E.E. Trans., 59 
(1940), 60-64; E. Williams, "The Cathode-Coupled-Triode Stage,” Electronic Engineering, 
16 (1944), 509-511; B. Chance, V. Hughes, E. F. MacNichol, D. Sayre, F. C. Williams, 
Editors, Waveforms, Massachusetts Institute of Technology Radiation Laboratory 
Series, Vol. 19 (New York: McGraw-Hill Book Company, Inc., 1949), 57-58, 340. 
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designated as ground is to be understood when no such power supply 
is actually shown. Ordinarily the resistance R k is made large to achieve 
the advantages discussed subsequently. Hence, a source E tc with ita 
positive terminal grounded is usually needed in series with R k as 
shown to provide satisfactory quiescent conditions. The letter 
designations of the voltages in Fig. 4 refer to the incremental com¬ 
ponents only, in accordance with the principles presented in Ch. VIII. 



Fig. 4. Cathode-coupled difference amplifier. Incremental grid 
and plate voltages with respect to ground (not to cathode) are 

indicated. 


When the circuit in Fig. 4 is symmetrical and the tubes are identical, 
any change in the plate-supply voltage affects both plate currents 
alike, and hence has no effect on the voltage between the plates. 
Similarly, a change in the heater-supply voltage, which effectively 
introduces equal incremental voltages in series with each cathode, 12 
does not affect the plate-to-plate voltage. Thus, the output voltage 
between the plates caused by a direct signal voltage applied between 
the grids is, except for changes in the tube coefficients that may result, 
unaffected by changes in either supply voltage—an important con¬ 
sideration in any direct-coupled amplifier. 

Since the plate-to-plate output voltage is independent of power- 
supply voltage fluctuations only when the circuit is symmetrical, an 
analysis of the circuit operation that takes advantage of and suits the 

11 S. E. Miller. “Sensitive D-C Amplifier with A-C Operation,” Electronics, 14 (Novem¬ 
ber, 1941), 27-31, 105-109. 
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symmetry is appropriate. For such an analysis, each pair of incre¬ 
mental electrode voltages measured from ground and the plate currents 
may be expressed in terms of symmetrical components 13 a difference 
component , sometimes called the signal or out-of-phase component, 
and a sum component , otherwise known as the common-mode, or mean, 
or average, or in-phase, component. The difference component in the 
incremental grid-to-ground voltages is 


<W = 




- *an 


[18] 


and the sum component is 


ana 


*,n + 

2 


[19] 


Note again that e gn and e gn ' are voltages measured with respect to 
ground, not with respect to the common cathode. 

In terms of these symmetrical components, the incremental grid- 
to-ground voltages are 


= e 


end 


4- C 


ana * 


[ 20 ] 


and 



—e 


end 


+ e 


ana 


[ 21 ] 


The components e gnd and e gna may be computed for any pair of 
grid-to-ground voltages from Eqs. 18 and 19. From these relations, it 
is apparent that e gna is the component that is identical in the two grid- 
to-ground voltages. It is their instantaneous average or mean value 
(not their time average). The component e gnd , on the other hand, is the 
component that is equal and opposite in the two grid-to-ground 
voltages. Note that these are components of the instantaneous values 
and they need not be of the same frequency or waveform. The 
difference component, for example, might be a direct increment, and 
the sum component an extraneous 60-cycle-per-second voltage induced 
in the circuit. 

The incremental plate-to-ground voltages may also be resolved into 
the difference component 



1S F. OfFnor, "Balanced Amplifiers,” I.R.E. Proc., 33 (1945), 202. The analysis by 
components here is similar to that used for power systems: Edith Clarke, Circuit Analysis 
of AC Power Systems, Vol. I (New York: John Wiley & Sons, Inc., 1943), 54-70, 286-288, 
297. It is also an application of the theorem given by A. C. Bartlett, "An Extension of a 
Property of Artificial Lines,” Phil. Mag., Ser. 7, 4 (1927), 902-907; see also O. Brune, 
"Note on Bartlett’s Bisection Theorem for 4-Terminal Electrical Networks," Phil. Mag., 
Ser. 7, 14 (1932), 806-811. 





506 CASCADE AMPLIFIERS; CLASS A Y [Ch. IX 

and the sum component 

[ 23 ] 

in terms of which the incremental plate-to-ground voltages are 
and ’ [24] 

e ».' = + e,„. ; [25] 

and so on for the incremental plate currents. Since the circuit behavior 



Fig. 5. Circuit conditions for the sum and difference incremental components 

applied separately. 


is linear in the operating range, it may be analyzed through consider¬ 
ing that each of the input components is applied separately, and that 
the results are superposed. 

If the sum component is applied alone, the incremental grid-to- 
ground voltages are alike, and the voltage between the grids is zero, as 
is shown in Fig. 5a. The incremental plate currents are hence identical. 
The cathode resistor R k in Fig. 4 is equivalent to two resistors 2 R k in 
parallel, as in Fig. 5a. with half the total cathode current in each. But 
since the incremental plate currents are equal, the individual cathode 
currents are also equal, and no current tends to flow in the connection 
shown dotted. Thus, the sum components behave as if the dotted 
connection were absent. The incremental plate-to-ground voltages are 
therefore equal, and, in accordance with Eqs. 24 and 25, each equals 
e pna« 48 > s indicated in Fig. 5a. The voltage gain for the sum com¬ 
ponents may therefore be computed from either half of the circuit, 
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and in accordance with the principles in Art. 7, Ch. VIII, is given by 


P r l 


!£!!£ _ _— . 

e„ ra T V + 2 R k(P + l ) + R L 


[26] 


If the difference component is applied alone, the incremental grid- 
to-ground voltages are equal in magnitude, but opposite in sign as is 
illustrated in Fig. 5b. Thus, the circuit conditions are asi describedin 
the analysis of a push-pull amplifier, Art. 19, Ch. VIII. Since the 
circuit is linear for increments and is symmetrical, the incremental 
plate currents must also be equal in magnitude, but opposite in 
direction. The incremental current through R k in Fig. 4, which is the 
sum of the incremental plate currents, is hence zero. Thus, the total 
current in R k is constant and equals twice the quiescent plate current 
for either tube. The resistor R k may, therefore, be replaced by a 
constant battery voltage 2/*/?*, as is shown in Fig. 5b, without alter¬ 
ing the behavior of the difference components. The incremental plate- 
to-ground voltages produced by the plate currents in the equal load 
resistors are equal in magnitude and opposite in sign. Hence, they 
equal the difference component and its negative, as indicated, because, 
from Eq. 23, the sum component is then zero. The plate-to-plate 
voltage is therefore twice the difference component. (Equation 22 
shows this relation to be true even when a sum component is present.) 
Since the cathode potential is constant, there is no coupling effective 
between the two halves of the circuit, and the voltage gain for the 
difference component can also be computed from either half. It is 


e pnd _ _ P R l [27] 

%nd r v + R l 

To determine the plate-to-ground voltages, e pn and e pn ' for any pair 
of grid-to-ground voltages e gn and e tn ', then, Eqs. 18 and 19 are first 
used to find the difference and sum components of the grid voltages. 
Substitution of these in Eqs. 26 and 27, respectively, gives the com¬ 
ponents of the plate voltages, and a combination of these components, 
in accordance with Eqs. 24 and 25 gives the desired results. If needed, 
the grid-to-grid voltage as shown on Fig. 4 may then be found from 




— e 


on » 


[28] 


and the plate-to-plate voltage from 

e. = e „n - [29] 

Although the foregoing relationships are derived for a symmetrical 
circuit, their use is by no means restricted to operation with sym¬ 
metrical input and output voltages. Equations 18, 22, and 27, for 
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example, show that the voltage difference between the plates is 
directly proportional to the voltage difference between the grids, 
regardless of the presence of a sum or common component in the grid- 
to-ground voltages. Thus, for example, one volt applied between the 
grids gives the same voltage between the plates, regardless of whether 
one grid, the other grid, the midpoint between them, or any other 
common reference point for them U at ground potential. In this 
respect, the circuit amplifies only the difference voltage; it is hence 
called a difference amplifier. 

Often an amplifier is desired that not only will amplify the difference 
voltage, but also will suppress or reject the sum or common com¬ 
ponent m the mput voltages. For example, in a multistage amplifier 
consisting of a number of direct-coupled difference amplifiers in 
cascade' 4 with the output plates connected to the deflection plates of 
a cathode-ray oscillograph tube, the difference component at the input 
results in deflection of the beam, and large voltage gain for this com¬ 
ponent is generally desired. The amplifier and cathode-ray tube 
supply voltages are usually arranged so that the anode of the cathode- 
ray tube is held at the quiescent potential of the amplifier output 
plates. Thus, the quiescent deflection-plate voltages are the same as 
that of the anode. Any common component in the input voltages to the 
amplifier drives the potentials of the deflection plates together above 
or below that of the anode and tends to defocus the cathode-ray beam. 
Furthermore, such a sum component may overload one of the later 
stages in the amplifier. Hence, essentially zero voltage gain for the sum 
components is desired. Comparison of Eqs. 26 and 27 shows that if 
+ 1) >s made large compared with r p + R [ y the voltage gain for 
the sum component becomes small compared with that for the 
difference component, and the desired performance is attained. 

In some applications, only one grid is driven, or the output is taken 
from only one plate, or both. Such unbalanced operation is readily 
analyzed by the component method. If, for example, only e gn is sup¬ 
plied, and e„ n ' is zero, the difference and sum components from Eqs. 18 
and 19 are equal. In general, however, they are amplified by different 
factors, as given by Eqs. 26 and 27, so that the corresponding com¬ 
ponents in the output voltage are not equal, and c w ' is not then zero. 
In the limit, as 2 R k (p -f- 1) is made large compared with r p -}- R L , the 
sum component in the plate-to-ground voltages becomes negligible, as 
is discussed in the preceding paragraph. These voltages then contain 

14 H. Goldberg, “Bioelectric-Research Apparatus,” I.R.E. Proc., 32 (1944), 330-335; 
J. H. Reyner, “Direct-Coupled Oscilloscopes." Electronic*, 21 (July, 1948), 102-108; 
P. 0. Bishop and E. J. Harris, “A D.C. Amplifier for Biological Application," R.S.I., 21 
(1950), 366-377. 
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only a difference component; they are equal in magnitude and opposite 
in phase and are hence suitable for driving a push-pull amplifier. The 
circuit is said to function as a phase inverter and to convert a single- 
ended input into a balanced-to-ground output. 

Occasionally conversion from a push-pull or balanced-to-ground 
input to a single-ended output is desired. The input then contains only 
the difference component, and the output taken between either plate 
and ground equals that component amplified in accordance with Eq. 27. 

When the input is applied between only one grid and ground, and 
the output is taken between the plate of the same tube and ground, the 
over-all voltage gain is half the sum of the voltage gains for the two 
components, Eqs. 26 and 27. When the output is taken between the 
plate of the other tube and ground, the over-all voltage gain is half the 
difference of the voltage gains for the two components. 

A load connected between the plates has no effect on the voltage 
gain for the sum component because, as is indicated in Fig. 5a, the 
voltage between the plates is zero when only the sum components 
exist in the circuit. Such a load does affect the voltage gain for the 
difference components, however. When only the difference components 
exist in the circuit, as in Fig. 5b, the potential of the mid-point of the 
plate-to-plate load remains constant with respect to ground, because 
one plate increases and the other decreases in potential by like 
amounts. Hence, for the difference components, half that load may be 
considered to be in parallel with each of the resistors R L , and the 
voltage gain for the difference components has the form of Eq. 27, 
with R l replaced by the resistance of the parallel combination. 

5. Resistance-capacitance-coupled amplifiers 

Probably the most widely used type of amplifier is the resistance- 
capacitance-coupled amplifier whose circuit is shown in Fig. 6a. It 
differs from the direct-coupled amplifier of Fig. 2a in the coupling 
circuit used between the stages. In Fig. 6a, a coupling capacitor C c is 
employed whose capacitance is made large enough to give it a re¬ 
actance small compared with the resistance of the grid resistor R g . 
For that reason, practically all of the varying component of voltage 
e pl across the load resistor R L also appears across R 0 and provides the 
grid-signal voltage for the second tube. However, no steady com¬ 
ponent of voltage exists across R 9 , because the leakage resistance of 
the coupling capacitor C e is made very large compared with R gy and 
the direct current is thereby blocked. The network thus serves to 
couple the first and second tubes for the varying components of 
voltage and current but to block the steady components. 



510 


[Ch. IX 


CASCADE AMPLIFIERS; CLASS A x 

The grid-bias voltage is obtained in the circuit shown by means of ' 
the cathode resistor R k as in Art. 3, Ch. VIII. Thus, a single source 
furnishes both the plate- and the grid-supply voltages. The by-pass 
capacitor C k is considered to have a capacitance large enough to re¬ 
duce the impedance of the parallel combination effectively to zero for 
the alternating components of the plate current, and to by-pass them 


I 




(b) Incremental equivalent circuit 

Fig. 6. Resistance-capacitance-coupled amplifier circuit. Only 
incremental components of the currents and voltages are indicated. 
Complex effective values representing sinusoidally varying 
increments are shown in (b). 


around R k ; hence the impedance of the cathode circuit is neglected in 
the alternating-current incremental equivalent circuit. 

/*The adoption of resistance-capacitance coupling eliminates many of 
the objectionable features of the direct-coupled amplifier. Large grid- 
bias batteries are not necessary, and slow drifts of quiescent operating 
conditions are not amplified by succeeding stages. However, the steady 
component of the input voltage also is not amplified. Sudden applica¬ 
tion of a sustained steady voltage at the input of the circuit in Fig. 6a 
results in a sudden change in the output current and voltage, but 
transients are set up in the coupling networks that finally disappear 
except for changes in the voltages across the coupling capacitor and 
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>oad resistor of the first stag. The voltages and currents- the later 

stages return to the.r or.gmal ^ lueS . of the first tube s0 

inserted between the input terminal and the gri . d bv a 

that the quiescent operation of the first stage a so 

direct component of the input voltage it can be 

Thp rpsistance-capacitance-coupled ampliher is . . . 

built to have a good frequency characteristic ,/and it is relative y - 
expenshe because of the simplicity of its component elementsyOne 
• precaution must be observed; namely, the coupling capacitors must 
Tave very large leakage resistance to prevent direct current suppl ed 
by the plate circuit of one tube from entering the grid drcmt of the 
next Furthermore, these capacitors must be capable of withstanding 
“.L. of the plate-supply voltage *„ .>«» the catho je. *r. eold- 
-^aper-dielectric caparrtiTrs are ordinarily used for the purpose. 
Electrolytic capacitors are not suitable, because of their large eak g 
current. The plate-power supplies may be common for all the stages in 
the resistance-capacitance-coupled amplifier, because these sources 
have one common connection, whieh-is often connected to the ground. 
It is necessary, however, that the internal impedance of the common 
plate-power supply be small compared with the plate resistances of 
the tubes, in order that coupling between the various plate circuits 
through the common power supply may be avoided. A method ot 
obtaining all voltages from a single source is shown in Fig. L4, Art. lyc 

The frequency characteristic of a resistance-capacitance-coupled 
amplifier is determined primarily by the capacitances and the 
resistances in the circuit. In addition to coupling capacitor C shunt 
capacitances C pk and C 9 exist. These two have a pronounced effect on 
the frequency characteristic at the high frequencies and therefore 
cannot be neglected. The capacitance C pk includes the interelectrode 
capacitance between the plate and cathode of the first tube, and the 
stray capacitance in the wiring between the cathode, or ground, and 
that part of the network that connects the plate to*the coupling 
capacitor./frie capacitance C, includes the effective input capacitance 
of the second tube, given by the analysis of Art. 8, Ch. VIII, and the 
wiring capacitance between the cathode, or ground, and that part of 
the network that connects the grid of the second tube to the coupling 
capacitor. Actually, the effective input admittance of the second tube 
is not a pure capacitive susceptance; in general, it comprises both 
conductance and susceptance whose magnitudes depend on all the 
plate and grid circuits associated with all the following tubes, 15 and is 


15 J. W. Sauber, “High-Frequency Characteristics of Resistance-Coupled Triode 
Amplifiers,” I.R.E. Proc., 40 (1952), 48-49. 
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a function of frequency. However, as a first approximation the con- 
ductance component is assumed in the following analysis to be 
negligible, and the input capacitance C 0 is assumed to be independent 
and t0 haVe the Value stated in the discussion of Eq. 65, 

• • P US S ° me wirin g capacitance. If this assumption is not 

justified m a particular amplifier, a modification of the method of 
analysis must be made. The grid-signal voltage is assumed to be sinu¬ 
soidal, and the harmonic generation due to nonlinearity of the tube 
characteristics is considered negligible. The equivalent circuit of the 
amplifier for varying components of currents and voltages under the 
foregoing assumptions is that shown in Fig. 6b. 

The determination of the frequency and phase characteristics of a 
single stage of amplification, such as that shown as the first stage in 
Fig. 6, is sufficient for the prediction of the performance of an amplifier 
of several resistance-capacitance-coupled stages, because the expres¬ 
sions involved are similar for all stages, although the values of the 
circuit parameters may be different. The straightforward application 
of the principles outlined in Electric Circuits leads to unwieldy expres¬ 
sions difficult to interpret, for various terms in the expressions become 
negligible at different frequencies. Instead of a complete analysis with 
engineering approximations introduced at the end, an equivalent 
method, 16 with physical approximations introduced in the circuit, is 
used here. It results in simplified expressions suitable only for certain 
ranges of frequencies. The method of analysis is based on linear opera¬ 
tion and sinusoidal quantities, with the assumption that there is a 
range of frequencies, called the middle range of frequencies, in which the 
voltage gain is practically constant and is unaffected by changes in the 
reactances of the capacitances in the circuit. If the amplifier is not so 
designed that such a range of frequencies exists, a different 17 method of 
analysis must be used. 

In the middle range of frequencies, the reactance of the coupling 
capacitor C e is so small as to constitute a virtual short circuit for the 
varying components, while the reactances of C vk and C g are so large as 
to constitute virtual open circuits. At frequencies below the middle 
range, the susceptances of C vk and C g remain negligible, but the re¬ 
actance of the coupling capacitor C e increases, and E g2 therefore 
becomes a smaller and smaller fraction of E vl as the frequency is 
decreased. Consequently, the voltage gain of the stage E g2 /E gl 

14 F. E. Terman, Radio Engineering (3rd ed.; New York: McGraw-Hill Book Company, 
Inc., 1947), 230-243. 

17 D. G. C. Luck, “A Simplified General Method for Resistance-Capacity-Coupled- 
Amplifier Design,” I.R.E. Proc., 20 (1932), 1401-1406; E. A. Johnson, ‘‘Design of Tuned 
Resistance-Capacity-Coupled Amplifiers,” Physics, 7 (1936), 130-132. 
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decreases as the frequency is decreased below the middle range. At 
freauencies higher than the middle range, the reactance of the coup¬ 
ling capacitor C e remains a virtual short circuit, but the susceptances of 
r and C increase and constitute an appreciable shunt susceptance 
across the'load of the first tube. As the frequency is increased the 
effect of the shunt susceptance becomes larger, the effective load 
impedance therefore becomes smaller, and the voltage gam of the 
stage decreases. 
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Fig. 7. Approximate incremental equivalent circuits of the first 
stage of the resistance-capacitance-coupled amplifier of Fig. 6. 
Complex effective values of sinusoidally varying incremental 
currents and voltages are indicated. 


Since, in the middle range of frequencies, the reactances of the 
capacitors have negligible effect on the voltage gain of the stage, they 
may be ignored in the circuit, and Fig. 6b reduces to the equivalent 
circuit shown in Fig. 7a for that frequency range. Complex effective 
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values of voltages and currents are indicated in the equivalent cir¬ 
cuits, since these values are involved in the determination of the 
magnitude and phase angle of the complex voltage gain. For analysis, 
it is convenient to replace the voltage source and series resistance r p in 
*ig. 7a by the equivalent combination of a current source and a 
para e resistance r p , as shown in Fig. 7b. If the resistance of the 
parallel combination comprising r p , R L> and R g in Fig. 7b is denoted 

K «' "•»«» the c °mplex voltage gain for the middle range of 
lrequencies, becomes 


where 


A — 92 T) 

Amid - T 9l = ~ g " R " • 

►[30] 

/? — r P R L R 0 

* r > R i. + r,R, + R,R, ■ 

►[31] 


At frequencies below those in the middle range, the reactance of the 
coupling capacitor C, is appreciable, but the susceptance of the shunt 
capacitors is negligible, and they may therefore be ignored. The 
equivalent circuit for low frequencies thus becomes that shown in Fig. 
7c. By Th<5venin's theorem, the circuit to the left of points a and b may 
be replaced by the equivalent source and internal resistance 
shown to the left of points a and 6 in Fig. 7d. If the resistance com¬ 
bination comprising R, in series with R L and r p in parallel is denoted 
by R,,', then 


R ' = /»**• 

** % + *1 


+ R — r ” R t- + t p R > + R , R L 


T v + R L 

The complex voltage gain at the low frequencies, A 


low* 


is then 


where 



_L 

*, + Rl -)X C ’ 



1 

^C e - 


►[32] 


[33] 

►[34] 


Substitution of Eq. 32 in Eq. 33 and simplification by means of Eq. 31 
and the 1 -elation 


U = p\r v 


[ 35 ] 
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Thus the ratio of the complex voltage gains at low and middle 
frequencies is ^_x__ *37] 

A mii • X ‘ 


1 -3 




An -.tern..™ «t the n.,n»li„d g*i» 

by Eq. 37 is 


Alow 

A m ,a 




[38] 


where 


[39] 


" 2nR„'C c • 

The frequency /, » the ,1u. which the of ft. 

resistance fl,/. When / equals /, in Eq. 38 the magn 

voltaee sain is 1/V2, or 70.7 per cent, of its value in the middle range 

of frequencies. For a fixed amplitude of input voltage to the 

the square of the output voltage is then one-half its value in the 

middle range of frequencies, and the power dehvered to a ^ed res.s 

tance load is also reduced by a factor of two, or three decibels. Hence/, 

is known as the lower half-power frequency. rpfl p fl ,nro 

J-tft frequencies higher than those in the middle range, the rea ° ta ™° 
of the coupling capacitor C c is negligible and may be >gn°™d. but fc he 
shunt capacitances have an appreciable effect and must be includ . 
Since the alternating voltage drop across the coupling capacitor C is 
practically zero, the voltages across the two capacitances G * and G„ in 
Fie. 6b are equal at the high frequencies, and for analysis they may be 
represented as one capacitance denoted by C,' in the approximate 
equivalent circuit of Fig. 7e. Thus, 

c; = c 9k + c 9 , t 4 °] 

and the reactance of these lumped capacitances is given by 






►[41] 


In Fig. 7f, the voltage source and series resistance r v in the circuit of 
Fig. 7e are replaced by the equivalent current source and parallel 
resistance r p> as is done in Fig. 7b. The voltage E gl at the 
frequencies is given by 


E gt = -/z, 


[ 42 ] 
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where Z is the whole impedance supplied by the current J, that is, the 
impedance of R rtt in parallel with C 9 '. In terms of these quantities, 
the impedance Z is given by 


_ R" 

R ”- ix ' i+if 


and the current from the current source is 


[43] 


1 = 9mE g i • [44] 

Substitution of Eqs. 43 and 44 in Eq. 42 gives for the complex voltage 
gain at the high frequencies, 


A 


high 



~9 n R 


tQ 




[45] 


whence the ratio of the complex voltage gains at the high and middle 
frequencies is 


Ahigh 

A nid 



►[40] 


This normalized high-frequency gain may also be expressed in terms 
of a half-power frequency, for an alternative form of Eq. 46 is 


where 


Ahigh 1 


i + ;-r 


ft 




1 


2 nR.fi,' 



[48] 


This frequency f 2 is the value at which the reactance of C g ' equals the 
resistance R tq . At the frequency f 2 the voltage gain is down three 
decibels from its value in the middle range of frequencies just as for 
the frequency f v Hence f 2 is known as the upper half-power frequency. 

Vector, or phasor, diagrams based on Eqs. 30, 33, and 45 and the 
equivalent circuits in the three frequency ranges are shown in Fig. 8. 
The equivalent circuit diagrams are simplified somewhat in accord¬ 
ance with Eqs. 31 and 32. These vector diagrams are particularly 
instructive as a means of illustrating the phase relations between the 
voltages and currents. 
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The dependence of both the magnitude and the phase angle of the 
complex voltage gain of a single stage of a resistance-capacitance- 
coupled amplifier is completely described by Eqs. 30, 31, 32, 34, 37, 41, 
and 46, subject to the assumptions made at the beginning of the 
analysis- In order to show the magnitude and phase angle separately, 



(a) Middle range of frequencies 




Fig. 8. Vector, or phasor, relations in the resistance-capacitance- 

coupled amplifier. 


the expressions may be put in polar form. Thus, from Eqs. 30, 37, and 
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The basic relations describing the amplifier behavior, Eqs. 30, 38, 
and 47, may, for convenience, be combined into one, 

£;-r=jsn. [62] 


or 


where 


= COS 0 € J6 , 

fl 




[53] 


tan 0 = -f j at low frequencies, 

tan 0 % 0 at middle frequencies, 

tan 0 = — j at high frequencies. 

h 

The terms in Eqs. 38 and 47 that express the magnitude of the 
voltage gain relative to its value in the middle range of frequencies, 


101 


A mtd 


and 




►[64] 



show a form of symmetry between the high- and the low-frequency 
ends of the frequency characteristics. At a low frequency nf v the 
voltage gain has the same value as for a high frequency (1 /n)/ 2 where 
n has any value. 

TABLE II 

RELATIVE VOLTAGE GAIN AS A FUNCTION 
OF FREQUENCY 


The frequencies J Y and / 2 are the half-power 
frequencies defined by Eqs. 39 and 48. 


/ 

A 

Kit 

/ 

10/, 

0.995 

0.1/, 

6/, 

0.98 

0-2/, 

2/l 

0.895 

0.5/, 

A 

0.707 

/* 

0.5/, 

0.447 

2/» 

0.2/, 

0.196 

6/ S 

0.1/, 

0.100 

10/, 
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frequency and denoted here by is given by 


fo = VJJ t . 


►[56] 

» to middle range of fa,— and » «- *-1—7 ** ” h “ h 

iisissss 



Fig. 9. Universal voltage-gain characteristic curve of a resistance- 
capacitance-coupled amplifier. This is the relative voltage gain as a 
function of the ratio of the actual frequency to the half-power 
frequencies f x and / 2 defined by Eqs. 39 and 48. 


and the symmetry of the relations makes it possible to describe the 
frequency characteristic in terms of this nondimensional, or universal, 
or relative, curve, where the relative frequency with respect to the half¬ 
power frequencies is indicated on two logarithmic scales running in 
opposite directions with the unit points coinciding. 

Figure 10 shows the voltage gain expressed by Eqs. 54 and 55 
plotted on logarithmic scales of relative voltage gain and frequency. 
The scale for the relative voltage gain in decibels is thus uniform. 
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From Eq. 54 , the relative voltage gain in decibels at low frequencies is 



= 20 log ln 


= 20 lop in -?- 

- [571 

©10 

Amid 

/ (fi) 

2 J 



V 1 + (j) 


=« 0, 


i- 

[58] 

2 0 logio 

J 

V 

i <l - 

[59] 


For frequencies large compared with/,, Eq. 58 shows that the relative 
voltage gain approaches a constant. For frequencies small compared 
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Fig. 10. Relative voltage gain as a function of frequency on logarithmic scales. 
The frequencies/, and/ 2 are the half-power frequencies defined by Eqs. 39 and 48. 


with /,, Eq. 59 shows that the relative voltage gain increases 20 
decibels for each decade increase in frequency, or approximately 6 
decibels for each octave. For frequencies below the middle range of 
frequencies, therefore, the curve of relative voltage gain is asymptotic 
to two straight lines, as shown in the left half of Fig. 10. These lines 
intersect at the frequency /„ in accordance with Eqs. 58 and 59. A 
similar analysis based on Eq. 55 shows that in the high-frequency 
range, the relative voltage gain is asymptotic to a straight line having 
a slope of —6 decibels per octave. The middle range of frequencies, 
wherein the voltage gain is constant within limits of about 0.5 per cent, 
extends from about 10 /, to about 0 . 1/ 2 when / 2 //, is so large that 0 . 1/ 2 
exceeds 10 /,. 

As is previously stated, the foregoing analysis in terms of separate 
circuits for the low- and high-frequency ranges is based on the assump¬ 
tion that the series and shunt capacitances in the equivalent circuit 
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are not simultaneously effective 55 

an assumption is justified when.the M, ^ ^ & close appr0 xi- 

or more. When the ratio is trough assuming that the 

mation to the performance is ‘^unity is the sum of the 

“h"iwiv°°votog‘ g.“ .t S. 

capacitances.^ ^ frequency characteris tic of a resistance- 
capacitance-coupled amplifier, the following are the steps require . 

(a) Determine the circuit parameters, including C,. 

(b) Compute R„ and R,,' by Eqs. 31 and 32. 

1 of frequencies. The frequency /, should be 100 times /, if the 
error associated with the assumption that the amplifiei 
constant voltage gain for frequencies between 10/, and 0.1/, » to 
be less than 0.5 per cent; or /, should be 25 times /, 
assumed that the voltage gain is constant from 5/, to> 0.2/, a 
if the error is to be less than 2 per cent. If the middle range of 
frequencies does not exist, the method is not applicable. 

(e) Compute the voltage gain in the middle range of frequencies by 

(f) Determine the voltage gain at frequencies outside the middle 
range by means of the foregoing results and the universal 
curves, Figs. 9 or 10, or Table II. 


The effect of changes in the coupling capacitance C e and the shunt 
capacitance C,' while the resistances are held constant is to alter the 
values of the half-power frequencies J x and/„ and hence to shift the 
falling portions of the frequency characteristic in the directions shown 
in Fig. 11. 

The effect of changes in the load resistance R L and the grid resistance 
R g on the shape of the frequency characteristic is related to their 
orders of magnitude, which are governed not only by considerations 
based on the frequency characteristic but by other considerations as 
well. For a large value of voltage gain, R fQ in Eq. 30 should be large; and 
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hence, from Eq. 31, R L and R g should both be large. However, the 
value of R l is limited by various considerations such as harmonic 
generation and the plate-supply voltage available, as discussed in Ch. 
VIII. In general, manufacturers recommend values of load resistance 
that place the quiescent operating point in the region of low plate 
currents. The values recommended are a compromise between large 
voltage gain on the one hand, and small harmonic generation and 



Fig. 11. Effect of capacitance variations on the shape of the 
frequency characteristic in a resistance-capacitance-coupled 

amplifier. 


good high-frequency response on the other. A further consideration is 
that the mutual conductance g m decreases as the quiescent operating 
point is moved to lower plate currents; consequently, the increase of 
voltage gain that might be expected from an increase of the load 
resistance is counteracted. 

In contrast to the simple conditions discussed in Art. 4, Ch. VIII, 
the coupling network in the resistance-capacitance-coupled amplifier 
causes the load line to differ from a line drawn through the quiescent 
operating point and the point on the voltage axis corresponding to the 
plate-supply voltage. As is shown in Fig. 12, the quiescent operating 
point lies on a line with a slope corresponding to — 1 /R L through the 
point corresponding to E bb . However, in the middle range of 
frequencies, in which the capacitances need not be considered, the 
resistance that determines the path of operation on the plate charac¬ 
teristics is the resistance of R L and R g in parallel, as is illustrated in 
Fig. 7a. Thus a line drawn through Q in Fig. 12, with a slope corres¬ 
ponding to — ( R l + R 9 )I(R l R 0 ), is the path of the operating point. 
At frequencies outside the middle range, the equivalent circuits of Fig. 
7c or 7e apply, and the path of operation becomes approximately an 
ellipse about the point Q. If the signal voltage is large enough to cause 
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appreciable nonlinearity the orating path shifts with amplitude, as 

18 The^pper Umit on^the value of grid 

with a particular tube is governed pnm«ly b“^zation, and 

in ** by the 



Fig. 12. Approximate path of the operating point in the ruddle 

range of frequencies. 


current alters the net grid-bias voltage at the tube terminals a 
moves the operating point into the nonlinear region of the curves. 

Within the limits set by the foregoing considerations, the valuesi o 
the load resistance and the grid resistance may be altered to affect the 
frequency characteristic as desired. As shown by Eq. 32, variations in 
R with the other circuit parameters held constant affect R, q directly, 
since R, is an additive term and the parallel combination of R L and r„ 
often has a value considerably lower than R 9 . However, variations in 
R have relatively little efFect on R tq given by Eq. 31, because r p and 
r\ are usually lower and therefore predominate. As a result, variations 
in R 9 have little effect upon the voltage gain in the middle range of 
frequencies given by Eq. 49, or upon the relative voltage gain at the 
high frequencies given by Eq. 51. However, variations in R 9 have a 
pronounced effect-upon the relative voltage gain at low frequencies, 
given by Eq. 50, and thdy, therefore shift the frequency-characteristic 
curve at the low frequencies considerably, change the height at the 
middle frequencies only slightly, ancf have little effect on the shape of 
the high-frequency region, as is shown in Fig. 13a. 

Variations of R^ have relatively little effect on R n , because R 9 is 
the predominant term in Eq. 32, but their effect on R eg in Eq. 31 is 
appreciable, as R L is usually not more than a few times larger than r v 
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for a triode amplifier and is generally much smaller than r v for a tetrode 
or pentode amplifier. Variations in R L therefore affect the voltage gain 
at the middle and high frequencies given by Eqs. 49 and 51 but have 
little effect on the relative voltage gain at the low frequencies; thus 
they affect the height of the frequency characteristic in the middle 
range of frequencies but influence the relative shape of the curve in the 



(a) 



(b) 

Fig. 13. Approximate effect of variations of the load and grid 
resistances on the shape of the frequency characteristic of a 
resistance-capacitance-coupled amplifier. 

low-frequency region only slightly. At the high frequencies, as R L is 
increased the half-power frequency in Eq. 48 is decreased and the 
frequency characteristic is raised in height, but the maximum-gain 
portion does not extend as faj into the higher-frequency region. 
Consequently, with the other parameters fixed, a more nearly uniform 
voltage gain over a wider frequency range is obtained with a smaller 
load resistance, as is shown in Fig. 13b. This relationship is further 
clarified by a comparison of Eqs. 48 and 49. The first shows the upper 
half-power frequency to be inversely proportional to the equivalent 
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. . -joionce R , and the second shows the voltage amplification 

ftequmoiea to b. dir.o.1, proport,o„.l to 

The product, 


A mi Jr = -^-- = 


2 27 rCg 27 r(C input + C 0 ii*pu«) 


_cycles per second, 


[60] 


. rp r and C £BU , include the stray and wiring capacitances, is 
therefore" independent of the equivalent shunt resistance. An mcrease 
of midband gain can be obtained only at the expense of a reduction in 

1“pp“ wm»w» si "»<* \ bro * d - ,, “;,Ti "wo 

bandwidth defined by the difference between the half-powe 
frequencies is approximately equal to the upper half-power frequency, 
one interpretation of Eq. 60 is that Me product of gnu and 
bandwidth is constant for a resistance-capacitance-coupled amplifier, 

and depends only on the g m of the tube and the effective shunt capaci¬ 
tance in the circuit. That capacitance is the sum of the input capaci¬ 
tance of one tube and the output capacitance of the previous tube, 
both augmented by the wiring capacitance; hence the ratio 
_ l(C 4 - C . where C inDU( and C oulput include only the mter- 
electrode capacitances as discussed in Arts. 8 and 9, Ch. Will,,w a 
useful figure of merit for tubes to be used in broad-band amplifiers. 
When only the interelectrode capacitances are included, this ratio is 
the limiting value of the gain-bandwidth product in radians per 
second. It may be approached but not exceeded as the stray and 
wiring capacitances are reduced toward zero. 

The phase characteristic of a resistance-capacitance-coupled amplifier 

_that is, the function giving the phase angle between the input and 

output voltages as a function of frequency—is described by the 
expressions for the phase angle in Eqs. 49, 50, and 51. The phase 
characteristic, like the frequency characteristic, is analyzed on the 
basis of three ranges of frequencies and the equivalent circuits of Fig. 
7 for frequencies within those ranges. The phase angle in the amplifier 
depends on the assigned positive reference directions of the input and 
output voltages. From Eq. 49 and the vector diagram in Fig. 8a, it is 
evident that the phase angle between the input and output voltages is 
constant and equal to 180 degrees in the middle range of frequencies 
wherein the effect of the capacitances is neglected if the positive 
reference directions of the voltages are assigned as indicated. But the 
phase angle would be zero degrees if one or the other of the assigned 
reference directions were reversed. 

At frequencies lower than those in the middle range, the phase angle 
in the amplifier is given by Eqs. 49 and 50 and by Fig. 8b. The vector 
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diagram constructed with J p ' as a reference is shown, and the angle by 
which E g2 leads E gl is 

AX 1^57 ■ Men 

At frequencies higher than those in the middle range, the phase angle 
in the amplifier is given by Eqs. 49 and 51 and by Fig. 8c. The vector 
diagram is constructed with the voltage across the output terminals as 
a reference, and at the high frequencies the angle by which E g2 leads 
E g i is given by 

- * - tan- 1 = n - tan- 1 2 nfC/R^. ►[62] 

Computations based on Eqs. 61 and 62 with Eqs. 39 and 48 give the 
results in Table III. Because of the symmetry of the relations, the 
departure of the phase angle from 180 degrees at a frequency nf x is the 
same in magnitude as the departure at a frequency (l/n)/ 2 , but is 
opposite in sign. From the data of Table III, the universal phase 
characteristic shown in Fig. 14 for a resistance-capacitance-coupled 
amplifier may be constructed. The approximation involved in dividing 
the frequency scale into three ranges is even more apparent in this 
figure than it is in Fig. 9, for the phase angle has a value of 180 + 5.8 
degrees at 10/, and 180 - 5.8 degrees at 0.1/ 2 instead of 180 degrees, as 
would be anticipated from the previous discussion. 

TABLE III 

UNIVERSAL PHASE CHARACTERISTIC OF A RESISTANCE- 
CAPACITANCE-COUPLED AMPLIFIER 

The frequencies /, and / 2 are the half-power fre¬ 
quencies defined by Eqs. 39 and 48. Angles are 
positive if associated with the left-hand column of 
frequencies, negative if associated with the right- 
hand column. 
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The behavior of 

effectively g am expressed by Eqs. 38 and 47. Such a 

S^SSSSd in Fig 15. During increase of/ from zero to about 

Middle range 
of frequencies 
H-M 
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5/ 10/ 0 1/,02/ OS// 2/ 5/ 10/ 

Frequency 

Fig. 14. Universal phase characteristic of a resistance-capacitance-coupled 
amplifier. Reference directions of E 9l and E g 2 are defined in Fig. 6. The 
frequencies/, and f 2 are the half-power frequencies defined by Eqs. 39 and 48. 


10/„ Eq. 38 applies. The tip of the vector 1 — traces out a 
straight line segment from the point 1 — j co to the point 1 jO. 1 as is 
shown in Fig. 15a. The tip of the reciprocal vector 1/[1 — jifilf)] 
follows the dotted semicircle 18 in the clockwise direction from the 
origin to the point 0.99 -f >0.099 in Fig. 15a. This locus is reproduced 
in the upper right quadrant of Fig. 15c. 

« E. E. Staff, Electric Circuits (Cambridge, Massachusetts: The Technology 

Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940), 478-487. 
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When /lies between about 10/, to 0.1/ 2 , operation is in the middle 
range of frequencies, and the complex relative voltage gain AIA mid is 
unity. The locus is represented by the single point 1 + jO in Fig. 15c. 



Fig. 15. Locus of complex voltage gain A as a function of frequency. 

During increase of / from 0.1/ 2 to infinity, Eq. 47 applies. The tip of 
the vector 1 -f j(flf 2 ) follows a straight line from the point 1 -f jO. 1 to 
1 + jco and that of the reciprocal vector the semicircle from the 
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Art. 6) 

• nt o 99 — j0.099 to the origin. Thus the locus of A hl ,JA mld is as 

the relative values through multiplication by -?.»■«« “ 

Fn 30 Thus A follows the semicircular loci in the left half plane 

^ L l5c Because of the approximations made in establishing the 

equivalent circuits for the three frequency ranges an u " cer ^'"^ f "^ 
JLor exist in the frequency region covered by the dotted por 
. 1 f Qr ^ This discrepancy is greater for the phase angle o 
Tits magnitude. Construction of a complex locus based on the com- 
nlete equivalent circuit in Fig. 6b avoids the discrepancy and gives 
accurate results. 1 * The true locus for A is a circle, but one of somew 
smaller radius than that constructed in Fig. 15. 

6. Inductance-capacitance-coupled amplifiers 

To eliminate the voltage drop and power loss in the load resistance 
caused by the direct component of plate current I„, and thus to permit 
operation with a lower plate-supply voltage and higher efficiency an 
inductor is sometimes substituted for the resistor R L of Fig. 6. f he 
inductive reactance can be made very large over a considerable part ot 
the frequency range, and, in accordance with the considerations of Art 
6 Ch. VIII, a large voltage gain results. Because of the decrease ol 
inductive reactance with decrease of frequency, the frequency charac¬ 
teristic of an inductance-capacitance-coupled amplifier tends to slope 
downward more steeply as the frequency is decreased than does that 
of a resistance-capacitance-coupled amplifier. The extent of the 
middle-frequency range, in which the voltage gain is practically 
constant, is generally smaller than for a resistance-capacitance- 
coupled amplifier, but the magnitude of the voltage gain is greater. 

In most amplifiers, inductance-capacitance coupling has no impor¬ 
tant advantages over transformer coupling and is economically 
inferior to resistance-capacitance coupling. Consequently, it is not 
often used at present for interstage coupling, although it was more 
common before high-quality transformers and high-mu tubes were 
developed. 

The use of inductance and capacitance to couple a load to a tube is 
common, however, when the load absorbs considerable power. The 
inductance is connected in series with the plate-power supply, replac¬ 
ing R l in Fig. 6, and the load replaces R g and all the circuit to the 
right of R g on the diagram. The inductance is selected to have a large 


w A. C. Seletzky, “Amplification Loci of Resistance-Capacitance-Coupled Amplifiers,” 

A.I.E.E. Trans., 55 (1936), 1364-1371. 
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reactance and the capacitance to have a small reactance compared 
with the impedance of the load. Under these conditions, the effective 
impedance to alternating current, as viewed from the plate and 
cathode terminals, is equal to the load impedance that replaces R g . 
The connection described is known as shunt feed of the plate circuit, 
and the alternative connection involving the load impedance in series 
with the plate and plate-power supply, discussed in Ch. VIII, is 
known as series feed. The advantages of the use of shunt feed over 
series feed are: First, the direct components of plate current and plate 
voltage are isolated from the load so that one terminal of the load 
may be practically at the cathode potential, which is often made that 
of ground; and, second, the undesirable effects of direct-current 
magnetic saturation are avoided when a device subject to such an 
effect is used as the load. 

7. Phase inverters 

The full advantages of the symmetry in a push-pull amplifier are 
realized only when it is supplied with input signal voltages that are 
equal in magnitude and opposite in direction with respect to the 
cathodes of the tubes. Such voltages are said to be balanced-to-ground 
because the cathodes of a push-pull amplifier, and those of most 
other amplifiers as well, are usually connected through a bias voltage 
to a metal plate, or chassis, which frequently is actually connected to 
ground. This connection is desirable because it permits use of a single 
power supply for several stages, facilitates interstage shielding, and 
serves to fix the stray capacitances in the circuit. Most sources of 
signal voltage do not and cannot furnish balanced-to-ground voltages. 
Although neither terminal of a two-terminal source is actually con¬ 
nected to ground, the stray leakage resistance and stray capacitance 
effective from one terminal to ground generally exceed those from the 
other. Hence, if an attempt is made to obtain balanced-to-ground 
voltages from a two-terminal source through the artifice of connecting 
a high-resistance voltage divider across the source with its center tap 
connected through a bias voltage to the cathodes of a push-pull ampli¬ 
fier, the stray effects tend to upset the voltage balance, especially at 
high frequencies. Some means for converting an unbalanced voltage 
into balanced-to-ground voltages is therefore needed. One means for 
accomplishing this conversion is the input transformer with a center- 
tapped secondary winding, shown in Art. 19, Ch. VIII. An internal 
grounded shield between the windings is frequently necessary to 
prevent unbalance due to the presence of interwinding capacitance. 
Another means is the phase-inverter amplifier. 
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Tn Art 4 the cathode-coupled difference amplifier is shown to 
function as a phase inverter, for, when the cathode res,stance R k is 
Se large compared with (r, + R L )l(p + D, the plate-to-ground 
voltages are almost balanced for any ratio and phase of the two mpu 
id-to-eround voltages. Thus neither side of the input signal sou 
need beVounded, although either side may be. The plates may 
coupled to the grids of a succeeding push-pull amplifier stage eithe 
directly or through coupling capacitors combined with grid resistors 

M When* connecting one terminal of the input signal source to the 
common or ground terminal of the amplifier is permissible, a phase 



(a) Two-tube phase inverter <b) Self-balancing phase inverter 

Fig. 16. Phase-inverter amplifiers for supplying a push-pull amplifier. 


inverter of the types shown in Figs. 16 and 17 can be used. The two- 
tube phase inverter, Fig. 16a, is essentially two resistance-capacitance- 
coupled amplifier stages with the grid-signal voltage for one stage 
obtained from a tap on the output resistor of the other. The tap on the 
upper resistor R g is adjusted to furnish to the lower tube a grid-signal 
voltage just sufficient to make it supply an output voltage equal in 
magnitude to that supplied by the upper tube. The output voltages 
across the two resistors R g and R g are therefore equal in magnitude, 
but, because of the phase-inverting property of the lower tube, the 
potential of its plate is decreasing when the plate potential of the upper 
tube is increasing, and vice-versa—the voltages with respect to ground 
across the two resistors R g and R g are 180 degrees out of phase. The 
ratio of the total resistance R g to the part of this resistance from which 
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the lower tube receives its grid-signal voltage should be equal to the 
voltage amplification of the lower stage. The grids of the succeeding 
push-pull amplifier stage are connected as indicated, and the voltages 
supplied to them are 180 degrees out of phase in the range of 
frequencies in which the capacitive reactances in the circuit have no 
effect on the amplification. At frequencies above and below this range, 
however, the two output voltages are not 180 degrees out of phase, 
because the phase displacement in the lower stage is not then exactly 
180 degrees, as is shown in Art. 5. 

An alternative type of two-tube phase inverter is obtained if a 
resistance R n is included in the ground connection from the two grid 
resistors R g and R g \ and the lower grid is connected to the common 
point for the three, as is shown in Fig. 16b. The voltage across R n 
supplied to the lower grid is then the difference between two com¬ 
ponents, one caused by plate voltage variations from the upper tube, 
and the other by plate voltage variations from the lower tube. The 
latter component results from plate-to-grid feedback around the lower 
tube; hence a full explanation of the circuit behavior is best based on 
the feedback-amplifier considerations of Art. 12. A qualitative under¬ 
standing is obtained, however, if the voltage gain from the grid to the 
plate of the lower tube is considered to be so large that the incre¬ 
mental voltage across R n required to produce any finite increment of 
plate voltage across the lower tube is negligible compared with the 
plate voltage output from the upper tube. The current through R n then 
remains essentially zero during operation; hence, if R g equals R gi the 
two plate voltages must be equal in magnitude and opposite in sign— 
the feedback around the lower tube is a constraint that produces this 
desired equilibrium condition. In a practical amplifier exact balance of 
the plate voltages is never obtained because the voltage gain of the 
lower tube is finite, and some voltage must therefore exist across R n . 
Analysis of the circuit operation may then follow that given for the 
feedback-amplifier circuit of Fig. 37b in Art. 12e, because the net¬ 
work R g} R g , and R n and the lower tube constitute such a connection. 
The degree of balance is independent of the voltage gain of the upper 
tube and is not critically dependent on the coefficients /x, r p , and g m of 
the lower tube. Hence the circuit is said to be self-balancing. For least 
unbalance the resistance R n is made as large as the grid-current 
requirements of the succeeding tubes will permit. 

The single-tube phase inverter in Fig. 17 has the advantage of sim¬ 
plicity but the disadvantage that its voltage gain between the input and 
either of the two halves of its output is less than unity. It functions as a 
phase inverter because the same varying component of current exists in 
the resistors R k and R L , and the potential of point k with respect to the 
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pound thus increases when 

out of phase, as for the circuits in 
Fig. 16. The alternating component 
of voltage applied between the grid 
and cathode of the tube is the 
difference between the alternating 
components of the input voltage 
and the voltage across R k . Con¬ 
sequently, the voltage across R„ can¬ 
not be greater than the input volt¬ 
age, and the voltage available as a 
grid voltage for either of the 
succeeding push-pull amplifier tubes 
is less than the input voltage. An 
additional factor affecting the fre¬ 
quency characteristic of the circuit 
is that the product of the effective 
shunt capacitance across the resistor 

R t and the resistance the capacitance . . 

faces is likely to be different from the corresponding product for the 
capacitance across R,.. Consequently the output voltages may differ 
appreciably at high frequencies. This phase inverter is a particular 
type of the degenerative amplifiers discussed in more detail in Art. 1 . 
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Single-tubo phase 
inverter. 


8. Amplifiers coupled by iron-core transformers 

Transformers are often used in amplifiers to couple the source of 
input signal voltage to the first stage, the output of one stage to the 
input of the next stage, and the output of the last stage to the load. 
The interstage transformer serves to isolate the steady components oi 
the voltages and currents in the different amplifier stages just as a 
coupling capacitor isolates those components, and it also provides 
means for stepping up or down voltage, current, and impedance. The 
distinguishing feature of the input and interstage transformers in 
Class A, amplifiers is that the impedance of their secondary load, 
which is the input to a grid-controlled vacuum tube, is usually so large 
that the effect of the stray and distributed capacitances in the trans¬ 
former is important in determining the frequency characteristics of the 
amplifier. On the other hand, the output transformer and the trans¬ 
formers used in Class B and Class C amplifiers generally have a 
secondary load impedance so small that the stray and distributed 
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capacitances have essentially negligible effect on the performance over 
the frequency range for which they are designed to operate.) The 
characteristics of input, output, and interstage transformers used in 
amplifiers and the effects of the stray and distributed capacitances on 
their frequency characteristics are discussed in some detail in Magnetic 




(b) Incremental equivalent circuit 


R p ■ effective resistance of primary 
winding* 

R, ■ effective resistance of secondary 
winding 

R f • resistance to account for core loss 

L m m incremental magnetizing induc¬ 
tance of primary 

Fig. 18. 


L p ■ primary leakage inductance 
L t ■ secondary leakage inductance 
C p » primary distributed capacitance 
C. ■ secondary distributed capacitance 
■ interwinding capacitance 

a ■ ratio of secondary to primary 
turns 


Transformer-couplec^-amplifier circuit. 


Circuits and Transformers. The discussion in this article is an approxi¬ 
mate analysis confined to the characteristics of amplifiers in which 
interstage transformers are used, but appropriate also to applications 
of input transformers or to other applications in which the susceptance 
of the stray and distributed capacitances is appreciable. 

The circuit of a transformer-coupled amplifier in which an interstage 
transformer is employed is shown in Fig. 18a. This type of amplifier 







IRON-CORE TRANSFORMER COUPLING 


535 


Art. S] 

k suitable for use .* is 

i;»,rrr 

cussed; amplifiers with air-core transformers are d.scussea 
qU The y ,'"e of l ai°iron-core transformer instead of a capacitor as a 

& rrsr: * its ~r 

♦ Ifi Of the nrimarv winding is kept small, the required plate- 

«■» *"«*—>rrr 

BlS voltage*,. Thus, as compared with the resistance-capacitance- 
coopled amplifier, a transformer-coupled amplifier can produce a 

relatively large alternating voltage output in proportion to the plate 
supply voltage when the limitation on amplitude is harmonic genera¬ 
te by the tube. Still another advantage of the transformcr-coupl 
amplifier is that merely constructing the secondary w.nd ng w.th a 
center tap provides a source of grid-excitation voltage suitable for a 

PU The P princtpai disadvantages of the use of a transformer for inter¬ 
stage coupling in an amplifier are economic ones. Subsequent d s- 
cussion points out that the design and construction of the transformer 
involve certain difficulties, and the resulting high cost is a limitation 
on the use of transformer-coupled amplifiers. A second disadvantage, 
which also contributes to the cost of transformer-coupled amplifiers is 
that magnetic coupling caused by the stray fields interlinking the 
transformers of different stages and by magnetic induction from 
extraneous sources often complicates the amplifier design. 

For linear operation, the analysis of the performance of an amplifier 
stage with an iron-core transformer may be based on the equivalent 
circuits of the tubes lnd the transformer.*" Figure 18b shows an equiva¬ 
lent circuit of the transformer and tubes. The equivalent circuit of the 
» G Koehler, "The Design of Transformers for Audio-Frequency Amplifiers with Pre¬ 
assigned Characteristics," I.R.E. Pros., 16 (1928). 1742-1770. 
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transformer is that of an ideal transformer with a ratio of secondary to 
primary turns equal to a, and with lumped series and shunt circuit 
elements to represent the effects of winding resistance, leakage in¬ 
ductance, core losses, primary coil inductance corresponding to the 
incremental permeability of the core (hereafter called the incremental 
magnetizing inductance; see Magnetic Circuits and Transformers ), and 
winding capacitance. 

The resistance R p in Fig. 18 is the effective resistance of the primary 
winding to the alternating current, and L p is the primary leakage 
inductance. Similarly, R s and L, are the effective resistance and 
leakage inductance, respectively, of the secondary winding. The 
inductance L m is actually the difference between the incremental 
magnetizing inductance of the primary winding and the primary 
leakage inductance L p \ but in the usual iron-core transformer with a 
coupling coefficient near unity, L m is approximately equal to the incre¬ 
mental magnetizing inductance. The resistance R e accounts for the 
core losses. 

In Fig. 18b. C p and C , are lumped capacitances that represent the 
effect of the distributed capacitances of the primary and secondary 
windings. Similarly, C pl represents the distributed capacitance 
between the two windings. In general, at least six lumped capaci¬ 
tances connected between the various pairs of terminals of the trans¬ 
former are needed to represent the effects of distributed capacitance. 
In the amplifier connection shown, however, one terminal of the 
primary winding and one terminal of the secondary winding have 
essentially zero impedance connected between them; hence one of the 
inter-terminal capacitances is short-circuited, and two others can be 
combined with C p and C s . The number of capacitances to be considered 
is thus reduced to three. 

A complete solution for the voltage gain in the amplifier of Fig. 18 
would hardly be worth while, because the complexity of the equivalent 
circuit is so great that the solution would undoubtedly be too un¬ 
wieldy for effective engineering use. Also, the resistances and induc¬ 
tances shown in the circuit are often not constant; they change with 
frequency. Hence resort is made here to approximate methods some¬ 
what similar in principle to those used previously to obtain a solution 
for the resistance-capacitance-coupled amplifier. The method is to 
simplify the equivalent circuit by reasonable physical approximations 21 
before the mathematical analysis is attempted. An alternative 
method that accomplishes the same result is to simplify thj mathe¬ 
matical expressions for the complex circuit, but a better physical 

11 F. E. Terman, Radio Engineering (2nd ed.; New York: McGraw-Hill Book Com¬ 
pany, Inc., 1937), 188-202. 
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visualization of the approximations is perhaps obtained from the 

“Since the reactances of the distributed capacitance C andUhe, inter- 
electrode capacitance C pk are generally large compared with the plate 
resistance of the tube, these capacitances have a negligible shunting 




<b> With Cp, replaced by an equivalent shunt capaciunce and the 
secondary shunt capacitances lumped into one 



(cl Final simplification with R e and R g neglected and the secondary 
parameters referred to the primary side 

Fig. 19. Simplification of the incremental equivalent circuit of tho 
transformer-coupled amplifier. 

effect and may be ignored. Also, the primary leakage inductance L ? is 
generally small compared with the primary incremental magnetizing 
inductance L m if the coefficient of coupling in the transformer is near 
unity. Hence at frequencies at which the susceptance of the incre¬ 
mental inductance is appreciable, the voltage drop in the leakage 
inductance L p is negligible, and the upper ends of the incremental 
magnetizing inductance L m and the core-loss resistance R c can be 
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connected without appreciable error at point x instead of at the point 
shown in Fig. 18b. The circuit is then simplified by these approxi¬ 
mations to that shown in Fig. 19a. 

The analysis of the circuit would be further simplified if the inter¬ 
winding capacitance C pa , whose value ranges between 30 and 600 n/if 
lor typical transformers, 22 could be replaced by an equivalent shunt 
capacitance in either the primary or secondary circuit. However, this 
replacement cannot be done rigorously. Since the interwinding capaci¬ 
tance interconnects the primary and secondary circuits, it causes equal 
components of current in both of them, regardless of the turns ratio a. 
Any shunt capacitance across the secondary terminals introduces com¬ 
ponents in the primary and secondary circuits having the ratio a, 
while any shunt capacitance across the primary terminals introduces 
no component of current at all in the secondary circuit. In general, 
however, the effect of the interwinding capacitance C pa in the inter¬ 
stage transformer is important mainly because it tends to produce 
resonance with the leakage inductances L, and L 9 . Shunt capacitance 
across the secondary terminals also does so, and the analysis here 
assumes that the important effect of C pt is approximately the same as 
that of a shunt capacitance across the secondary terminals when the 
shunt capacitance is adjusted to give the same component of secondary 
current. Conditions in the primary circuit are not truly represented by 
this approximation. Often the interwinding capacitance is not impor¬ 
tant in modern transformers, because a metallic shield is used between 
the windings. When the shield is connected to the negative terminal of 
the plate-power supply that is common to the various amplifier stages, 
the interwinding capacitance is reduced to a negligible value for the 
same reason that the control-grid-to-plate interelectrode capacitance 
is made negligible in a screen-grid pentode. 

In general, a capacitance connected across the secondary terminals 
of the transformer can be adjusted to give a magnitude of secondary 
current equal to the magnitude of the current through the capacitance 
C pa , but not in phase with this current, because the voltage across C ps 
is not exactly in phase with the secondary terminal voltage E o2 . The 
voltage across C ps is the difference of the terminal voltages and E,2 
when the positive reference directions are assigned as shown. These 
terminal voltages are neither exactly in phase nor 180 degrees out of 
phase, because of the voltage drop in the leakage reactances and coil 
resistances. However, provided the departure in phase from these 
conditions is not great, 

E g2 % ±aE p i, [63] 

« G. Koehler, "The Design of Transformers for Audio-Frequency Amplifiers with 
Preassigned Characteristics,” I.R.E. Proc ., 16 (4928), 1754, 1756. 
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, « negative sign applies for the two winding directions and the 

reassigned. 8 voltage reference directions shown in Fig. 18b, and the 
-S applies if an odd number of these directions are reversed^ 
The current 1 through the interwinding capacitance C„, shown as I„, 
Fig. 18b, is given by 


1 ,. 


E^-E 


1 


Pi _ 


1 IliwC-.) 


[64] 


[65] 

1 



In Eq. 65, the positive sign applies to the conditions of Fig. 18b, and 
the negative sign applies for the opposite relative winding directions. 
Also the value of C 9t depends on the winding directions. 1 hus a 
capacitance equal to [(a =F 1 )la)C pt connected across the secondary 
terminals causes approximately the same component of current at the 
secondary terminals as that caused by C pt . It should be recognized, 
however, that this approximation is inexact except at frequencies for 
which the voltage drops in the leakage reactances are small compared 
with the terminal voltages. Actually the approximation is used later 
in analysis of the operation at frequencies for which the voltage drops 
in the leakage reactances are comparable with the terminal voltages, 
although such use is not really justified. With C pt represented by its 
approximately equivalent shunt capacitance, the secondary shunt 
capacitances may be combined into one, and the equivalent circuit is 
reduced to that shown in Fig. 19b. 

Further simplification of the equivalent circuit may be accomplished 
by the use of Th^venin’s theorem to replace the core-loss resistance R e , 
the plate resistance r p , the effective resistance of the primary winding 
R v , and the electromotive force pE 9l in Fig. 19b by an equivalent 
generator and series resistance. The procedure is that used in Art. 5 to 
simplify Fig. 7c to the circuit in Fig. 7d. Since, in a well-designed 
transformer, R c is frequently large compared with R p of the transformer 
or r p of a triode, R c can often be ignored without undue error. The 
value of R g depends on the load impedance and other circuit para¬ 
meters in the stage of amplification that follows the one under con¬ 
sideration (see Art. 8, Ch. VIII). As a first approximation, R g is 
ignored in the following analysis, but its effect is considered quali¬ 
tatively in the subsequent discussion. Finally, the circuit is simplified 
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further if the secondary-circuit parameters are referred to the primary 
side of the transformer, the turns ratio a, its reciprocal, its square, or 
the reciprocal of its square being used as a multiplying factor in the 
usual manner. The approximate equivalent circuit then has the form 
shown in Fig. 19c. In this diagram, the negative sign in E o2 l( ±a) applies 
for the winding directions shown. 

lypical values of the parameters in Fig. 19c for an audio-frequency 
interstage coupling transformer are: 23 

R p = 800 ohms 

R s = 9,000 ohms 

L m = 20 henries 

L fq = 0.18 henry 

C fQ = §21 X 10 -12 farad (obtained from the series-resonant 

frequency of 15,000 cycles per 
second) 

a = 3. 


The ratio of L m to L tq is about 100 in the transformer described above, 
and it may be as great as 1,000 in high-quality transformers. Thus, in 
general, L fqt the total leakage inductance referred to the primary side, 
is small compared with the primary incremental inductance L m . 

Since the two inductances in the equivalent circuit of Fig. 19c 
have different orders of magnitude, there are two essentially distinct 
frequencies of resonance in the circuit. One corresponds to parallel 
resonance between L m and C tq , which occurs at a frequency so low that 
the reactance of L fQ is negligible compared with that of C The 
other corresponds to series resonance of L eq and C tq , which occurs at 
a frequency so high that L m is virtually an open circuit. From this 
reasoning it appears that in so far as resonance is a factor in governing 
the frequency response, the two inductances are not simultaneously 
important in determining the behavior of the circuit—one is impor¬ 
tant at high frequencies and the other at low frequencies. 

At frequencies considerably below the resonant frequency of L m and 
C fqt the reactance of C eq is so large as to constitute a virtual open 
circuit. The voltage drop in L eq and C„ is therefore negligible, and the 
behavior of the circuit for the relative winding directions shown is then 
that of the approximate equivalent circuit in- Fig. 20a. From this 
circuit, 


Ej* _ iiE, x j<oL m 
■ a r,' +j(oL n ’ 


[ 66 ] 


13 F. E. Terman, “Universal Amplification Charts," Electronics, 10 (June, 1937), 34-35. 
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or 


thus 



(a) Equivalent circuit for the low-frequency range 


►[67] 

[ 68 ] 

[69] 



(b) Equivalent circuit for the middle range of frequencies 


10 


(c) Equivalent circuit for the high-frequency range 
Fig. 20. Incremental equivalent circuits for transformer-coupled 
amplifier for the various frequency ranges. 

where A low is the complex voltage gain of the amplifier stage at low 
frequencies and 0 A is the angle by which E g2 leads E gl , namely, 

d A = tan- 1 [7 °] 

Equation 68 shows that as the frequency is increased from a low 
value the voltage gain approaches pa because of the increased the 
term a)L m . However, when the frequency is larger than the mini¬ 
mum value for which c oL m may be considered to be large compared 
with r v ' —say, when (oL m is larger than 10r p '—the voltage gam is 
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“ al i y constant and eq ual to f*. If the middle range of frequencies 
is deirned as one in which the voltage gain is essentially constant, the 
preceding condition may be said to determine the boundary between 
the low and middle ranges. Thus the complex voltage gain in the low- 

irequency range is given by Eq. 69, but, when the frequency is so 
high that J 

co > 10r f '/L m , [ 71 ] 

the voltage gain given by Eq. 69 is independent of the frequency. 

f£ Ce „®. eq “ IValent circuit for the middle range of frequencies is that 
oi big. 20b; the complex voltage gain at these frequencies is 

A -u = pa [V_, ^[72] 

and the lower boundary of the middle range of frequencies is given by 
Eq. 71 Actually, somewhere in the middle range of frequencies, the 
capacitance C resonates with the inductance L„ (the reactance of the 
inductor L being negligible), thus increasing the impedance between 
the terminals of L m . But this resonance does not appreciably affect the 
voltage gain, because it occurs in the frequency range where the 
reactance of L m is already so large that it constitutes a virtual open 
circuit even when the increase of impedance between the terminals of 
L m caused by resonance with C„ is neglected. 

Upon further increase of the frequency to values well above that 
corresponding to parallel resonance between L m and C series 
resonance between L tq and C rtJ is approached. However, below a 
frequency of about one-tenth the resonant frequency of L f(J and 
the effect of their reactances on the voltage gain is negligible, because 
that of C tQ is then more than one hundred times that of L tq and is 
generally large compared with the resistance r 9 \ Thus the high- 
frequency boundary of the middle range of frequencies is roughly one- 
tenth the series-resonant frequency of L fQ and C^, and Fig. 20b 
represents the behavior of the transformer in the middle range of 
frequencies for which 


iov 

L m 


< 0 )< 


1 

iovT^ 


[73] 


If the capacitance C tq and the coefficient of coupling are relatively 
large, the susceptance of C fQ may become comparable with 1 \r v at 
frequencies between the parallel-resonant frequency of L m and C^ and 
the series-resonant frequency of L tq and C The result is a “dip” in 
the frequency characteristic within that range of frequencies, but the 
analysis in this article does not account for it. 

In the high-frequency range lying above that defined by Eq. 73, the 
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r have an important. 

SSZ *- - “ 

shown in Fig. 20c; whence, 


A = ^- 2 = pa 
l 


1 l(jo>CJ 


_ - -pr » 


[74] 


where A,„* is the-complexgj“g^Sbteforapplication 
For the purpose of converting tq. /4 to a ioi 
to any transformer, it is convenient to define 


f J-- 

w = 1 , the series-resonant angular frequency [75] 

L'fi", of and C 


and 


0, 


(Ot>L 


o 


r p ’ + R, 


, the effective Q of the circuit** at the [76] 

resonant frequency (o 0 . 

When these quantities and Eq. 72 are substituted in Eq. 74, the result 
may be put in the rectangular-co-ordinate form 

►[77] 


A high _ 

Amid 




or, in the polar-co-ordinate form, 

Afiigh _ 1 

j['-i=y\‘+im 

Although the inverse tangent expression for the phase angle in Eq. 78 
is ambiguous as to the quadrant in which the angle lies, the expression 
when interpreted with reference to the circuit shows that the voltage 
E 02 lags E gl by an angle that approaches zero as the frequency 
decreases from the series-resonant frequency, that becomes 90 degrees 
at the series-resonant frequency, and that approaches 180 degrees as 
the frequency increases above the series-resonant frequency. Further¬ 
more, the symmetry in the denominator of the inverse tangent 
expression shows that for frequencies of, say, one-half and twice the 
series-resonant frequency, the changes in the phase angle from the 
series-resonant value of 90 degrees are equal and of opposite sign, and 
so on for any other corresponding pair of frequency ratios such as one- 
third and three. In other words, the curve of phase angle as a function 



14 E. E. Staff, M.I.T., Electric Circuits (Cambridge. Massachusetts: The Technology 
Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940), 319-325. 
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of frequency on a logarithmic scale is symmetrical about the series- 
resonant frequency (see Art. 15, Ch. VIII, for an example of similar 
symmetry). 

This symmetry is illustrated by the curves in Fig. 21, which show 
the voltage gain and phase angle in the amplifier stage. Obtained 



transformer-coupled amplifier.* 

from Eqs. 69, 70, 72, and 78, these curves give the voltage gain relative 
to the value in the middle range of frequencies and the phase shift as 
functions of frequency in a dimensionless form, so that they are 
applicable to any tube and transformer when the circuit parameters in 
Fig. 20c are known. The assumptions regarding the frequency limits 
of the middle range of frequencies stated in Eq. 73 are seen to be 
reasonable so far as the voltage gain is concerned, for the relative 
voltage gain is very close to unity at both these frequencies. However, 
the phase angle is not zero at these limits; in fact, it is as much as 11.4 
degrees for Q 0 equal to one-half; hence there is an appreciable error 
in the analysis concerning the phase angle. 

The usefulness of these curves may be illustrated by a typical 
example as follows: 

• This diagram is adapted from F. E. Terman, “Universal Amplification Charts,” 
Electronics, 10 (June, 1937), Fig. 2, p. 35, with permission. 
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T fit it be desired to find the frequency characteristic of an amplifier 
♦a™ in which the transformer has the circuit parameters given on 
page 540, and the tube has an amplification factor of 10 and a plate 
resistance of 10,000 ohms. 

Solution: The voltage gain in the middle range of frequencies is 

A mid = 3 x 10 = 30 t 79 l 


from Eq. 72. Also, 


r v ' = 10.000 + 800 = 10,800 ohms, 

a. = /-!-—rv = 9.4 x 10 4 radians per sec 

"o V 0.18 x 627 x 10~ 12 


[80] 

[81] 


^2 = 15,000 cps 
2rr 

= series-resonant frequency of L tq and C t<J , 


and from Eq. 76, 

Qo = 


9.4 x 10*x 0.18 


10,800 + 


9,000 

(3) 2 


1.43. 


[82] 

[83] 


The frequency for which (oL m equals r p ' is 

r/ 10.800 
' ” 2 t rL m ~ 2n x 20 


86 cps, 


[84] 


and for this frequency the voltage gain given by the curve at u>LJr p equals 1 is 
70.7 per cent of its value in the middle range of frequencies, or approximately 21. 
The voltage gain is approximately constant at the value 30 over the range from 
uiLJr p ' equals 10 to to/a> 0 equals 0.1; that is, from 860 to 1,500 cps. In fact, it 
departs from constancy only slightly over a range of 430 to 3,000 cps. At the 
series-resonant frequency of the transformer (15,000 cps), to/to 0 equals 1; and by 
interpolation between the curves for Q 0 equals 1.25 and equals 1.5, the voltage 
gain is found to be about 

1.40 x 30 = 42, [85] 

while its maximum value of 

1.50 x 30 = 45 [86] 


occurs at a slightly lower frequency. At 30,000 cps, to/a> 0 equals 2, and the 
voltage gain is decreased to about 

0.35 X 30 = 10.5 . [87] 


The voltage gain at other frequencies is readily determined from the curves in a 
similar manner, and the phase angle in the amplifier is given by the corresponding 
points on the phase-angle curve. 

Several conclusions regarding the desirability of certain features in 
the design of the transformer may be drawn from the curves of Fig. 21. 
One conclusion is that the region of essentially constant voltage gain is 
extended to lower frequencies if (a) L m , the incremental magnetizing 
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inductance of the primary winding, is made larger; (b) R„ the primary 
winding resistance, is made smaller; or (c) r p , the plate resistance of the 

ube, is made smaller. A second conclusion is that the region of 
essentially constant voltage gain is extended to higher frequencies if 
a> 0 is made larger by a decrease in (a) the leakage inductance, (b) the 
distributed capacitance of the windings, or (c) the interwinding dis- 
tri buted capacitance. These two conclusions are incompatible, however, 
because an increase of primary magnetizing inductance requires an 
increase in the number of turns on the secondary winding if the same 
turns ratio is maintained and the same core is used, and because both 
the distributed capacitance and the leakage inductance increase with 
the number of turns. Correspondingly, increasing the turns ratio to 
increase the voltage gain is accompanied either by a decrease of the 
primary magnetizing inductance or by an increase in the secondary 
leakage inductance and distributed capacitance. Consequently, the 
frequency range over which the voltage gain is substantially constant 
usually decreases as the turfis ‘ratio is increased, and the practical 
maximum for the step-up turns ratio has been found to be about three 
for interstage transformers to be used to amplify the frequencies con¬ 
tained in speech or music; larger ratios cause excessive distortion. 

A further deduction based on the curves of Fig. 21 is that to prevent 
an appreciable peak in the frequency response at the high frequencies 
near co 0 , the Q 0 of the circuit must not be more than about 0.8. The Q 0 
may be reduced to this value through decreasing the leakage induc¬ 
tance or increasing the sum of the tube plate resistance and the trans¬ 
former winding resistances. However, as has been seen, increasing the 
primary-winding resistance and tube plate resistance affects the low- 
frequency response of the amplifier adversely. On the other hand, the 
secondary-winding resistance does not affect the low-frequency 
response; hence some interstage transformers are deliberately wound 
with high-resistivity wire in the secondary winding to improve the 
high-frequency response. 25 

In the previous analysis, the effect of the load resistance R g in Fig. 
18b is neglected. Actually, the load tends to lower the voltage gain 
throughout the whole range of frequencies. Its greatest effect, however, 
occurs at frequencies near the resonant frequency co 0 . By introducing 
losses in the circuit, the load effectively reduces the Q 0 and thereby 
reduces the peak in the response at high frequencies. To improve the 
constancy of the voltage gain in an amplifier with a particular inter¬ 
stage transformer, it is therefore sometimes desirable to connect a 

14 G. Koehler, “The Design of Transformers for Audio-Frequency Amplifiers with Pre¬ 
assigned Characteristics,” I.R.E. Proc., 16 (1928), 1754-1755. 
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■ tnr across the secondary terminals of the transformer, although 
TZctice results in some sacrifice of voltage gain at all frequences." 
^When pentode vacuum tubes are used with an interstag*■ 
in Their plate circuits, the low-frequency response of a mphfier is 
“ T, to be inferior to that with a triode, because of the high plate 
Stance of the pentode vacuum tube. The low-frequency response 
mav be improved by the connection of a resistor in shunt across the 
nrimarv winding of the transformer, because, as may be demonstrated 
by application of ThiSvenin’s theorem in a manner similar to that“® e 
to reduce Fig. 7c to Fig. 7d in Art. 5, one effect of such a resistor is 
similar to that of a decrease in the plate resistance However an 
additional effect is a decrease in the effective internal electromotive 
force of the equivalent generator; thus the voltage gain is reducec a 
the middle and high frequencies by the shunt resistor. 


T uned circuits in amplifiers ^ 

When only a narrow band of frequencies is to be amplified, a 
coupling circuit or load impedance comprising one or more parallel- 
tuned or anti-resonant circuits is commonly employed. The first tubes 
in a radio receiver and the last ones in a radio transmitter have such 
circuits associated with them; the tuned circuits are adjusted so as to 
resonate at the frequencies to be amplified. The vacuum-tube oscil¬ 
lator, discussed in Ch. XI, often has one or more tuned circuits, and in 
this application tuned amplifiers are important not only at radio 
frequencies but also in the audio-frequency range. 

The circuit diagram of a basic type of tuned amplifier is shown in 
Fig. 22a, where the load is represented by a capacitance C in parallel 
with a series combination of an inductance L and a resistance R. The 
dissipation of power that occurs in the tuned circuit is accounted for by 
the resistance R in series with the inductor. This resistance is the sum 
of two components: one a resistance that accounts for the series 
internal alternating-current resistance of the inductor and the losses 
in the capacitor, and the other a resistance that accounts for the load 
resistance in which the amplified alternating-current power is to be 
dissipated. In a practical application, the load resistor may be in¬ 
ductively coupled to the tuned circuit, but by the methods given in 
Electric Circuits the behavior of such a coupled circuit may often be 
expressed approximately in terms of the simple tuned circuit con¬ 
sidered here. The resistance to direct current in the tuned circuit is 


»p. W. Klipsch, “Design of Audio-Frequency Amplifier Circuits Using Trans¬ 
formers,’’ I.R.E. Proc., 24 (1936), 219-232. 
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generally so small that there is a negligible voltage drop in it from the 
average component of the plate current. 

The impedance of the parallel-tuned circuit as a function of fre¬ 
quency is of interest, because this circuit is the external plate load of 
the amplifier and is the determining factor in the frequency charac¬ 
teristic. An analysis of the behavior of such a parallel resonant circuit 



(a) Circuit 



(b) Incremental equivalent circuit (c) Alternative equivalent circuit 

Fig. 22. Basic tuned amplifier. 


is given in most textbooks on electric circuits. 27 That analysis is 
summarized here, and extended to apply especially to tuned circuits 
used in amplifiers. In the equivalent circuit for the amplifier, Fig. 22b, 
the complex impedance of the tuned circuit is denoted by Z„ and is 
given by 



{R+j(oL) ]Zc 

R+jwL+ jZc 


[ 88 ] 


Expressed in terms of 






1 

Vlc ’ 


the resonant angular frequency of the 
circuit with R equal to 0 


[90] 


* 7 E. E. Staff, M.I.T., Electric Circuits (Cambridge, Massachusetts: The Technology 
Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940), 329-332. 
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and 

n ^ the figure of merit, or Q, for the circuit at [91] 

R ' the resonant angular frequency a> 0 , 

the impedance in Eq. 89 becomes 



The numerator of the expression in Eq. 92 may be written 


as 


[931 


and under the assumption that c oL is large compared with R, which is 
true in most practical circuits used as plate impedances, the imaginary 
term may be neglected; hence 



►[94] 


If instead of being shown as in Fig. 22b, the tuned circuit is repre¬ 
sented as in Fig. 22c—that is, as a parallel combination of L, C, and a 
resistance R, having the value L/(RC ), where R is the resistance shown 
in Fig. 22b—Eq. 94 may be obtained directly without the assumption 
that wL is large compared with R. Thus the neglect of the imaginary 
term in the numerator of Eq. 92 is equivalent to the assumption that 
the tuned circuit behaves as a parallel combination of those three 
elements rather than as the series-parallel circuit in Fig. 22b. Neither 
circuit is a strictly correct representation of an actual tuned circuit, 
since several causes contribute to the total power dissipation in the 
circuit; hence resistance at only one point in it is not sufficient to 
account for its behavior. However, if the Q 0 of the tuned circuit is large 
compared with unity, the variation of the impedance with frequency in 
the vicinity of resonance for the series-parallel circuit is indistinguishable 
from that of the parallel circuit, and each is a close approximation to 
the variation of the impedance with frequency for an actual tuned 
circuit. For these reasons, either the series-parallel circuit of Fig. 22b 
or the parallel circuit in Fig. 22c may be used to represent an actual 
tuned circuit, and Eq. 94 may be used to describe its behavior. In the 
subsequent discussion of tuned circuits in amplifiers, the series-parallel 
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circuit is shown in the diagrams. The analysis, however, is based on 
Eq. 94, so that it applies equally well to the parallel circuit. 

Frequencies in the vicinity of the resonant frequency w 0 /(2tt) are 
mainly of interest when the circuit is sharply tuned. The term w/w 0 
is then near unity, and the denominator involves the difference of two 
numbers that are almost equal; hence it is convenient to express the 
results in terms of 




which is the fractional departure of aj from the resonant angular 
frequency oj 0 . In terms of <5, Eq. 94 may be written as 


7 L 
Zlf *R5 


i + m* 


1 + 6 > 


i (oL 

, when —> 1. 


►[96] 


Equation 96 is an expression for the impedance of the tuned circuit in 
very useful form. It may be further simplified, if <3 is small compared 
with unity, to 

L 1 (dL 

z '*Tc TTIm ' when “R > 1 and 5 < L * 97] 

Resonance in a parallel-tuned circuit may be defined as either the 
condition of unity power factor or the condition of maximum im¬ 
pedance in Eq. 89. In general, these conditions may occur at different 
frequencies; when the Q 0 of the circuit is large, however, they occur at 
practically the same angular frequency w 0t at which the imaginary 
term in the denominator of Eqs. 94 and 96 is zero. The impedance at 
resonance is thus a real quantity denoted by R t and given by 


R t = — == impedance of parallel circuit at resonance, [98] 
RC 

or, in terms of other quantities, 


p <°0 L 

1 RC Ru> 0 C 


%-* = %-*= Qo*R = («.£». = QoJ - c . K®9] 


where X co and X L0 are the reactances of the capacitance and induc¬ 
tance, respectively, at the resonant frequency, and a> 0 L/i^, or Q 0 , is 
large compared with unity. 

Normalized curves of the magnitude and phase angle of the imped¬ 
ance Z t of a parallel tuned circuit as expressed by Eq. 96 are shown in 
Fig. 23 for values of 10 and infinity for Q 0 . The abscissas on this 



. . TUNED CIRCUITS IN AMPLIFIERS 551 

Art- 

diagram are the fractional angu.a,^ ^ 

relive to 1/0*. Once values of value 0o are chosen 

resonant angular frequency become established 

or determined, scales of diagram through simple 

for these curves and may be JV f( J a n parallel resonant 

arithmetic. Hence the curves of the imped- 

stest tsr- a?— * *•— point ' and the 

_ ■ i 1 1 1 11111 i n 
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Relative frequency deviation, ( 

Fig. 23. Universal curves for the ma^itude 

of a parallel resonant circuit in terms of w 0 . Q 0 . and t 

from Eqs. 90, 91, and 99. 

phase angle is zero there. As the frequency deviates from the resonant 
value, the impedance approaches that of the co.l and resistor at low 
frequencies and the reactance of the capacitor at high frequencies, 
while the phase angle approaches plus and minus 90 degrees for 
and high frequencies, respectively, if Q„ >s large. (Actually, of course, 
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the phase angle must reach zero at zero frequency, and the analysis 
here is applicable only for frequencies in the vicinity of resonance.) 
The curve for any value of Q 0 greater than 10 falls between the two 
shown. Since the curves differ so little in the vicinity of resonance, the 
curve for infinite Q 0 may be used with negligible error for most com¬ 
putations. Use of it is equivalent to the assumption that Eq. 97 is 
applicable. 

When the imaginary terra in the denominator of Eq. 96 or 97 has 
the value plus or minus unity, the impedance of the circuit is 70.7 per 
cent of its value at resonance. If the circuit is supplied from a constant- 
current source, the power dissipated in the circuit when the frequency 
is adjusted to produce either of these conditions is one-half its value at 
the resonant frequency. For this reason, the frequencies for these con¬ 
ditions are called the half-power frequencies. They are the frequencies 
for which 

6 = ± i’ woo] 

and it is seen that, if is large, the width of the curve of impedance as 
a function of frequency between these two frequencies is small; that 
is, the resonance curve is sharp. The frequency deviation between the 
two half-power frequencies, (o 0 IQ 0 in radians per second, is commonly 
called the bandwidth of the resonance curve, as is indicated in Fig. 23. 
By means of Eqs. 90 and 99 it may be expressed as 

Bandwidth = ^ = radians per second. [101] 
'— -Vo 

Thus it depends only on the resonant impedance R, and the capaci¬ 
tance, and is independent of the resonant frequency. 

In some tuned-amplifier circuits, particularly Class B and Class C 
tuned amplifiers, the plate current contains appreciable harmonic- 
frequency components. The relative impedance of the circuit at the 
harmonics of the resonant frequency is then of interest. At the 
frequencies 2 <o 0 , 3 oj 0 , 4co 0 , • • • , 6 has the values 1, 2, 3, • • • . Since Q 0 
is large compared with unity, the real term in the denominator of 
Eq. 96 may be neglected in comparison with the imaginary term at 
these high frequencies, and the impedance at the harmonic fre¬ 
quencies is approximately a capacitive reactance given by 


X 2 = -zrp. -pr for the second harmonic, 
RC 3 Q 0 

L 3 

X 2 = — —— for the third harmonic, 
RC 8 Q 0 


[ 102 ] 


[ 103 ] 



Art. 9 ] 


TUNED CIRCUITS IN AMPLIFIERS 


553 


X 4 = p 7 


RC 15Q, 




for the fourth harmonic, 
for the fifth harmonic, 


[104] 

[105] 

_ —-- 1U1 blio «■« — — 

RC 2iQ 0 

_ Tf 0 has a representative value of 100, the impedance at the 

frequency in sucn a w “y values of 0 depend on 

"«.d-“ P s«»»«■“"■*» t c t"" 

merhanicallv and are coupled to the electrical circuit through the 
piezoelectric^effect often serve as the tuned circuit. Also, at the higher 
radio frequencies, transmission lines and resonant cavities repla 
lumped-constant tuned circuits. Any such element tha^ exhibits 
impedance or admittance in the form of Eq. 94 ,88aldt ° h 
resonant Q given by the coefficient occupying the position of Q„ in tha 

““n.™. circuiting in the tuned circuit « -««• “J b / 
expressed in terms of the plate current of the tube. 1 he current , 

in the tuned circuit of Fig. 22b is given by 

I = Ep - ^ [1° 6 1 

' VR* + (a* 0 *^ 1 ) 

at the resonant frequency, and, since co„L is large compared with R. 
this may be simplified to 

when^>l. ^ K107] 

c 0 0 L n 

This relation is sometimes very useful, for I t , being many times larger 
than / p> can be measured relatively easily, and then I pt and °\™ T 
quantities can be found through dividing I t by Q 0 , and so forth. The 
power delivered to the tuned circuit by the source and dissipated in the 
resistance R at the resonant frequency may be computed by either 

P = I t 2 R, H108] 

P * I*R t . HI09] 


or 
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10. Tuned voltage amplifiers 

The discussion of modulation in Ch. XII shows that the only com¬ 
ponents contained in the usual radio-frequency signal are those having 
frequencies close to the mean frequency. For example, the frequency 
components of a typical broadcast signal having a mean frequency of 
1,000,000 cycles per second lie in the range of about 995,000 to 
1,005,000 cycles per second, and the ratio of the bandwidth to the 
mean or carrier frequency is therefore about 1 to 100. An amplifier 
designed to transmit these signals need have a uniform voltage gain 
over only a relatively narrow frequency range. Voltages whose 
frequencies lie outside this range are undesired; they produce inter¬ 
ference with the information to be transmitted. In order to reject 
unwanted signals and interference, the plate-load impedance or the 
transfer voltage ratio of the amplifier-coupling network should there¬ 
fore fall steeply to low values outside the signal band, and thus reduce 
the voltage gain to negligibly low values. In some applications, it is 
desirable also that a simple adjustment shift the mean frequency to a 
new value. The preceding article indicates how a simple parallel-tuned 
circuit used as a plate-load impedance can partially accomplish this 
objective if a means of adjusting the resonant frequency is provided. 
Common practice is to provide adjustment by means of an adjustable 
capacitor, although in some applications the inductance is made 
adjustable. 

10a. Tuned-Plate Capacitance-Coupled Amplifier. A simple type of 
cascade tuned voltage amplifier is shown in Fig. 24. It is essentially 
similar to the resistance-capacitance-coupled amplifier except that 
the plate-load impedances in series with the plate-power supply are 
parallel-tuned circuits. 

Because the plate-load impedance is a tuned circuit, the tendency 
for the amplifier to oscillate owing to feedback through the grid-to- 
plate capacitance, discussed in Art. 9, Ch. VIII, and in Art. 7, Ch. XI, 
is particularly important. As the frequency is increased, this tendency 
becomes more pronounced with a given plate-load impedance, 
because the coupling susceptance through the tube capacitance is 
directly proportional to the frequency. Pentode vacuum tubes are 
used extensively in tuned radio-frequency amplifiers because their 
capacitance from control grid to plate is very small. In order to realize 
the full benefits that these tubes make possible, shielding of the grid 
and plate circuits is necessary, and is usually readily accomplished. 
Pentodes are therefore used for illustration in the circuit shown in 
Fig. 24. 

All the electrode voltages in the amplifier of Fig. 24 are shown as 
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(a) Circuit diagram 


From rectified- 
power supply 



(b) Approximate incremental equivalent circuit 
for one stage 

Fig. 24. Capacitance-coupled tuned voltage amplifier. 

frequencies are connected between each resistor ind t J e “ 
negative connection. These combinations of res.stance and capacitance 
called decoupling circuits, serve the dual purpose of providing the 
proper electrode voltages and of preventing variations > n t he current to 
one electrode from affecting the voltages of other electrodes m the 
same and other stages. When not made negligible by adequate means 
such as these decoupling circuits, coupl.ng of that type through. t e 
common impedance of the power supply may cause unstable amplifier 

° P With° n suitable by-pass capacitors, the impedance between the 
cathode, suppressor grid, screen grid, or lower terminal of the tuned 
circuit and the common negative connection is very low. Thus tl 
capacitance between the plate and these other electrodes m one stage 
of Fig. 24 is effectively in parallel with the tuning capacitor (shown 
adjustable), and these interelectrode capacitances and stray wiring 
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capacitances affect only the adjustment of the tuning capacitor. The 
effective shunt input admittance of the second tube, which is pre¬ 
dominantly a capacitive susceptance, is in parallel with the grid 
resistor R g . The coupling capacitance C e can, however, easily be made 
large enough to have a reactance that is small compared with the 
impedance of the parallel combination of R g and the effective shunt 
input impedance of the second tube. Consequently, the effective shunt 
input admittance of the second tube also affects only the tuning 
adjustment. 

In accordance with the foregoing considerations, the equivalent 
circuit for one stage of this amplifier when operation is restricted to the 
linear region of the tube characteristics is that shown in Fig. 24b, 
where the tube is represented as a constant-current source with r p 
shunted across it. At the resonant angular frequency a> 0 , which equals 
1/V LC , the impedance of the tuned circuit is a resistance R, equal to 
(o 0 LQ 0 as given by Eq. 99. The voltage amplification at resonance is 
then g m times the impedance of r p , R gi and the tuned circuit in parallel; 
that is, 


— a — Q 
E ~ A o- g ’ 


1 


<rl 


1 1 I 

+ X + % 


= 9, 


<o 0 LQ a 


1 + + "o^o 


R 


►[HO] 


[HI] 


The equivalent circuit of Fig. 24b shows that the total impedance 
that determines the voltage gain of the amplifier is the combination of 
r p , R g , and the tuned circuit in parallel. On the assumption that the 
tuned circuit can be represented as a parallel combination of induc¬ 
tance, capacitance, and constant resistance R, t rather than as shown 
in Fig. 24b, the curve of impedance as a function of frequency for the 
parallel combination including r p and R g is the same as though the 
resonant resistance of the tuned circuit were decreased from the value 
R t to the resistance of the parallel combination of R t , r p , and R g . 
Furthermore, the curve of voltage amplification as a function of 
frequency has this same shape, since the tube is considered as a 
constant-current generator supplying current to this impedance. 

Since, from Eq. 99, 


«• - V! • 


[ 112 ] 
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the effect of the resistance r, and in parallel with the Juned circmt 
is the same as though the Q 0 of the actual tuned circuit were reduced 

the effective value 


Qo = 


R. R t 
1 + T 5 + 7F 


►[113] 


where 

Q 0 is the resonant Q of the tuned circuit, 

Q 0 ' is the effective resonant Q of the amplifier. 

In terms of Q 0 \ the voltage amplification of the amplifier at resonance 
is, from Eqs. Ill, 112, and 113, 



[114] 


The amplifier selectivity, which corresponds to Q 0 \ is always lower 
than the selectivity of the tuned circuit alone. From Eqs. 90 and 10 , 
the bandwidth is 



1 

2nQ 0 WLC 


cycles per second. 


[115] 


Thus the product of the voltage amplification at resonance and the 
bandwidth, 


A 0 X BW 


—- cycles per second, 
2nL 


[116] 


depends only on the tube and the total capacitance, and is independent 
of the resonant frequency, the resonant Q 0 , and the resonant imped¬ 
ance. This expression is seen to be essentially identical with Eq. 60 
developed for the effective bandwidth of a resistance-capacitance- 
coupled amplifier. These conclusions hold only to the extent that the 
tuned circuit can be represented by a parallel combination of induc¬ 
tance, capacitance, and constant resistance. As is pointed out in the 
discussion of Eq. 94, however, if the <?„ of the tuned circuit is large, 
this representation gives results indistinguishable from those of an 
actual circuit over a range of frequencies near the resonant value. 

Equation 116 shows that when the capacitance is held constant, an 
increase in the voltage amplification can be obtained with a given tube 
only at the expense of bandwidth. The maximum value of the product 
of the voltage amplification and the bandwidth is determined by the 
minimum permissible capacitance in the tuned circuit. This minimum 
capacitance is usually set by the interelectrode and stray wiring 



558 


CASCADE AMPLIFIERS; CLASS A 1 


[Ch. IX 


capacitances inherent in the circuit. When the capacitance is larger 
than this minimum value, the resonant load impedance and, corres¬ 
pondingly, the voltage amplification may be increased through increas¬ 
ing either the L/C ratio or Q 0 as indicated by Eqs. 99 and 110. If the 
L/C ratio is increased for fixed values of Q 0 and co 0 , Eqs. 99 and 113 
show that the effective Q 0 ' of the amplifier is decreased. Thus under 
these conditions an increase in voltage gain is indeed accomplished only 
at a sacrifice of frequency selectivity, or increase of bandwidth, in the 
amplifier, and a compromise between the two must be made. On the 
other hand, if the voltage gain of the amplifier is increased by an 
increase in the Q 0 of the tuned circuit at fixed values of oj 0 and L/C 
ratio, Eq. 113 shows that the effective Q 0 ‘ of the amplifier is increased 
and the frequency selectivity is also increased. 

The voltage gain that can be obtained with triodes is limited 
because of the relatively low amplification factor of the tubes. Further¬ 
more, special neutralizing methods are required in grounded-cathode 
triode amplifiers to prevent oscillations associated with the large 
values of grid-to-plate capacitance. Pentodes with their large values 
of amplification factor and plate resistance and their relative freedom 
from undesirable interelectrode capacitance make possible much 
higher voltage gain for the same sharpness of frequency characteristic 
and have therefore practically supplanted triodes in tuned amplifiers. 
When the relatively large noise voltage inherent in a pentode is not 
tolerable, however, a triode is often used as a grounded-grid amplifier. 

^ 10b. Tuned-Secondary Transformer-Coupled Amplifier. Instead of 

S the capacitance coupling shown in Fig. 24, air-core transformer coup¬ 
ling is often used in radio-frequency amplifiers. A stage of tuned radio- 
frequency voltage amplification with an air-core transformer as a 
coupling element is shown in Fig. 25a. If all stray and interelectrode 
capacitances are neglected, the equivalent circuit for this amplifier is 
that shown in Fig. 25b. Such neglect is permissible if the primary 
inductance is low and the coupling coefficient is high, for then the 
capacitances affect principally the tuning capacitance. 28 

The expression for the voltage gain of the amplifier, which is the 
ratio of the output and input voltages, may be obtained as follows 
through simultaneous solution of the Kirchhoff s law equations for 
the two loops in Fig. 25b in a manner that eliminates the unwanted 
currents and voltages and leaves the input and output voltages and 
the circuit parameters in the final expression. The sum of the voltage 
rises taken clockwise around loop 1 and equated to zero is 

—fiE gl + I p (r p + R y + juLJ — jo)MI 2 = 0. [117] 

28 F. E. Terman, Radio Engineering (2nd ed.; New York: McGraw-Hill Book Company, 
Inc., 1937), 212-213. 
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Similarly, for the voltage rises taken counterclockwise around loop 2, 

Ah + iK-^)]-^= 0 ' [U8] 




Fig. 25. Tuned-secondary transformer-coupled voltage amplifier. 


The complex voltage gain A 

A = 


is given by 

E g2 = 2 2 

E, i E *i 


[119] 


Elimination of /, from Eq. 117 by means of Eq. 118 and solution for 
the right-hand expression in Eq. 119 give 

Atm _ MIC* _[ 12 0 ] 

-\r, + R, +*»£,) [*, +3 (»*-. - ^)] + 0,1111 

Generally, R x and a)L x are negligible compared with r p , and Eq. 120 
can be simplified to 


A= n 


MIC* 




[ 121 ] 
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If the tuning capacitance C 2 is varied while the other parameters 
are fixed, both the numerator and denominator in Eq. 121 change. 
However, the numerator varies inversely with C 2 , but the reactance 
term in the denominator is a difference term that approaches zero 
rapidly as C 2 is varied toward the value for which 

<o = (0 0 = l/VLjC, . [122] 

Hence, in general, the voltage gain is a maximum at practically the 
resonant angular frequency defined by Eq. 122. At the resonant 
frequency, or with the optimum value of C 2 that makes the circuit 
resonate at any given frequency, the voltage gain is therefore 

A = n —- —^" 2 21f2 > for optimum C 2 , or to = oj 0 . [123] 

r p*'2 i &0 M 


This result may also be expressed in terms of Q 0t or <o 0 L 2 /# 2 , by means 
of Eq. 122 as 


A =g m 


<o 0 MQ 


—, for optimum C 2 . 

(OqM 1 
r p R 2 


►[124] 


The denominator of this equation is the ratio of the apparent series 
resistance 29 in the secondary circuit, R 2 + (co 0 2 3/ 2 /r p ), to the actual 
series resistance R 2 , the apparent resistance being larger because of the 
reflected effect of r p from the primary circuit. The over-all Q 0 of the 
amplifier circuit is for this reason lower than the Q 0 of the tuned 
circuit alone. The shape of the curve of voltage gain of the amplifier as 
a function of frequency, or its selectivity, corresponds to a reduced 
value of Q 0 — the value obtained through dividing the Q 0 of the tuned 
circuit by the factor 1 + [a> 0 2 J/*/(r p /? 2 )]. 

It is explained subsequently that with tetrodes or pentodes, r p is 
generally large compared with the values of (d 0 z M 2 I r 2 that can be 
obtained practically in radio-frequency amplifiers; thus, when these 
tubes are used, the denominator in Eq. 124 is approximately unity, the 
effective Q 0 is nearly as large as the actual Q 0 , and the peak in the 
frequency characteristic is nearly as narrow as the resonance curve of 
the tuned circuit itself. The voltage gain at resonance with pentodes or 
tetrodes is therefore given approximately by 


UJq M - 

A & g m toMQ 0 , for optimum C 2 and r p > —-—. 

n 2 


►[125] 


*• E. E. Staff, M.I.T., Electric Circuits (Cambridge, Massachusetts: The Technology 
Press of M.I.T.; New York: John Wiley & Sons, Inc., 1040), 378-384. See also, in this 
book, the discussion of Eq. 134 in this chapter and Art. 5, Ch. X. 
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rt. it/j 
Equation 125 

Umit as JM is increase . ^ f £ 124 becomes important with 

-.•** teTm J n 'n! there is an optimum vaiue of if for maximum 

in T. eaS1 ?aifthat lay be derived through equating to zero the partial 
derivative'of X with respect to if as follows. From Eq. 123, 


13?“'“- lr,R t + 


whence, the optimum value of if is 

if.,, 

or , by substitution of Eq. 122, 


IvTJT*; 

°>o 


M„, = V r p R t L 2 C t 


[126] 


[127] 


►[128] 


Th . voiug. g . in 

and if with the other parameters constant is, oy 

127 in Eq. 123, 

. _ 1 , for if = if.,, and °pt‘ mum C f [129] 

* 2a , 0 C t Vr p R t 

By means of Eq. 122, this maximum voltage gain may be expressed as 

1130] 


fl 0) 0 L t 


Vr p 2y/T t ' 


whence, 


, i / -A, for if = i/.„ and optimum C„ [131] 

A ~ 2 V mm R t C t 

or, in terms of Q 0 and the equivalent expressions in Eq. 99, 

A = \ V Mn <o 0 L 2 Qo = % ^ [132] 

__ pQo IR 2 for j/ = 3/ op< and optimum C 2 . K 133 l 

2 V r p ’ 

Equations 131 and 132 show that in order for 

gain A to be large, the quantity Mm , which depends only on the tube, 










562 


CASCADE AMPLIFIERS; CLASS A l 


[Ch. IX 


must be large, as also must the parallel-tuned impedance of the 
secondary circuit of the transformer. 

The effective plate-load impedance offered by the transformer and 
secondary load—that is, the impedance as viewed from the tube into 
the transformer primary-winding terminals—is: 80 


Effective plate-load impedance = z n 



[134] 


where Z n , Z 22 , and Z 12 are the self-impedances of the primary and 
secondary circuits and the mutual impedance between them, respec¬ 
tively. For the circuit of Fig. 25b, these are given by 

Z n = 1 , [13®] 

l‘ s 'l 



[137] 


When the mutual inductance 3/ and the capacitance C 2 have their 
optimum values given by Eqs. 122 and 127, Eq. 134 becomes 

Effective plate-load impedance = R x + jioL x -+- r p . [138] 

Since, in general, -f jwL, is small compared with r p , the optimum 
conditions are essentially the impedance-matched conditions at which 
the tube delivers maximum power to its load. 

Because of practical considerations, the optimum value of M is not 
of much importance in present-day amplifiers. With tetrodes or 
pentodes, the value of r p is so high that it may be difficult to realize the 
value of 3/ required in Eq. 127 and at the same time to have coils that 
behave like inductances at the operating frequencies—that is, coils 
whose self-resonant frequencies are above the operating frequencies. 
Furthermore, if the optimum value of 3/ could be realized, difficulties 
with oscillations would be likely to occur in spite of the low control- 
grid-to-plate interelectrode capacitance and careful shielding, 
because the plate-load impedance would then be comparable to the 
reactance of the interelectrode capacitance. Consequently, the mutual 
inductance is usually chosen far below the optimum value in pentode 
vacuum-tube amplifiers, and Eq. 125 applies. In triode amplifiers, 
neutralizing methods to prevent oscillations are practicable, and these 

M E. E. Staff, M.I.T., Electric Circuits (Cambridge, Massachusetts: The Technology 
Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940), 378-379. 
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Art- 

, „„ther with the relatively low values of r,-make feasible the 
Tivlttn of the optimum value of Jf; but, even so, the values of 
““ gain that can be realized are usually lower and the circuit 
V °S considerably more complicated than with pentodes. 

When a frequency characteristic with a flatter top than that 
htained with a single resonant circuit is desired, double-tuned trans 
f Tr coupling is often utilized - This type of coupling is accom- 
>Ted by the addition of a second tuning capacitor connected across 
the primary terminals of the coupling transformer, and ,s sometimes 
h u V J ZJ-r>ass coupling. By adjustment of the parameters in the 
circuit the frequency characteristic may be made to have a relative y 
niform voltage gain over a band of frequencies and sharply defined 
boundaries at the limits of the band. A still wider band-pass charac¬ 
teristic is often obtained through stagger tuning ; that is. through 
cascading several tuned amplifier stages having different resonant 
requenefes. Such circuits are often used in the intermediate-frequency 
Amplifiers of superheterodyne radio, radar, and television receivers, 
which amplify over a fixed frequency band. 

11 Compensated broad-band amplifiers 

In a simple resistance-capacitance-coupled amplifier, as the dis¬ 
cussion of Eq. 60 in Art. 5 points out, an increase of the upper half¬ 
power frequency can be obtained only at the expense of the voltage 
amplification in the middle range of frequencies. \ anous circuit 
artifices 32 are available for extending the region of relatively uniform 
voltage amplification to higher frequencies without sacrificing voyage 
amplification. One of the simpler methods is that of adding an inductor 
L in series with the plate-load resistor, as is shown in big. .6. The 
inductance is so small that it has a negligible effect on the voltage 
gain in the low or middle ranges of frequency, but at high frequencies 
the tendency for resonance between it and the shunt capacitance of 
the circuit increases the effective load impedance and therefore the 
voltage gain, as is indicated in Fig. 26d. 

The equivalent circuit for this amplifier, shown in big. -fib. is 
similar to that shown in Fig. 6b except for the added inductance L. At 
the high frequencies, the coupling capacitor C ( has negligible reactance, 

>■ W. L. Everitt, Communication Engineering (2nd ed.; New York: McGraw-Hill Book 
Company. Inc.. 1937), 496-503; E. A. Guillemin, Commun,canon A e/aorls. \ ol. I (Now 
York: John Wiley & Sons, Inc., 1931). 323-339; L. B. Arguimbau. 1 acuum-TubeC.remle 
(New York: John Wiley & Sons. Inc.. 1948). 207-217. 

« R. L. Freeman and J. D. Schantz. -Video-Amplifier Design/ Electronics. 10 (August. 
1937), 22-25, 60. 62; D. E. Foster and J. A. Rankin. “Video Output Systems. RCA 
Rev., 5 (1941), 428-438. 
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and, since R L is ordinarily made small compared with the resistances 
r p and R g to increase the high-frequency limit of the frequency 


Q 



(b) Incremental equivalent circuit 



10 10 ' 10 * 10 ' 10 ' 10 ‘ 
Frequency in cycles per second 

(d) Frequency characteristic 


Fig. 26. Shunt-compensated broad-band amplifier. 

response, the effective load for the constant-current generator is that 
shown in Fig. 26c, where 

c; =C, + C, k . [139] 

The complex voltage gain for the amplifier stage is, then, 


A — — = —a 
** r 9 m 


[ 140 ] 


' 9 1 


Rl + 


+ j^9 
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where the complex quantities E„ and E fl represent the corresponding 

^Rearranging Eq. HO into a normahzed or dimensionless form makes 
possible plotting the essential features of the relation in a conc.se 
graphical form that is universally applicable for any combination of 
values of the circuit parameters. For this purpose, may be expressed 
relative to w t , the half-power angular frequency in the absence of 

inductance, given by 

1 [141] 


co 2 = 


Rip: ’ 

and A may be expressed relative to g m R L , the magnitude of the 
voltage amplification in the middle range of frequencies when L is 
zero Equation 140 then takes the form 

««(=) 1 


rs c; 


g n R. 




[142] 


But 


<°t L -O 

R l ~ Q *’ 


[143] 


Rl'C / 

where Q 2 is the Q of the parallel resonant circuit at the half-power 
angular frequency (o 2 • Thus Eq. 142 becomes 


A 

9m R L 


+»(=) 


-OMS)' 


[144] 


which expresses the characteristics of the circuit in the form of a 
relation between two dimensionless variables with a third, Q 2 , as a 
parameter. The magnitude of the relative voltage amplification is 
given by the magnitude of Eq. 144, 


1 + 




g m R. 


[-<)T+(r 


[145] 


and the phase shift is 

e^tan-'J— (£)[l "«.+ («. J)])’ 


[ 146 ] 
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The inverse tangent expression for the phase angle in Eq. 146 is 
ambiguous by an additive multiple of 180 degrees. As co and Q 2 
decrease, however, the angle must approach the 180-degree value 
corresponding to that of a simple resistance-capacitance-coupled 
amplifier operating in the middle range of frequencies. Hence it is 
apparent that the angle lies between 90 and 180 degrees if Q 2 is small 
compared with one, as it always is for the small values of L used in 
broad-band amplifiers. The phase angle 

0 = 0 A — 180 degrees [147] 

is the phase shift measured from the 180-degree value inherent 
because of the tube, and lies between 0 and —90 degrees. 



Fig. 27. Universal voltage-gain curves for the shunt-compensated 

broad-band amplifier.® 


A family of normalized curves relating the relative voltage ampli¬ 
fication AI(g m R L ) to the relative frequency co/co 2 as expressed by Eq. 
145 is shown in Fig. 27. From these curves the circuit parameters 
required to give a particular shape to the high-frequency end of the 
frequency characteristic may be obtained. For example, if Qi is chosen 
as 0.5, the amplifier has the same amplification at the angular fre¬ 
quency (o 2 or frequency f 2 as in the middle range of frequencies. For 
any value of C/ inherent in the circuit and any chosen value of co 2 , 
the values of R L and L required to produce the frequency characteristic 

• This diagram is adapted from A. V. Bedford and G. L. Fredendall, "Transient 
Response of Multistage Video-Frequency Amplifiers," I.R.E. Proc., 27 (1939), Fig. 3, 
p. 280, with permission. 
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°>,c;' 


and 


1 


T R L 

( ° tL ~ 2 _ 2 a> t C a ' 
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[148] 


[149] 


Thus if the voltage ampUfication must be practically constant up to a 
particular high frequency and have the same value at the particular 


7T 



I 


Relative frequency 

Fig. 28. Universal curves of | 0|-/co as a function of w for the shunt- 
compensated broad-band amplifier.* 

high frequency as in the middle range of frequencies, the load resis¬ 
tance should equal the reactance of the effective shunt capacitance and 
the inductive reactance should equal half the load resistance at that 

frequency. „ . .. 

It is pointed out in Art. 12, Ch. VIII, that when 0 is directly pro¬ 
portional to co, or, alternatively, 0/co is independent of co, the amplifier 
causes no phase distortion. To show the range of frequencies over 
which the time delay Q/co is essentially constant and the phase dis¬ 
tortion is hence zero, a family of curves that is universally applicable 
for any values of R L , L, and <7/ is shown in Fig. 28. The ordinates of 
the curves are the time delay \0\ /co relative to the time of one cycle, 
2 t tR l C 9 ', at the reference angular frequency co 2 , where |0| is the 
magnitude of the part of 6 A that varies with frequency, as given by 

* This diagram is adapted from A. V. Bedford and G. L. Fredendall. "Transient 
Response of Multistage Video-Frequency Amplifiers," I.R.E. Proc., 27 (1939), Fig. 4, 
p. 280, with permission. 
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Eq. 147. The abscissas of the curves are the relative frequency w/w 2 . 

With co/co 2 and Q 2 given, the phase shift at any frequency is readily 
determined from Fig. 28. For example, if L is zero, Q 2 is zero, and the 
amplifier is then the ordinary resistance-capacitance-coupled amplifier. 
At the angular frequency w 2 , the value read from the ordinate scale for 
the curve for Q 2 equals zero is 


Thus 


\e\ 1 

«*, tnJtgpi 0-128 


[150] 


|0| = 2tt x 0.125 = 0.785 radian = 45 degrees. [151] 
Since, as was previously explained, 0 is a negative angle, this result 
means that E g2 leads E gl by 180 — 45 degrees, or 135 degrees, which 
agrees with the result in Fig. 8c when the frequency is / 2 . 

In Fig. 28 the curve for Q 2 equal to 0.34 shows the least variation of 
|0| /o> and hence produces the least phase distortion. On the other 
hand, the curve for Q 2 equal to 0.44 shows the least variation of 
voltage gain in Fig. 27, and hence produces the least frequency dis¬ 
tortion—that is, variation of amplitude with frequency. In general, 
therefore, the value of Q 2 should lie between 0.34 and 0.44, but dis¬ 
tortion from one cause or the other cannot be avoided by the simple 
expedient of insertion of inductance in series with the plate-load 
resistor. 

The response of a shunt-compensated amplifier to a suddenly 
impressed constant input voltage is shown by the curves in Fig. 29. 
These curves, which may be derived by ordinary methods, 33 show the 
instantaneous output voltage e g2 relative to its final value as a function 
of time relative to the time of one cycle at the angular frequency 
(> 2 - For all values of Q 2 larger than 0.25, the curve overshoots the final 
value. This value of 0.25 for Q 2 thus corresponds to the condition of 
critical damping in the oscillatory RLC system. The curve for Q 2 
equal to 0.25 reaches the final value sooner than any curve for a 
smaller value of Q 2 . Hence, for best transient response Q 2 should equal 
0.25, or a value somewhat larger if some overshoot is permissible. 
Both the value 0.44, which gives the flattest frequency characteristic, 
and the value 0.34, which gives the least phase distortion, exceed the 
value 0.25, which gives the maximum rate of rise of the output for no 
overshoot. No one value can give optimum results in all three respects. 

Other methods of compensating for the shunting effect of the 
inherent capacitance at the high-frequency end of the frequency 
characteristic are the use of an inductor in series with the coupling 


” E. E. Staff, M.I.T., Electric Circuit* (Cambridge, Massachusetts: The Technology 
Press of M.I.T.; New York: John Wiley & Sons. Inc., 1940), 220-250. 
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capacitor and combinations of inductors in series with both the load 
resistor and the coupling capacitor. 34 These more elaborate four- 
terminal networks give some improvement in response over that 
obtainable through use of the simple series inductor illustrated in 
Fig 26, but they have the serious disadvantage of requiring a much 
more complicated adjustment procedure. 



Fig. 29. Transient response of shunt-compensated amplifier to a suddenly 

applied constant input voltage.* 


Compensation to minimize the phase distortion at the low fre¬ 
quencies is also desirable and is accomplished by proper adjustment of 
the time constants in the resistance-capacitance circuits used to couple 

»» S. W. Seeley and C. N. Kimball. “Analysis and Design of Video Amplifiers,” RCA 
Rev., 2 (1937), 171-183; 3 (1939), 290-308; V. D. Landon, "Cascade Amplifiers with 
Maximal Flatness,” RCA Rev., 5 (1941), 347-362; G. E. Valley, Jr., and Henry Wallman, 
Editors, Vacuum Tube Amplifiers, Massachusetts Institute of Technology Radiation 
Laboratory Series, Vol. 18 (New York: McGraw-Hill Book Company, Inc., 1948), 75-77. 

* This diagram is adapted from A. V. Bedford and G. L. Fredendall, "Transient 
Response of Multistage Video-Frequency Amplifiers,” I.R.E. Proc., 27 (1939), Fig. 5, 
p. 280, with permission. 
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the successive stages and to supply the grid-bias and plate-supply 
voltages to each stage. 

12. Feedback amplifiers 35 

Significant modifications of the performance of an amplifier occur if 
a voltage or current proportional to the amplifier’s output voltage or 
current, or a combination of the two, is fed back and superposed on 
the input signal voltage or current. The voltage or current may be fed 
back so as either to increase or to decrease the amplification. If it 
increases the amplification, the method is called positive, or regenerative , 
feedback. If it decreases the amplification, the method is called 
negative, inverse, or degenerative, feedback. Both methods have advan¬ 
tages as well as disadvantages. Among the advantages of one or the 
other of the two methods arc: (1) Improved stability of gain, that is, a 
reduction in the changes in over-all gain caused by variations of the 
electrode supply voltage and by variations of tube parameters with 
age. (2) Reduction of nonlinear distortion at any particular level of output 
signal voltage in an amplifier. (3) Reduction of noise relative to the signal 
for any particular level of output signal when the noise originates at a 
point other than the input of the amplifier. (4) Provision of adjustable 
input and output impedances so as best to suit the characteristics of the 
source of signal voltage and of the load. (5) Provision of adjustable 
frequency response. Feedback may permit a material reduction of 
frequency and phase distortion. On the other hand, it may be used to 
accentuate the frequency selectivity of an amplifier, and to convert an 
amplifier into an oscillator. 

The chief disadvantages of negative feedback in amplifiers are: (1) 
a reduction in the gain per stage so that more stages are required to 
obtain the same over-all gain, and (2) an increased tendency toward 
oscillation at some frequency outside the range for which the amplifier 
is designed to be useful. The chief disadvantage of positive feedback 
is that it usually results in poor gain stability. These characteristics of 
feedback are mentioned here at the outset to emphasize its wide 
importance. They apply not only to vacuum-tube amplifiers, but also 
to other electrical amplifiers, such as transistor and magnetic ampli¬ 
fiers, and even to nonelectrical amplifiers as well. Further discussion of 
vacuum-tube amplifiers is given along with the analysis that follows. 

12a. General Theory. Although a more complete treatment is 
necessary to analyze some feedback amplifiers, a simplified analysis 

n I. Langmuir, United States Patent 1,273,627 (July 23, 1918); H. S. Black, United 
States Patent 2,102.671 (December 21, 1937); H. S. Black, “Stabilized Feedback 
Amplifiers,” E.E., 53 (1934), 114-120; B.S.T.J., 13 (1934), 1-18. 
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♦hat is applicable to one basic class of vacuum-tube amplifiers is useful 
as an introduction and for determining many of their important 
characteristics. Assumptions for such an analysis are: (1) The circuit 
narameters, including the tube coefficients over the operating range, 
Ire constant and positive. (2) The circuits operate in the steady state 
with sinusoidal excitation. (3) The voltage fed back is connected in 
series with the grid of the amplifier, and the input impedance of the 
amplifier is large compared with other associated impedances. (4) ihe 
amplifier is unilateral—it transmits in only one direction. In accord¬ 
ance with the first two assumptions, all voltages and currents in the 
circuit are sinusoidal and have the same frequency; hence they'may be 
represented by complex quantities and vector diagrams. Ihe third 
assumption permits neglect of any reaction the amplifier and source 
might have on the feedback network. , 

All methods of feedback in vacuum-tube amplifiers involve ieed- 
back of a voltage to the input terminals of some stage. If this voltage 
fed back is proportional to the output voltage of the same or a succeed¬ 
ing stage by a factor that is independent of the magnitude of the load 
impedance, the feedback is called voltage feedback. If the voltage fed 
back is proportional to the output current by a factor that is indepen¬ 
dent of the load impedance, the feedback is current feedback. These 
two methods produce different over-all behavior of the amplifier in 
many respects. 

The connections for an elementary feedback amplifier of the voltage- 
feedback type are shown in Fig. 30a. A feedback network returns a 
portion E /b of the output voltage E 0 to the input voltage E v of the 
internal amplifier. The combination of internal amplifier and feedback 
network makes up tho over-all feedback amplifier contained in the 
dotted rectangle. 

The complex voltage gain of the internal amplifier may be repre¬ 
sented by the complex quantity 

A = [152] 

^9 


Note that the total load on the internal amplifier, which enters into a 
determination of the gain A , is the parallel combination of the load Z L 
and the impedance presented by the feedback network at its input 
terminals a-a. Also, the voltage E g denotes the input voltage to the 
internal amplifier, which is usually, but not always, the grid-to- 
cathode voltage. The transfer voltage ratio of the feedback network 
may be represented by the complex expression 



[153] 
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Hence, from Eqs. 152 and 153, 

E, b = ApE [154] 
The quantity Ap is called the loop transmission, loop gain, feedback 


Input Feedback amplifier, A^ Output 



(a) Voltage feedback 


Input Feedback amplifier, A^ Output 



(b) Current feedback 


Fig. 30. Elements in a feedback amplifier. A voltage proportional 
to the output is returned through the feedback network to the input. 

For analysis, sinusoidal operation is assumed. 

factor, or return ratio. It is the factor by which the input voltage E g is 
multiplied in a traverse through the amplifier and back around the 
loop through the feedback network to the input. 

For a determination of the behavior of the complete system, the 
relationship of the output voltage E 0 to the input voltage E s of the 
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over-all feedback amplifier, rather than to E g , is _°f, 

quantity E g may be eliminated through the use of the Kirchhoff s 

law relation at the input, 

E, = E, + E,„. U55] 

Combination of Eqs. 154 and 155 gives 


£ 

• 1 - Ap ’ 


[156] 


and substitution of Eq. 156 in Eq. 152 gives the basic feedback 
relationship 

a = _ - _ ►[157] 

B, 1-Afi 9 FL v 

where A /b is the over-all complex voltage gain of the complete feed¬ 
back amplifier, which is enclosed in the dotted rectangle of Fig. 30a. 

(Connections for an elementary feedback amplifier utilizing current 
feedback instead of voltage feedback are shown in Fig. 30by4lere the 
output load current I t passes through the feedback network and 
develops the feedback voltage E /b . The feedback network may then 
be represented by a complex transfer impedance 


z. = &. 


[158] 


The analysis leading to Eq. 157 applies to this amplifier connection as 
well if the feedback voltage ratio ft is recognized as 




[159] 


where Z L is the impedance of the load. For current feedback, the ratio 
P is thus a function of the load impedance, whereas for voltage feed¬ 
back, it is not. This dependence of p on Z L distinguishes current feed¬ 
back from voltage feedback. From Eqs. 153 and 159 and Figs. 30a and 
30b, it is evident that a practical test to determine the type of feed¬ 
back in any particular amplifier is to examine the values of E fb for an 
open-circuit and for a short-circuit at the load. The feedback is identi¬ 
fied as voltage feedback if B n becomes zero when the load is short- 
circuited, because a short-circuit at the load reduces the voltage at 
terminals a-a in Fig. 30a to zeroy^t is identified as current feedback if 
E fb becomes zero when the load is open-circuited, because such an 
open-circuit reduces the load current and the voltage at the terminals 
ar-a in Fig. 30b to zero. Other effects of the two types of feedback on 
the over-all behavior of the amplifier are discussed subsequently. 
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Frequently, clear-cut identification of separate sections of a feed¬ 
back amplifier to be considered as the internal amplifier A and the 
feedback network /? or Z & is impossible. Moreover the feedback net¬ 
work is not always arranged so that its output voltage is directly in 
series with the input of an internal amplifier having infinite input 
impedance; consequently, assumption (3) stated earlier is not always 
valid. In general, the input signal voltage and voltage fed back may be 
effectively added by any six-terminal passive network to provide the 
input to the internal amplifier. Furthermore, many amplifiers have 
multiple-loop feedback—for example, a major loop around two stages 
each of which involves a minor loop. Analysis of these more compli¬ 
cated amplifiers requires an extension of the foregoing concepts and 

further mathematical formaliza¬ 
tion. 86 For many particular amplifier 
circuits, straightforward application 
of Kirchhoff’s laws and solution of 
the resulting simultaneous equations 
is the most direct method of analysis. 
These equations generally involve 
voltages or currents such as pE g or 
g m E 9 , which are those of dependent 
sources that represent the active 
elements in the circuit. Equations 
expressing the voltage or current of these dependent sources in terms 
of the other variables in the circuit must be written and included in the 
set of simultaneous equations. For other amplifier circuits, a simpler 
method, and one that often gives a clearer insight into the circuit 
operation, is the application of the principle of superposition. By this 
method, quantities are found that, in the general case, are closely 
analogous to A and Aj) and are identical with A and Ap for the series 
connection at the input in Fig. 30. 

Analysis of a feedback amplifier through use of the principle of 
superposition may be based on the representation of the circuit 
shown in Fig. 31. Here the complete amplifier, including the load, is 
shown with input terminals at E v output terminals at E 0 , and a grid 
voltage Eg existing at some one tube selected from the many that may 
be inside it. The grid lead to this tube is considered to be temporarily 
broken, so that its grid voltage E g is an independent variable, just as 
the input voltage E s is an independent variable. The voltage returned 
to the open grid connection when E s and E g are impressed is E/. It 

*• H. W. Bode, Network Analysis and Feedback Amplifier Design (New York: D. Van 
Nostrand Company, Inc., 1945); J. S. Brown and F. D. Bennett, "The Application of 
Matrices to Vacuum-Tube Circuits.” I.R.E. Proc., 36 (1948), 844-852. 


Feedback amplifier, A n 



Fig. 31. Generalized feedback 
amplifier. One of the several 
vacuum tubes is shown with its 
grid lead broken. 
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depends on both E. and E„ as well as the circuit parameters. The break 
fs considered to be made inside the interelectrode capacitances so that 
these capacitances become a part of the return circuit affecting 
and E faces infinite impedance. The returned grid voltage E, and the 
output voltage E 0 are the dependent variables to be determined. Since 
the Circuit is considered to be linear, each dependent variable 
linearly related to aU the independent variables, and a set of linear 
enuations between the dependent and the independent variables is 
D licable. In other words, the response of the network is a super¬ 
position, or sum, of the responses to the individual sources. Thus, 

E 0 = A„E, + A lo E, , [160] 

and E; = A„E, + A„E, , [161] 


where the A's are constant coefficients with subscripts indicating the 
points between which they apply. Each coefficient is a transfer 
voltage ratio that corresponds to conditions in the circuit when one of 
the independent variables is made zero. The coefficients may thus be 
designated as 



A 


00 





- 0 



E. -0 



E, - 0 


E.-O 


= direct transmission, 


= loop transmission. 


[162] 

[163] 

[164] 

[165] 


The coefficient A M is called the direct transmission because it is the 
voltage ratio that would occur if E g for the tube were zero. Alter¬ 
natively, it is the voltage ratio that occurs if p or g m , but not r p , for 
the tube becomes zero. It accounts, therefore, for all paths from the 
input to the output that by-pass the tube. The coefficient A gg , called 
the loop transmission , is the voltage returned to the open grid con¬ 
nection per volt applied at the grid when the input terminals are 
short-circuited. Similarly, the coefficient A fg is the transfer voltage 
ratio from the input to the open grid when E gt p y or g m , but not r p , is 
considered zero; and A go is the transfer voltage ratio from the grid to 
the output when the input terminals are short-circuited. 

When the open grid lead in Fig. 31 is reconnected to provide 
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normal operation of the amplifier, E g is no longer independent; it is 
constrained to equal E,'. But since E g faces infinite impedance, 
restoring the broken grid lead does not affect the impedances in the 
circuit; Eqs. 160 and 161 still apply, and the coefficients are unchanged. 
Solution of Eqs. 160 and 161 for the over-all voltage ratio subject to 
this constraint gives 

A,b = f; = A - + riif, • him] 

Application of this method to the voltage-feedback circuit of Fig. 
30a gives 0, l, A, and A/) for A„, A tgy A go , and A gg , respectively. Thus 
the product A sg A go is analogous to A, and A gg is analogous to Afi in 
Fig. 30a. The direct transmission A so has no counterpart in this 
elementary feedback circuit with a series connection at the input, 
because there is no transmission through the circuit if p of one of the 
tubes in the internal amplifier cascade becomes zero. 

This analysis by superposition reduces the problem of determining 
the amplifier voltage gain to one of determining four coefficients or 
voltage ratios. Since each ratio is found for a simplifying condition of 
E, ora/i equal to zero in the network, the individual coefficients are 
often readily determined. Furthermore, each has a physical significance 
that facilitates an understanding of the circuit behavior. The method 
may be employed in multiple-loop feedback circuits through successive 
application of the principle to each of the loops in turn and is also 
applicable to linear amplifying systems in which the amplification is 
accomplished by a device other than an electron tube, for example, by 
a transistor or by a mechanical amplifier. Note that this formulation 
of the superposition method depends on the concept that the circuit 
may be broken at an infinite-impedance point. Otherwise, restoring 
the broken connection would invalidate evaluation of the coefficients 
in Eqs. 160 and 161 by the method indicated in Eqs. 162 through 165. 
The coefficients applicable when the circuit is closed would then differ 
from those applicable when it is open. 

12b. Stability in Feedback Amplifiers. For an understanding of the 
significance of the feedback equations, Eqs. 157 and 166, the A s and 
P must be recognized as being functions of frequency that may be 
either real or complex. Each equation thus expresses a phase as well as 
an amplitude relation. 

In the relatively simple circumstance when both the A s and p are 
real and each may be either positive or negative, the resulting loop 
gain Ap or A gg is also real and may be either positive or negative. 
When Ap or A gg is real, positive, and less than unity, 1 — Ap or 
1 — A gg is real, positive, and less than unity, so that the magnitude of 
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the over-all voltage gain with the feedback, A, b , is larger than A m 
Eo 167 and the feedback is of the regenerative or pos.t.ve type 
Vectoria'lly, the voltage fed back, E lb , is in phase with the mput-s.gnal 
voltage, E„ which is, therefore, reinforced so that E, is made - 

than E . If the reinforcement is increased so that Ap or A „ appr 
unity, the over-all gain A n approaches infinity. The amphfier .s then 
capable of sustaining the output E„ even though the input E, become 
zero- thus the amplifier becomes an oscillator, and can serve as 
source of alternating current. Further discussion of the significance o 
this condition is given in Ch. XI. 

When AP or A„ is real and negative, 1 — Ap or 1 — A„ is r , 
positive, and larger than unity; hence, A is smaller than A in Fq. 
157 , and the feedback is degenerative or negative. \ ectonaliy t. fb \a 
then opposite in phase to the input signal E s so that E g is smaller m 
magnitude than E,. 

When the A s and /? are complex, Ap, 1 — Ap, and l — A gg are also 
complex, and their behavior as functions of frequency may be repre¬ 
sented by a locus of Ap or A gg on the complex plane—that is, the locus 
of the curve traced by the terminus of the vector Aft or A gg as the 
frequency varies. From this locus, the behavior of 1 — Ap and \ — A gg 
may be inferred. The discussion that follows relates to Afi> but is 
applicable to A gg as well. 

The relation between Ap and 1 — Ap is illustrated in Fig. 32. In 
this diagram, P represents the point corresponding to one frequency 
on the locus of Ap. A line drawn from the end of the vector Ap, com¬ 
puted for any particular value of frequency, to the point 1 -f j 0 then 
represents 1 — Ap. If the point P lies within the circle of unit radius 
about the point 1 + jO, the magnitude of 1 — Ap is evidently less than 
unity. Hence, from Eq. 157, the magnitude of the over-all voltage 
gain A fb is larger than that of A, and the feedback is regenerative. 
Thus the whole area within the circle corresponds to regenerative or 
positive feedback. But if P lies outside the circle of unit radius, the 
magnitude of \ — Ap is larger than unity, and the feedback is 
degenerative or negative. If P coincides with the point 1 + j 0, A fb 
becomes infinite, and oscillation occurs. Generally, the amount of 
feedback expressed in decibels is 


db of feedback = 20 log 10 


T=Ap\ 


or 20 log 10 


1 

TT^ 


[167] 


00 


and the sign of the feedback, positive or negative, is the same as the 
sign of the logarithm in Eq. 167. 

By an extension of the reasoning in the previous paragraph, 
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Nyquist 37 has deduced a more general criterion for stability—that is, 
freedom from oscillation—which is applicable to feedback amplifiers 
and to many other physical systems as well. This criterion may be 
stated as follows: If, when plotted for all frequencies from zero to 
infinity, the curve traced out by the terminus of Aft is closed and passes 
through or encloses the point 1 + jO, the system is unstable—it will 
oscillate. If the curve does not pass through or enclose the point 
1 + jO, the system is stable. If the locus of Ap is not a closed curve, the 



Fig. 32. Representation of AP and 1 — Ap, or A gg and 1 — A gg 

in the complex plane. 


locus of the conjugate oiAp, which is merely the mirror image of Ap in 
the real axis, must also be plotted. The two loci together then form a 
closed curve to which the criterion may be applied. 

Examples of Ap loci are shown in Fig. 33. The locus in Fig. 33a 
represents the behavior of a particular transformer-coupled alternat¬ 
ing-current amplifier with voltage feedback. The feedback is seen to be 
negative or degenerative for all values of a> below 50,000. The locus 
coincides with the origin at a > equals zero for this as well as other types 
of alternating-current amplifiers because the transformer or other 
means of interstage coupling does not pass direct current. The locus 
returns to the origin when co equals infinity because shunt capacitance 

” H. Nyquist, "Regeneration Theory,” B.S.T.J., 11 (1932), 126-147. 
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then reduces the voltage gain to zero. Since this particular locus is a 
closed curve and does not reach or enclose the point 1 + J , 
Nyquist criterion indicates that the amplifier is stable. 3 
shows the Ap locus for a typical direct-coupled amplifier. This 
does not coincide with the origin when to equals zero, because, for t 
type of amplifier, neither A nor /? is zero for a steady input voltage. 



Shunt capacitance again brings the locus to the origin when co equals 
infinity, however. Since the locus is not a closed curve, the locus of the 
conjugate of Ap is also shown. The locus and its mirror image form a 
closed curve that does not enclose the point 1 + j0\ hence, by the 
Nyquist criterion, the amplifier is stable. 

Figure 33c represents the Ap locus of a hypothetical amplifier that 
is stable as it stands, would oscillate if A or p were reduced in magni¬ 
tude for all frequencies, and would cease to oscillate if A or p were 
still further reduced. Such an amplifier is said to be conditionally 
stable. If the plate voltage is applied before the heater voltage in a 
conditionally stable amplifier, the Ap locus grows outward from the 
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origin as the cathode temperature and emission increase toward their 
final values. Oscillation may thereby be initiated, and once started is 
likely to continue at the final cathode temperature. 

Some question arises whether a locus such as that shown in Fig. 33d 
encloses the point 1 -f jO. This question may be resolved as follows: 
Draw a line from the point 1 -f jO to the point on the locus for co 
equals zero. Hold one end of the line fixed on the point 1 + jO while 
letting the other end traverse the locus in the direction of increasing 
o). If the net angle through which the line turns as io increases from 
zero to infinity is zero, the locus does not enclose the point 1 -f jO, and 
operation is stable. Application of this rule to Fig. 33d shows that the 
point 1 + jO is outside this locus. Consequently, it, like that in Fig. 
33c, represents a conditionally stable type of amplifier. 

12c. Properties of Feedback Amplifiers. As the magnitude of the 
loop gain is increased in a negative feedback amplifier, Aft or A gg 
becomes large compared with unity, and | 1 — Afi | approaches Ap. 
Then the feedback relation for zero direct transmission, Eq. 157, 
becomes 



In this circumstance, Eq. 154 shows that E fb becomes large compared 
with E g so that E /b approaches E t . That is, the voltage fed back 
almost cancels the voltage E s originally applied. One result as Ap is 
increased is. then, that the over-all complex amplification A /b becomes 
independent, to an arbitrary degree, of the complex voltage gain A of 
the internal amplifier. Changes in A caused by changes in supply 
voltages, tube coefficients, and characteristic curves are counteracted 
by the feedback so that their effect on A fb is made negligible. The over¬ 
all gain is thus stabilized against such changes. A second result is that 
the over all frequency characteristic becomes independent of the 
amplifier in the region for which Ap is large, and depends only upon 
the frequency characteristic of the feedback network. It approaches an 
inverse of the frequency characteristic of the feedback network 38 and 
can, therefore, be adjusted by appropriate design of that network. 
These results are true, of course, only if the increase in Ap is accom¬ 
plished without violation of the Nyquist stability criterion. 

The degree of stabilization of the gain when the amount of feedback 
is finite may be determined through differentiation of Eq. 157. 39 If a 
change in A caused by variation of any parameter is designated by 

39 G. H. Fritzinger, “Frequency Discrimination by Inverse Feedback,” I.R.E. Proc. t 
26 (1938), 207-225. 

39 F. S. Woods, Advanced Calculus (New ed.; Boston: Ginn and Company, 1934), 345. 
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dA, the corresponding change in the over-all gain A, b of the amplifier 
with feedback is 

1 dA , [169] 


dA, b = d 4?dA = 


dA 


(1 -Apy 


a being assumed constant. It is convenient to express this change 
dA fb as a fraction of the over-all gain A fb that existed before the 
change occurred; thus 

/» 1 dA [170] 


dA 


A n (1 -A/»*A„’ 


and substitution of Eq. 157 gives 

dA f JA /b = 1 [171] 

dA\A \-Ap' 

When compared with Eq. 157, Eq. 171 shows that the ratio of the 
fractional change in the over-all gain to the fractional change of any 
amplifier parameter whose variation causes a proportional change in 
gain is modified by the same factor as is the gain itself. Since this rela¬ 
tion is developed in terms of complex variables, it is general for linear 
operation and for both positive and negative feedback. For negative 
feedback, it means that the addition of feedback stabilizes the gain 
against disturbances to the same degree that it reduces the gain. For 
example, if sufficient negative feedback is applied to reduce the over¬ 
all voltage gain to one-tenth that of the internal amplifier, a change in 
p, 9m> or supply voltage that alters the internal-amplifier gain by 20 
per cent changes the over-all gain by only 2 per cent. 

Feedback may be used to reduce the effects of certain types of 
extraneous voltages that occur in amplifiers, but it has no effect on 
others. The term extraneous voltage is here intended to include many 
types of unwanted effects, such as the noise voltages discussed in Art. 
3 and harmonic voltages resulting from nonlinearity in the charac¬ 
teristic curves of the tubes. The effect of feedback on such voltages 
depends greatly upon the point at which the voltage is introduced 
into the circuit, as may be deduced from an analysis based on Fig. 34. 
In this diagram, E n represents the extraneous voltage, which is con¬ 
sidered to be introduced at an arbitrary point in the amplifier chain. 
Thus it is preceded by a complex voltage gain A t and followed by a 
complex voltage gain A 2 , the product A Y A 2 being the total internal- 
amplifier complex voltage gain A. In general, the extraneous voltage 
has a different frequency or frequency spectrum from that of the 
signal voltage, and the frequency dependence of the amplifier and 
feedback network must be considered in this type of analysis. For 
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simplicity, it is assumed here, however, that the quantities A v A 2t and 
P have the same complex values for the extraneous voltage that they 
have for the signal voltage. This condition is true when the series 
reactances and shunt susceptances in the amplifier network are 
negligibly small so that, for increments, the network behaves as if it 
comprises only resistances. 

Internal amplifier 

A 



Fig. 34. Extraneous voltage in a feedback amplifier. 

In most amplifier applications, a design that increases the signal 
component at the output of the amplifier system relative to the output 
component corresponding to the extraneous voltage is desirable—in 
other words, increase of the output signal-to-noise ratio is desired. 
Consequently, an examination of the effect of feedback on this ratio 
is of interest. 

In the absence of feedback—that is, for p and Bn equal to zero—in 
Fig. 34, E g equals E s . The signal component in the output is then 
A l A 2 E a , and the noise component is A 2 E n , so that 

E 0 = A x A 2 E, + A 2 E n . [172] 

The output signal-to-noise ratio in the absence of feedback, is, 
therefore, 

Output signal voltage _ \A X A 2 E S \ _ [113] 

Output noise voltage \A 2 E n \ |E„| 

This ratio could evidently be increased through increasing the magni¬ 
tude of the signal voltage E s relative to that of the noise voltage E n , or 
through increasing A v the gain of the amplifier section preceding the 
point where the noise is introduced. The ratio would evidently not be 
affected through increasing ^4 2 . 
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In the presence of feedback-that is, for /> and E, b not zero- 


and, since 


from which 


E 0 = A X A 2 E 0 + A 2 E n , 

E, =E, + PE 0 , 

E. = A,A 2 (E, + fiE.) + A 2 E 


n » 


A,A, 

~ 1 - 44 *? 


E.+ 


4 


[174] 

[175] 

[176] 

[177] 


1 - A,AJ) 

From Eq. 1*7, the output signal-to-noise ratio in the presence of feed- 
back is t 

Output signal voltage with feedback = 14 _ [178] 

Output noise voltage with feedback |E„| 

Which is identical with the result in Eq. 173 for no feedback. Thus the 
application of feedback alone has no direct effect on the output sign 
to-noise ratio when the ratio of the signal voltage to the no.se vohage 
at their points of entry and the complex voltage gain A , remain 
unchanged. The feedback changes the signal and the noise component 

bv the same factor. , . 

Feedback does have an indirect effect, however that makes im¬ 
provement of the output signal-to-noise ratio possible. Equations 1 
and 178 show that this ratio may be increased through increase o 
\A.E I relative to |E„|. In the amplifier without feedback such an 
increase is often precluded, because the resulting increased output- 
signal component would cause excessive distortion, or overloading, in 
the output stage. But, if negative feedback is applied at the same time 
that \A,E,\ is increased, the output-signal component may be held to 
a moderate value while the noise component at the output is reduced 
by the factor 1/ |l - A,A b J\. The output signal-to-no.se ratio is then 
increased without occurrence of overloading. If, for example, negative 
feedback is applied, and the input signal voltage, E„ or the gain pre¬ 
ceding the noise, A„ or both, are increased so that the output signal 
remains at the same value it had before the feedback was applied, the 
only net effect at the output is a decrease of the output noise com¬ 
ponent by the factor 1/|1 - A t AJi\. Thus for the same oufput-signal 
component, negative feedback increases the output signal-to-noise 
ratio by the factor |1 - AyAJi]. In general, then, the output signal- 
to-noise ratio can be increased only through increasing eit her the input- 
signal voltage or the voltage gain preceding the point of entry of the 
noise, and feedback is helpful only insofar as it makes such an increase 
permissible. If neither additional input signal voltage nor additional 
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noise-free amplification is available, feedback is of no avail in improv¬ 
ing the output signal-to-noise ratio. 

When the extraneous voltage originates at the input—that is, at the 
same point that the signal voltage enters—the gain preceding this 
voltage, A lt is fixed at the value unity. The signal and the noise add 
directly and are amplified by the same amount. The signal-to-noise 
ratio at the output is then the same as that ratio at the input, regard¬ 
less of the amount of feedback. Thus when the extraneous voltage 
results from such causes as thermal agitation of the electrons in an 
input resistor, slow changes of the grid-to-cathode contact potential in 
the input tube of a direct-coupled amplifier, or induction of hum 
voltage in an input transformer, feedback cannot increase the corres¬ 
ponding output signal-to-noise ratio. 

When the extraneous voltage originates at the output, A 2 is fixed at 
unity, and A l is the same as the whole gain A of the internal amplifier. 
Equation 177 then becomes 

E ° = TTap E ‘ + TTap E ' ’ [179] 

and impro\ sment of the output signal-to-noise ratio is possible by 
simultaneous increase of the internal-amplifier voltage gain and appli¬ 
cation of negative feedback, as discussed above. One example of 
extraneous voltage originating at the output is ripple in the plate 
power-supply voltage of the output stage of an amplifier. The effect 
of such a ripple voltage may be made negligible, and the necessity for 
large ripple-filter components in the power supply obviated, by simul¬ 
taneous increase of A and p. 

Another example of extraneous voltage that originates at the output 
is the voltage component produced by nonlinear distortion in the out¬ 
put stage of an amplifier. The preceding analysis for the effect of feed¬ 
back is applicable, but one additional fact must be recognized; namely, 
the amplitude of the distortion voltage is a function of that of the out- 
put-signal component, as is discussed in Art. 13, Ch. VIII. Thus, the 
extraneous voltage E n effectively introduced by the distortion is a 
function of the output-signal component AEJ( 1 — Afi) in Eq. 179. 
But, if \AE\ is increased when negative feedback is applied so that 
the same output-signal component is maintained, the distortion 
voltage E n also remains the same with as without feedback. The only 
net effect at the output is then a decrease of the distortion component 
by the factor 1/11 — Ap |, just as for noise, as discussed previously. 
Hence, for the same amplitude of output-signal component , addition of 
negative feedback reduces the distortion component in the output by 
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feedback and maintains the output 
signal at the original level. This 
analysis neglects the fact that non¬ 
linearity in the output stage acts on 
the distortion component 
returned through the input by the 
feedback-that is. it neglects the 
distortion of the distortion—but this 
is ordinarily only a small second- 

of signal voltage, or the output impedance faced by the loaa. i 
effective impedances are of primary concern because they affect such 

quantities as the efficiency of power transfer from th ? ” e t0 
amplifier, and from the amplifier to the load, the reflections on a 
mission line connected to the input or the output, and the^ hke 
To determine the impedance presented at any arbi J 
pair of terminals, called a driving-point impedance , the amplifier m y 
be represented as in Fig. 35 for linear operation, n genera , the 
terminals for E and / may be selected anywhere m the circuit, but 
other parts of the circuit are considered to have their normal operating 
values. Thus, the load is connected; likewise, the source of input signal 
voltage is also connected so that its internal impedance is a part of the 
circuit, but its internal electromotive force is zero. The driving-point 
impedance to be determined is the ratio E/I. It may be expressed m 
terms of coefficients in a set of Unear algebraic equations since the 
circuit behavior is considered to be linear, just as the complex voltage 
gain is so expressed in Eq. 166. Thus, if / at the chosen terminal and 
the E a at the grid of any tube considered to have a broken grid lead are 
selected as independent variables, the terminal voltage E and the 
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voltage Eg' returned to the break in the grid connection are dependent 
variables that are given by 



E = ZI + A,,E, , 

[180] 

and 


E: = ZxJ + A„E, , 

[181] 

where 


O 

1 

if 

*11** 

II 

N 

[182] 


is the impedance encountered by E and / when E g is zero or when the 
grid lead is reconnected, but /z and g m , but not r p , of the tube are equal 
to zero—that is, Z is the impedance with the feedback ineffective; 


z 

i* — / 


[183] 


is the transfer impedance from the selected terminals to the grid of the 
tube for E 0 or fx and g m equal to zero as above; 


A g i — 


[184] 


is the transier voltage ratio from the grid to the selected terminals 
when the terminals are open-circuited; and 

A,,.. = ff [185] 


is the loop gain when the selected terminals are open-circuited. 

If the broken grid lead is reconnected, E g is constrained to equal 
Eg . Solution of Eqs. 180 and 131, subject to this constraint, gives for 
the desired impedance, 

i __ 4 ‘ i A 9\ Z u 
p 1 "#»•« ' 7 

z, b = j = z -;-,-. [186] 


1 - A 


This expression may be put in more convenient form for computation 
through recognition of the fact that, for E equal to zero, direct 
substitution from Eqs. 180 and 181 gives 


AglZxg 

Z 


[187] 


For E equal to zero, the right-hand side of this relation is evidently the 
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, n pain £ '/£ -in other words, it is the loop gain when the selected 
SE S'.'.bor—d. But, by 


il 
e, 


= A 


00, c 


[188] 


£-0 


186 may be written 

►[ 189 ] 


= z 1 A "“ 


1 - A 




This relation applies to feedback generally and is of fundamental 
taEtauTror L types of feebbtok for which el »d /> are ~M, 
evaluated, its equivalent form, 

, 1 - i4P)m 


‘to 


l - (Afi), 


►[190] 


is useful. In this relation also, the short-circuit and open-circuit 
designations refer to conditions at the terminal pair at which x~, and £. 
are measured. 

As an example, Eq. 190 may be applied to computation of the out¬ 
put impedance of the cathode-follower amplifier shown in Fig. 22, Uh. 
VIII. In this circuit, the complex output voltage corresponding to the 
instantaneous voltage e 0 in the diagram is E 0 , and the complex output 
current is I v . For n or g mt but not r p , equal to zero, the output imped¬ 
ance faced by the load is 


A 


= r. 


[191] 


u-O 


The loop gain when the output terminals are short-circuited, ( Ap) $e or 
A , is zero, because a short circuit at the load reduces the voltage 
fed'back in series with the input to zero. In accordance with the 
definitions given earlier, the feedback in this circuit is, therefore, of 
the voltage-feedback type. The loop gain when the output terminals 
are open-circuited, (AP) oe or A„ M , is -p for the reference directions of 
voltage chosen in the figure. Thus, 

1 - (Afl) se r v 


Z, b = Z 


1 - (Ap) oe p + 1 


[192] 


which is in accord with the output impedance shown in the incre¬ 
mental equivalent circuit in Fig. 24, Ch. VIII, and computed in Eq. 
100, Ch. VIII, by other means. 
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The reduction in output impedance apparent in Eq. 192 is explained 
in qualitative terms by the fact that when the load impedance is 
decreased in a circuit with voltage inverse feedback, the output 
voltage decreases; hence, the magnitude of the voltage fed back also 
decreases. But this decrease in the voltage fed back tends to increase 
the output voltage and thereby to maintain it nearly constant. 
Negative voltage feedback thus tends to stabilize the output voltage 
against changes in load. In other words, it reduces the output imped¬ 
ance so that the amplifier becomes more nearly a constant-voltage 
source at the output for any particular value of input signal voltage. 

Determination of the output impedance of the amplifier with 
cathode bias shown in Fig. 15, Ch. VIII, serves as a second example of 
the application of Eq. 190. When f* or g m , but not r p , is zero in that 
circuit, the value of Z is r p -f Z k . For an open circuit at the output, 
the current through Z k is zero, and the voltage fed back is hence zero; 
thus the open-circuit loop gain, (Afl)^ or A ggcr , is zero. In accordance 
with the definitions given earlier, the feedback is, therefore, of the 
current-feedback type. If the output terminals are short-circuited, the 
loop train is given by 

(AP), C or A„„ = = -v —-y, [193] 

r v t'k 

where the minus sign is a result of the choice of reference directions for 
the voltages in Figs. 30a and 31, and Fig. 15, Ch. VIII. Substitution of 
Eq. 193 in Eqs. 189 or 190 for the output impedance faced by the load 
gives 


<-• + *4 + 'r, + z) 

[194] 

= r, + { M + 1 )Z„ , 

[195] 


which agrees with the value shown in Fig. 15b, Ch. VIII, and com¬ 
puted in Eq. 56, Ch. VIII, by other means. 

Again, the increase in output impedance represented by Eq. 195 is 
explained in qualitative terms by the fact that when the load imped¬ 
ance is decreased in a circuit with current inverse feedback, the out¬ 
put current increases; hence the magnitude of the voltage fed back 
increases. But this increase in the voltage fed back tends to reduce the 
output current and thereby to maintain it nearly constant. Negative 
current feedback thus tends to stabilize the output current against 
changes in load. In other words, it increases the output impedance so 
that the amplifier becomes more nearly a constant-current source at 
the output for any particular value of input signal voltage. 
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Fig. 36. Bridge-feedback circuit for simultaneous voltage and 

current feedback. 

12e. Shunt and Bridge Feedback. The advantageous features of 
both voltage and current feedback may be combined in a 8in 8 le a “ pl |' 
fier in a number of ways, for example, as is shown in Fig. 36. In this 
diagram, A,E , and Z, are the Th<§venin's equivalent of the internal 
amplifier circuit between the terminals 6-6 and c-c; Z fl is the series- or 
current-feedback impedance, and Z, and Z 2 form a voltage divider 
across the load for shunt or voltage feedback. 

The output impedance Z faced by the load for // and, correspond¬ 
ingly, A, equal to zero is the parallel combination 


Z = 


(Z, + z $ ) (Z t + z 2 ) 
Zt + Z* 4- Zj -f Z 2 


[196] 


For application of Eq. 190, the loop gain with the output short- 
circuited, (A/)) se} is given by 

{Ap) “ = A 'z^Tz,' [197] 

and the loop gain with the output open-circuited is given by 

Z« -f Z 2 


(Ap) oe =A t 


Z| + Z* + Zi -f z 2 


[198] 
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Substitution of Eqs. 197 and 198 in Eq. 190 gives for the output 
impedance 


Z fb = 


(Z t + Z ff ) (Z, + Z 2 ) 
Z t Z fi - 1- Z, -f- z 2 


1 -A, 


Z t + z* 


1 -A, 


Z* + z. 


[199] 


7 I 7 


In general, the series and shunt feedback impedances in Fig. 36 may 
be adjusted so as either to increase or to decrease the output imped¬ 
ance. The output impedance is obviously unchanged by the feedback 
(AP)oc equals {Aft) ie in Eq. 190. Equating these values from Eqs. 197 
and 198 gives 



[ 200 ] 


as the relationship required if the output impedance is to be unchanged 
by the feedback. Since this adjustment makes the loop gain the same 
for zero as for infinite load impedance, and the circuit is linear, it makes 
the loop gain independent of the load impedance, a condition that is 
not true for either current or voltage feedback alone. It should be 
noted that in accordance with the basic definition in Fig. 30b and Eq. 
158, Z fl in Fig. 36 does not give true current feedback because it con¬ 
ducts a current component in addition to that through the load. 

The feedback arrangement in Fig. 36 is frequently called bridge feed¬ 
back because the impedances Z„ Z 2 , Z„ and Z fi form the four arms of a 
Wheatstone bridge for which the load terminals and the terminals at 
E /b may be considered to constitute the generator and detector 
terminals. Equation 200 is the condition for balance in such a bridge. 

Thus far, the voltage fed back is considered to be connected in 
series with the grid-cathode terminals of a tube having infinite input 
impedance. Frequently, however, a shunt or bridge arrangement is 
used at the input as well as the output. Figure 37a illustrates such a 
circuit in general form. The impedances Z v Z 2 , and Z 3 are included as 
an equivalent-^ representation of any actual network that may exist 
between the two terminal pairs they connect. Since the input imped¬ 
ance of the remainder of the circuit is not infinite, the impedance of the 
source of input voltage, Z„ plays a part in the circuit behavior and 
must be considered. 

An important example of a feedback amplifier having shunt con¬ 
nections at both the input and the output is shown in Fig. 37b. This 
arrangement is the'residue if certain obvious impedances in Fig. 37a 
become zero and others are combined in parallel. A complete analysis 
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must be zero. Expressing these currents as voltage drops divided by 
impedances gives 



[ 201 ] 


But 



[ 202 ] 


where A is the complex voltage gain from the grid to the output mth 
the impedance Z, connected. Substitution of Eq. 202 in Eq. 201 gives for 
the over-all complex voltage gain 




[203] 


which is arranged in the form of an impedance ratio ZJZ S multiplied 
by a correction factor that is dependent on the effective internal 
voltage gain A. This expression shows that, if 




[204] 


the over-all complex voltage gain becomes 



►[ 205 ] 
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The negative sign in this complex expression indicates a 180-degrce 
phase shift. A qualitative explanation for the important result in Eq. 
205 is that for a large value of A, E g remains negligibly small for any 
finite value of E 0 that can occur. Consequently, the current through 
Z g is negligible, and currents through Z t and Z b are equal. The voltages 
E s and E 0 are.then constrained to equal the voltages across Z, and Z b , 
respectively, caused by the same current in each, and Eq. 205 results. 
The circuit behaves as an electrical see-saw pivoted at E 0 , and Z g 
could as well be omitted, except that it is sometimes necessary to pro¬ 
vide a path for the grid current. 

Use of resistance, capacitance, inductance, or logarithmic elements 
for Z, and Z b in Fig. 37 leads to a large number of circuits 40 suitable 
for phase inversion, for shaping waveforms, and for performing the 
mathematical operations of addition, subtraction, multiplication, 
division, differentiation, and integration. If, for example, Z b is made 
equal to Z, and A is large, E 0 and E % become equal in magnitude and 
opposite in phase. The circuit then serves as a phase inverter, as is 
explained in Art. 7, and is sometimes known as a gain-of-minus-one 
amplifier. When capacitance is used for Z b , the circuit is often called a 
“Miller” circuit because it utilizes an effect first described by Miller, 41 
which is discussed in Art. 8, Ch. VIII. 

12f. Feedback Around Resistance-Capacitance-Coupled Amplifiers. 
Feedback is frequently applied around one or more stages of resistance- 
capacitance-coupled amplification to alter the frequency characteristics 
and the output impedance and to reduce the nonlinear distortion. The 
effectiveness of the feedback depends on the number of stages and the 
details of the circuit connections. (For example, straightforward appli¬ 
cation of voltage feedback to a single stage may be accomplished 
through use of a resistance voltage divider across the output, as is 
shown in Fig. 38a. This circuit is of little practical importance because 
it does not have a common connection between the input and the out¬ 
put. Stray capacitance and leakage between the input and the output 
circuit elements is effectively in parallel with the resistance as is 
discussed in Art. 7, and may greatly alter the feedback. Nevertheless, 
since it applies in part to all types of voltage feedback around one 

40 B. Chance, V. Hughes, E. F. MacNichol, D. P. Sayre, and F. C. Williams, Editors, 
Waveforms, Massachusetts Institute of Technology Radiation Laboratory Series, Vol. 19 
(New York: McGraw-Hill Book Company, Inc., 1948), 27-37, 643-674; I. A. Greenwood, 
Jr., J. V. Holdam, Jr., and V. MacRae, Jr., Editors, Electronic Instruments, Massa¬ 
chusetts Institute of Technology Radiation Laboratory Series, Vol. 21 (New York: 
McGraw-Hill Book Company Inc., 1948), 17, 33, 64-74, 78-83. 

41 J. M. Miller, "Dependence of the Input Impedance of a Three-Electrode Vacuum 
Tube upon the Load in the Plate Circuit," Nat. Bur. Standards Sci. Papers, 15 (1919— 
1920), No. 351, 367-385. 
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(c) Frequency response with and without feedback 
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Fig. -38. Effect of negative voltage feedback in single-stage RC- 
coupled amplifier on the complex voltage amplification as a function 

of frequency. 


on R 0 at the bottom of the resistor—may be represented graphically 
on the complex plane as in Fig. 38b. The locus of A is a circle, as 
derived previously in Art. 5. To determine the locus of A /b : First, 
express it as 



A 

1 -Ap 



[ 206 ] 
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In accordance with this expression, take the reciprocal 1 \A of the circle 
A. Just as the reciprocal relation converts the vertical lines of Figs. 
15a and 15b into the right-hand circle in Fig. 15c, so here the reciprocal 
relation applied to the circular locus A yields the straight vertical line 
1 1 A in Fig. 38b. Add — p to 1 \A. Since, in the circuit of Fig. 38a, p 
defined by Eq. 153 is a positive constant, performing this addition 
yields a second straight line on the left of the first as shown. Take the 
reciprocal l/[( 1/^4) — /?]. This operation produces a second and smaller 
circle as the locus of A /tt . The shape of the A fb locus indicates that the 
magnitude and phase responses of the over-all amplifier with feedback 
as functions of frequency are similar in shape to the responses without 
feedback. They differ only by scale factors. 

The similarity of behavior of this amplifier with and without feed¬ 
back leads to a relatively simple relation between the effect of this 
particular type of feedback on the midband gain and its effect on the 
half-power frequencies. 42 Since Eq. 157 applies for any frequency, in 
the low range of frequencies for which Eq. 38 is applicable, the complex 
voltage gain is given by 



lo%o 


1 - A U J> 


[207] 


Substitution of Eq. 38 in Eq. 207 gives 


A m id 


Amid 


A ”i~ - 


i — i(A//) 


1 - A mid p 


1 - 


A m „P 
1 -jifilf) 


[208] 


1 -J 


~A mid P 


f 


Comparison with Eq. 38 indicates that Eq. 208 has a similar form, 




1 




id 


,-,-y 


[209] 


where 


and 


An. . = 


A„id 


1 - A mid p ' 

f - f ' 
hn ~ 1 - A mii p • 


[ 210 ] 


[ 211 ] 


41 F. E. Terman and W. T. Pan, “Frequency Response Characteristics of Amplifiers 
Employing Negative Feedback,” Communications, 19 (March, 1939), 5-7, 42-45. 
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or 


= 1 —A hi ,„P 


A m , 


l — 


l +j(///i> 

A mi <P 

r+jm 


[ 212 ] 




1 — A„ ld P 

f 


A,t, m , a 

i +i(/// 2 „)’ 


[213] 


1 +>'/,(! -iC?) 


where 


. [2I4] 

Note that appearance of complex quantities in the right-hand s.desj^ 
Eas 211 and 214 does not imply that the values o / x J 2 , b 

Complex, because and p are both real for the condemns analysed 

^Equations 210 , 211, and 214 for the complex 

and the half-power frequencies with feedback show that negat.ve eed 
back shifts each of the half-power frequencies outward from theimddh, 
range by the same factor that it reduces the gain in the middle rang . 
The frequency response with and without feedback thus appear 
Fig. 38c. The gain stability and the linearity of the amplifier are also 
improved, and the output impedance is reduced in acc °^ a " ce 
the considerations given earlier. This analysis ignores the feedback 
through the grid-to-plate capacitance of the tube, and may hence be 
appreciably in error at high frequencies. 

Increase of the upper half-power frequency and reduction of the out¬ 
put impedance can also be effected simply through reduction ol the 
load resistance R L . But such a change would also reduce the permis¬ 
sible amplitude of the signal component of the plate voltage for Class 
A, operation. The advantages of the use of feedback are that it does 
not reduce this amplitude, and that it does provide increased stability 
of gain. 

Use of a transformer in the feedback network or at the input or out¬ 
put of an amplifier permits connecting one terminal of the input to one 
of the output, with its attendant advantages. However, the leakage 
inductance and interwinding capacitances of the transformer may 
then materially affect the frequency characteristics and stability of the 
amplifier. A transformerless circuit having a common input and out¬ 
put terminal and negative feedback around one stage is shown in Fig. 
39. The left-hand tube is a buffer stage. Its output impedance serves as 
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a source impedance, so that the feedback around the second stage is 
similar to the basic type illustrated in Fig. 37b. 

If feedback were applied across two stages of an RC-coupled ampli¬ 
fier by the method illustrated in Fig. 38 for a single stage, a re¬ 
generative or an oscillatory 
effect rather than a degen¬ 
erative effect would be ob¬ 
tained. In the middle range 
of frequencies for a two-stage 
amplifier, A is a positive 
real number. Hence, to effect 
degeneration over the oper¬ 
ating range of frequencies, 
a phase shift of 180 degrees is 
needed in the feedback net¬ 
work. A transformer used 
as in Fig. 40 illustrates a 

Fig. 39. Circuit having a common ™thod of obtaining this 

connection between input and output and phase shift, though, lrom a 

feedback around one RC-coupled stage. practical standpoint, the fre¬ 
quency characteristics of the 
transformer would have a pronounced effect on the behavior of the cir¬ 
cuit. A transformerless amplifier having essentially this type of feed¬ 
back is shown in the Wien-bridge oscillator circuit, Fig. 9, Ch. XI. 

Analysis of the circuit in Fig. 40 on the assumption that the trans¬ 
former is ideal makes evident several important characteristics of 
feedback around two stages. The feedback ratio p is negative for the 
transformer winding directions shown in Fig. 40, so that 



N t -N t ( ■ 


[215] 


If A 1 denotes the complex voltage gain of one RC-coupled amplifier 
stage, it may be expressed in terms of Eqs. 30 and 53 as 

A v = A lmu cos 0 €** +0) , [216] 


where 


0 = tan -1 (filf) at low frequencies, 

0 & 0 at middle frequencies, 

0 = tan -1 (Sift) at high frequencies. 


When plotted, this expression for A x yields a circle similar to that 
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(a) Circuit with negative feedback across two stages 


[219] 



(b) Afi loci for idealized circuit of (a) 


No feedback 


Small 



(c) Effect of amount of feedback in idealized 
circuit of (a) 


Fig. 40. Effect of negative voltage feedback across two stages of an 
RC-coupled amplifier on the complex voltage amplification as a 

function of frequency. 


where <f> equals 20. From Eqs. 215 and 219, 

Ap = l ^ A\ m (1 + cos ^)e«* + *\ [220] 

2, Jy 2 

which will be recognized as the polar equation for a cardioid as drawn 
in Fig. 40b. The half-power frequencies for the individual stages lie on 
the vertical axis as shown. 
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If one stage is replaced by an ideal stage having a complex voltage 
g a j n independent of frequency, the internal complex voltage 

gain becomes 

A = A Lu < cos 0)«* 2 " +< ” [221] 

= A \. u (cos 0) e * [222] 

and 

A P = A '-< < cos [223] 

which is the equation of the dotted circle shown in Fig. 40b. 

In any practical amplifier, the two stages will not be mathematically 
identical, nor will either of them have ideal characteristics. Hence, the 
cardioid and the circle should be regarded as limits between which the 
actual Aj) locus lies. The. more nearly alike the two stages are, the 
nearor the Aft locus is to the cardioid. The more unlike they are, the 
nearer the locus is to the circle. The amplifier is free from unwanted 
oscillations because the locus does not surround the point 1 -f jO. 

The effect of the feedback on the frequency response of the amplifier 
may be qualitatively inferred from Fig. 40b. At low and high fre¬ 
quencies, the gain is increased by the feedback, because any Aft locus 
lying between the circle and the cardioid traverses a part of the 
region lying within the unit circle with center at 1 + jO. The tendency 
toward this regeneration is increased as p is increased and as the 
stages are made more nearly alike. Conversely, dissimilarity of the 
stages tends to reduce the regeneration. The effect on the frequency 
response of changing the amount of feedback through changing p is 
indicated in Fig. 40c. Note that here the curves cross, whereas for 
feedback around one stage as illustrated in Fig. 38c they do not. 

The Aft locus for any practical circuit will differ from that shown in 
Fig. 40b because of the frequency characteristics of a practical trans¬ 
former. Since, as is explained in Art. 8, the transformer introduces an 
additional phase shift tending toward 90 degrees at the low and high 
frequencies, 43 the locus may surround the point 1 -f jO for large 
amounts of feedback. The amount of feedback must be limited, there¬ 
fore, in order to prevent oscillations. 

Negative voltage feedback across three RC-coupled amplifier 
stages may be accomplished as shown in Fig. 41a. The corresponding 
Ap locus is the solid curve in Fig. 41b when the stages are identical. 
This circuit has the practical disadvantage that the input and output 

41 E. E. Staff, M.I.T., Magnetic Circuits and Transformers (Cambridge, Massachusetts: 
The Technology Press of M.I.T.; New York: John Wiley «fc Sons, Inc., 1943), 477. 
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(a) Circuit for feedback across three stages 

(b) A& loci for circuit of (a) 

Fig. 41. Negative voltage feedback across three RC-coupled stages. 

unity. At these frequencies, the phase shift in each stage is 240 degrees 
or 120 degrees, respectively, if the stages are alike and the p ha s© shit 
in 3 is assumed zero. Each stage then operates with a phase shut bU 
degrees more or less than the middle-frequency phase shift, which is 
180 degrees. The voltage gain of each stage is A lm J2, where A lmtf is 
the voltage gain of a single stage in the middle range of frequencies. 
The total internal voltage gain of the amplifier at either frequency for 
which E 0 and E s are in phase is 

A = [^]\ [ 224 ] 


Hence, if —^0 is greater than unity, oscillations occur. 
8 


Alter- 


natively, A\ m J must be less than 8 to prevent oscillations. This 
severe limitation on the amount of feedback means that feedback 
around three identical stages can hardly be considered a practical 
arrangement. 

The tendency to oscillate may be reduced and the allowable feed¬ 
back increased through designing one or two of the stages to have a 
much broader middle range of frequencies than the remainder. To 
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insure that the Ap locus does not enclose the point 1 + jO, it is neces¬ 
sary that \Ap\ remain less than unity until the frequency increases 
above the value for which the total phase shift is 720 degrees and that 
it decrease to less than unity before the frequency decreases below the 
value for which the total phase shift is 360 degrees. If one broad¬ 
band stage is used, the Ap locus tends to become a cardioid as in Fig. 
40b; if two such stages are used, the locus approaches a circle as in Fig. 
38b. Either tendency fulfills the necessary requirement for avoiding 
oscillations. 

Although, in general, inverse feedback has one important dis¬ 
advantage—it decreases the over-all voltage gain of the amplifier— 
the advantages often outweigh the disadvantages because the voltage 
gain can usually be brought back to the desired level by the addition 
of more stages of amplification. 

The advantages to be gained by inverse feedback are numerous, and 
the preceding discussion merely gives a basis for an understanding of 
the possibilities. The fundamental principle of inverse feedback is used 
not only in vacuum-tube amplifiers but also in other types of electrical 
and mechanical systems and in all control systems in which the result 
of a control operation tends to neutralize or decrease the original 
control signal. Servomechanisms, hydraulic governors, automatic 
pilots for ships and aircraft, closed-cycle process-control devices, and 
many others employ the basic principle here called inverse feedback, 
and are susceptible to the same type of analysis that is applicable to 
feedback amplifiers. 44 


PROBLEMS 

1. A direct-coupled amplifier comprises two Type 6J5 triodes in the circuit of 
Fig. 3a. The plate-supply voltage E bb is 300 volts and E rc is —100 volts. For each 
tube, the zero-signal value of the plate voltage is to be 120 volts, of the grid 
voltage, —2 volts, and of the plate current, 8 ma. An approximate value for ft is 
then 20 and for r p is 6.700 ohms. Each of the three resistances connected to the 
negative terminal of the grid-bias supply is 1 megohm. The impedance of the 
source of input voltage e in may be considered zero. Find: 

(a) the required values of all resistances, 

(b) the over all voltage amplification, 

(c) the maximum permissible positive and negative values of e in if the grid 
voltages for both tubes are to remain negative and larger than the cut-off 
value. 

44 L. A. MacColl, Furulamental Theory oj Servomechanisms (New York: D. Van Nos¬ 
trand Company, 1945); H. M. James, N. B. Nichols, R. S. Philips, Editors. Theory of 
Servomechanisms, Massachusetts Institute of Technology Radiation Laboratory Series, 
Vol. 25 (New York: McGraw-Hill Book Company, Inc., 1947); G. S. Brown and D. P. 
Campbell, Principles of Servomechanisms (New York: John Wiley & Sons, Inc., 1948). 
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• two triodca in the circuit 

2. A cathode-coupled daer^^erco™^ „ 50 millivolts at lops. 

of Fie. 4. The grid-to-grid voltage to be^arnp mode , in the gnd-to- 

There exists also an extraneous sum compo ^ lat<J . sup ply voltage E bb is 20 
ground voltages of 10 millivolts at 60 cp*. P ^ tube . g tQ operut4 . so that 

- and J is 10 '°° 0 ° hms - 

, a , the load resistance fi t and the cathode resistance *, 

,b) the plate-to-plate und volt a ge s. e, M . 

(c) the sum component in the plate g resistance of 10,000 

3. A triode with an amplification factor of 20 ^. g ^ ce . capac itance coupling, 

ohms is used as a linear Class A, amplifier u limited to 10 6 ohms, what 

If the grid resistance R g for the succeeding tag C will give a voltage gain 
values of load resistance R L and coupling cap^i^e c f of 30 cps? 

of 15 in the middle range offrequenc.es and a lower half-power I q 

4. A Type 6J5 triode is used in one stage ° f 

Class Aiamplifiercirci.it of Fig. 6a with a batte y ig 300 vo i tg and the 

arrangement of R k and C k . The P* ate - s '*PP ? isW ohms, the coupling 

grid-bias voltage B„ is total shunt 

capacitance C e is 0.01 ,if. the grid resistance R g is 10" onms. a 

capacitance C g is 50/i/if. . .jju ran trc of frequencies and 

Determine the voltage gain of the stage in the middle r g 4 

the upper and lower half power frequencies. 

6 A Type 6J5 triode is used in one stage of the r^UUnce-capaciUnce-coupled 

CJ is 150 nn f. . 

(a) Specify suitable plate-supply and grid-bias voltages for linear ( lass A, 

(b) merm^ne°thcvalue of the cathode resistance R k that must be used to 

provide the grid-bias voltage specified in (a). 

(c) On the assumption that the reactance of C, .s essentially zoro at fr “ 

' quencies of interest, plot the voltage gain of the stage as a function of 
frequency. 

6. One stage of a resistance-capacitance-coupled Class A x amplifier 
a triode is arranged as shown in Fig. 6a. The quiescent operating 

is such that,, is 60 and r„ is 15.000ohms. The load^resistance 

the grid resistance R is 500.000 ohms, the total shunt capacitance C, is 20 «* . 

and may be assumed to be so large that its reactance is essentially zero at all 

frequencies of interest. 

(a) Calculate and plot the voltage gain of the stage at a frequency of oO cps 
as a function of C e for C e equal to 0.001, 0.005, 0.01, 0.02. 0.05 and 0.1 /if. 

(b) Plot the frequency-response characteristic of the stage for C e equal to 
0.05 /if. 

7. The first stage of a resistance-capacitance-coupled Class Aj amplifier con¬ 
sists of a triode in conjunction with a load resistor R L of 100,000 ohms, a coupling 
capacitor C e of 0.01 /if, and a grid resistor R g of 250,000 ohms. The total shunt 
capacitance C g \ which includes the stray capacitance of the leads, the output 
capacitance of the first tube, and the input capacitance of the next tube, is 
150 /i/if. The plate resistance and the amplification factor of the tube may be 
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assumed to be 10,000 ohms and 20 respectively. The capacitance C k may bo 

assumed to be so large that its reactance is essentially zero at all frequencies of 
interest. 


(a) Find the voltage gain of this amplifier in the middle range of frequencies, 
and sketch the frequency characteristic on logarithmic scales of gain and 
frequency. 

(b) It is desired to change the coupling capacitor so that the over-all voltage 
gain at a frequency of 60 cps will be 90 per cent of the maximum possible 
value. How large should the capacitance of the coupling capacitor bo? 

(c) \\ hat new value should the load resistance have in order to increase the 
upper half-power frequency to twice its value in (a)? 

(d) What is the ratio of the voltage gain in the middle range of frequencies 
obtained in (c) to that in (a)? 

8. The first stage of a resistance-capacitance-coupled Class A. amplifier utilizes 

a Type 6SJ7 pentode with a plate-supply voltage of 400 volts, a constant screen- 
grid voltage of 100 volts, and a control-grid-bias voltage of —3 volts. The sup- 
pressor grid is maintained at cathode potential. The load resistance R, is 10 6 
ohms, the coupling capacitance C c is 0.05/if. and the grid resistor R 'of tho 
following stage is 10 s ohms. 0 

The second stage of the amplifier employs a Type 6B4-G triodo as a power 
amplifier with a resistance load of 8 ohms coupled through an essentially ideal 
output transformer having a turns ratio of 10 to 1. Tho plate-supply voltage is 
250 volts, and the grid-bias voltage is -45 volts. Neglect the wiring capacitances. 

(a) Compute the over all frequency-response characteristic of the amplifier over 
tho range between the half-power frequencies. 

(b) As the input voltage is increased, which tube first exceeds the limits of 
Class Aj operation in the middle rungo of frequencies? 

9. Design a single-stage resistance-capacitance-coupled Class Aj amplifier for 
energizing the deflecting plates of a cathode-ray oscilloscope that are shunted by 
a 5-megohm resistor. Requirements call for a voltage gain of 50 uniform within ± 6 
per cent over a frequency range extending from 10 to 20,000 cps with a sinusoidal 
peak input of one volt. One half of a Type 6SL7-GT twin triode is to be used, and 
second-harmonic distortion is to be limited to 5 per cent. Specify suitable plate- 
supply and grid-bias voltages, load resistance, and coupling capacitance, and 
determine the plate current /„ and plate voltage E b corresponding to the resulting 
quiescent operating point. Give reasons for your choice of design constants. 

10. A two-stage rcsistance-capacitance-coupled Class A, amplifier is to be 
designed, using a twin triode. The voltage gain as a function of frequency is to 
vary by not more than 6 db between 30 and 70,000 cps. The output of the ampli¬ 
fier is to supply a vacuum-tube voltmeter that has an effective input shunt 
capacitance C g and grid resistance R g equal to those of each of the two amplifier 
stages, which are to be identical. Assume for analysis that C gp is 3.3 /i/if, C gk is 
3.2 /i/if, and C pk is 3.5 ////f for each triode unit, that the interstage wiring capaci¬ 
tance is 15 /i//f, and that the effective input shunt conductance for each amplifier 
stage is zero. The tubes are to operate under the following conditions: 


Quiescent plate current = 2.3 ma 
Quiescent plate voltage = 250 volts 
Grid-bias voltage = — 2 volts 
Amplification factor = 70 

Plate resistance = 44,000 ohms. 
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.. resistance R„ in each grid circuit should not exceed 1 megohm. A plate- 
T1 ’u ^tuToCof 400 volts and a 2-volt cell for grid bias are available. 

V ° r D eS the amplifier, specifying the ratings of all resistors and capac.ton, 
|b) Whafis the maximum voltage gain of the amplifier m dec.beb. 

11 The circuit shown in Fig. 42 is +£^9 9+£» 

nne stage of a pseudo-tuned Class A x I 

Amplifier for use at 60 cps. At frequency | 

Ten above 60 cps. the reactance of C ? 

becomes small and reduces the gain of 1-—1(-- - 

the stage, and at frequencies well below /d^\ 

60 cps the reactance of C 2 becomes large # _U- - -J" 

relative to the resistance of R, and the < 

*ZZ again reduced. Although the dis- - I*' Out 

orimination of one such stage agamst In =rC, 

unwanted frequencies is relatively small. -^E„, 

several stages are effective.. ____ 

(a) Draw an equivalent circuit for one ^ pgeudo . tuned ampUfie r 

stage of this amplifier. 8tage for Prob. 11. 

(b) Show that at an angular frequency o> 8 

the complex voltage gain is given by 



(c) Plot the locus of A in the complex plane as a function of to. 

(d) Find the value of C 2 required to make the voltage gain a maximum at 60 
cps when g m is 1,575 //mhos, r p is 0.7 megohm, R L is 0.25 megohm, R g is 
0.25 megohm, and C x is 0.01 

(e) Determine the magnitude of A at 30 and 120 cps relative to its magnitude 
at 60 cps when the circuit parameters are as in (d). 

(f) Determine for four such stages in cascade the magnitude of the over-all 
voltage gain at 120 cps relative to its magnitude at 60 cps. 

12. Two triodes are to be used in a push-pull Class A, voltage amplifier similar 
to that shown in Fig. 43. The plate-supply voltage E bb is 348 volts and the grid- 
bias voltage is to be —8 volts. In the circuit, R L is 10,000 ohms, R g is 100,000 



Fig. 43. Push-pull voltage amplifier stage for Prob. 12. 
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ohms, and C e is 0.02 /<f. The quiescent plate current at the operating point fixed 
by the supply voltages and circuit constants is 9 ma per tube. At this operating 
point, the amplification factor /i is 20 and the plate resistance r is 7,700 ohms for 
each tube. 

(a) Determine the value of the cathode-bias resistance R k necessary to provide 
the specified grid-bias voltage. 

(b) Determine the over all voltage gain of the stage in the middle range of 
frequencies. 

(c) \\ hat is the quiescent plate dissipation in one tube? 

(d) Determine the low frequency at which the power developed in the output 
resistors R g is one-half the constant value developed in the middle range of 
frequencies. 

13. A public-address system is to be so designed as to supply an audio-frequency 
power output of 10 watts when energized by a crystal microphone that supplies 
an input of 0.01 volt rms. Show in block diagram form a complete amplifier that 
would produce the desired results. Indicate what tubes should be used, give the 
approximate voltage gain per stage, and show what output voltage or power 
could be expected from each stage. Indicate where a volume control would be in- 
serted in the circuit. 

14. Consider the first stage of the Class A, amplifier circuit of Fig. 6a, with the 
cathode-bias combination R k and C k adjusted so that the voltage across it is 
constant for all pertinent frequencies. The following data apply: 

b = 20 C e = 0.01 ,ii 

r p = 7,700 ohms <7/ = 100 ///if 

R 9 — 10 6 ohms. 

The value of the capacitance C/ given above accounts for all the shunt capacr* 
tance in the tubes and wiring. If the value of R L is chosen so as to make the 
voltage gain in the middle range of frequencies equal to 15, what are the values of 
the following: 

(a) the resistance of 

(b) the lower half-power frequency, 

(c) the upper half-power frequency? 

Next, consider that a tuned circuit consisting of a parallel combination of a 
capacitor C with a coil of inductance L and series resistance R is substituted for 
the resistor R L in the circuit. The data that now apply to the circuit are: 

H, C c , R g , C 9 \ and r p remain the same; the parameters of the tuned circuit are 
such that if an additional capacitance equal to C g ' were connected across it, the 
resonant frequency would be 10 6 cps, and the Q at that frequency would be 200. 
The voltage gain of the amplifier at the resonant frequency is 15 as before. 
What are the values of 

(d) the inductance of the tuned circuit? 

(e) the series resistance of the coil in the tuned circuit? 

(f) the required capacitance of the tuned circuit, exclusive of C g t 

(g) the lower half-power frequency? 

(h) the upper half-power frequency? 

15. A triode is used as a tuned Class Aj amplifier with a plate-supply voltage 
E bb of 300 volts and a grid-bias voltage E ee of —7.5 volts. The tube has a n of 20 
and a plate resistance r p of 10,000 ohms, and the tuned circuit is composed of a 



PROBLEMS 


605 


.. of 100 uni capacitance, including the stray and intarelectrodc capaci- 
parallelwith a coil of 0.1 mh inductance. The Q of the cod * 100 at the 

^ an ‘ f ^'the C vol^e e ^ e at C tJr^onant frequency and the frequencies at 

0.707 times its value at the resonant frequency. 

W i'll A Class A. radio-frequency amplifier uses a pentode for which g m is 5 .°00 

'ho and r ' o'B megohm' The tuned load comprises a 1-mh coil* parallel with 
reffe^fvetatal capacitance of 100 „„f. The resonant G„ of the load is 200 

(a) Determine the voltage gain of the stage at the resonant frequency of the 

,b) Determine'the voltage gain of the stage at 10.000 cps above and below 

(C) Find the half-power frequencies by the use of Eqs. 100 and 113. 

17. A certain pentode operates as a tuned radio-frequency Class A i 

with a tuned load circuit comprising a coil of 280 /ih inductance and a <? 0 of 80 
the resonant frequency of 10 8 cps. which is the frequency of the grid-signal 
vnltaec. The load circuit is tuned to resonance at this frequency by me ans of a 
suitable shunt capacitance. The tube has an amplification factor n of 620 and 
a plate resistance r p of 10 6 ohms. 

fa) What is the voltage gain of the stage at the resonant frequency? 

(b) What is tho voltage gain for an interfering signal 50 kc per sec higher than 
the resonant frequency? 

18. A pentode with an amplification factor /i of 630 and a plate resistance 

0 f 4 x 10 5 ohms operates as a linear Class A, amplifier with a tuned load circuit 

comprising a 1-mh coil in series with the primary of an ideal transformer. The 
scries combination is tuned to the grid-signal frequency of 10 6 cps by an adjust¬ 
able shunt capacitance. The transformer is used to couple a 250.000-ohm load 
resistance into the tuned circuit. 

On the assumption that the coil has negligible dissipation, what transformer 
ratio will provide maximum power transfer to the 250.000-ohm load for small 
grid-signal voltages? 

19. A one-stage capacitance-coupled tuned-radio-frequency voltage amplifier 
of the type show n in Fig. 24a employs a load circuit that is tuned to the grid-signal 
frequency of 10 6 /(2 tt) cps. The tuned circuit comprises a coil with a Q of 100 in 
parallel with a capacitive reactance of 150 ohms at the resonant frequency. The 
value of the grid-resistance R Q islO 6 ohms, and the by-pass and coupling capacitors 
offer negligible reactance. 

Assuming that the bandwidth equals the difference between the ha I t-power 
frequencies, find the ratio of the maximum voltage gain to the bandwidth for 
the amplifier using: 

(a) a triodc with an amplification factor n of 20 and a plate resistance r p of 
10,000 ohms, 

(b) a pentode with an amplification factor n of 1,000 and a plate resistance 
r p of 500,000 ohms. 

20. A broad band amplifier of the type shown in Fig. 26 is to be so designed as 
to have a substantially constant voltage gain over a frequency range from 100 
to 150,000 cps. The effective shunt capacitance of the stage when connected to the 
succeeding stage is 200 nni. A high-mu triode is employed for which g m is 
1,500 /*mhos and r p is 66,000 ohms. 
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(a) Determine the values of all resistances, capacitances, and inductances in 
the circuit. 

(b) Plot the voltage gain as a function of frequency. 

(c) If the inductor L of Fig. 26 were omitted, show what change would have to 
be made in the design to satisfy the frequency requirements, and compare 
the voltage gain in the middle range of frequencies given by the new design 
with that of (b). 

21. Determine for several representative high-frequency pentodes, the limiting 
value of the gain-bandwidth product in Eq. 60 that is approached as all stray 
and wiring capacitances approach zero. Express the results in cycles per second 
and also in cycles per second per dollar of tube cost. 

22. A triode with an amplification factor /i of 100 and a plate resistance r p of 

48,000 ohms is used in a resistance- 
capacitance-coupled voltage-ampli¬ 
fier stage as shown in Fig. 44. The 
values of the load resistance R L and 
the grid resistances R g are each 10 5 
ohms and that of the coupling 
capacitor C c is 0.01 /if. 

The rectified-power supply for the 
amplifier delivers a direct voltage 
of 300 volts with a ripple factor of 
0.01. It is connected as shown in the 
figure so as to supply both the plate 
and grid-bias voltages. 

(a) What is the rms value of the 
ripple voltage appearing at 
the amplifier output ter¬ 
minals? 

(b) What would the answer to 
(a) be if the grid-bias voltage 
were obtained from a separate 
battery instead of from the 
rectified-power supply? 

23. Assuming the cathode-bias 
voltage is constant at all fre- 
Fig. 44. Circuit for Prob. 22 showing quencies, find as functions of fre- 
power-supply connections. quency the voltage gains from the 

input voltage to each of the two 
output voltages with respect to ground in the self-balancing phase inverter of 
Fig. 16b. Can the two voltage gains be equal at any frequency? At all frequencies? 

24. An amplifier supplied from a rectified-power source has a voltage gain of 
10,000 when the a-c supply voltage has the normal value, 120 volts, and a voltage 
gain of 9,000 when the a-c supply voltage decreases to 108 volts. Negative feed¬ 
back sufficient to reduce the voltage gain by a factor of 100 when the a-c supply 
voltage has the normal value is now applied. 

(a) What are the new values of the voltage gain for the two values of a-c 
supply voltage? 
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By .... ,h - '*'* w “ h ~ 
ssrJ=iSJ= sbt-t- io _ „ d Mto „. 

(a) Plot to scale the polar diagram of Afl when p is 10 pe 

(b) c t'rs^as-—- —— of (a) - 

26. A cascade r^istance ca^^ce-^oupl^Claas V^J^ oltat £ ga in of 

two identical stages having fixed gri< - T?, middle range of frequencies. 

-25 each employs 40 db output voltage 

resistivo feedback network. 

(a) Sketch the polar plot of the product Aft. frenuencies at 

the feedback, is one-half of its maximum value. 

(c) Discuss the possibilities of oscillation in this feedback amplifier 

(d) Is the voltage gain of the amplifier reduced by the feedback at all fre 

quencies? 

27. The circuit of Fig. 45 is that of an output stage for a direct-coupled ampler 
The supply voltages and resistors are so adjusted that for an input voltage o 



Fig. 45. Circuit diagram for output stage of direct-coupled 
amplifier of Prob. 27. 


zero the current through the load R L is zero. The tubes operate in the linear 
regions of their characteristic curves, so that for small input voltages they may be 
characterized by constant values of amplification factors and plate resistances 

H* r vV and r *2- 
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(a) Develop expressions for the Thevenin’s-theorem equivalent of the amplifier 
—that is, the ideal voltage source and internal series resistance that are 
equivalent to the amplifier as viewed from the load terminals. Note that the 
quantity R L should not appear in the expressions for the ideal source 
voltage and internal series resistance. 

(b) What relationship must exist among the parameters in the circuit if the 
two tubes are to contribute components of equal magnitude to the total 
load current when an input voltage e gl is applied? 

(c) \V ith the conditions of (b) established, what is the over all transconductanco 
of the amplifier? 

28. Show that regardless of the waveform of the input voltage, when the 
element labeled Z a is a resistance and that labeled Z b is a capacitance in Fig. 37b, 
the instantaneous output voltage approaches the time integral of the instan’ 
taneous input voltage as the voltage gain A approaches infinity. 

Show that the same is true when the element labeled Z s is an inductance and 
that labeled Z b is a resistance. 

29. Show that regardless of the waveform of the input voltage, when the 
element labeled Z, is a capacitance and that labeled Z 6 is a resistance in Fig. 37b, 
the instantaneous output voltage approaches the time derivative of the instan- 
taneous input voltage as the voltage gain A approaches infinity. 

Show that the same is true when the element labeled Z, is a resistance and that 
labeled Z„ is an inductance. 

30. Devise a two-stage amplifier circuit comprising positive current feedback 
and negative voltage feedback combined so as to make the output impedance of 
the amplifier zero and the voltage gain of the amplifier the same as it would bo 
with both types of feedback eliminated. 



CHAPTER X 


Amplifiers with Operation 
Extending beyond the Linear Range of the 1 ub 
Characteristic Curves; Class AB, Class B, and 

Class C Amplifiers 

In the amplifiers discussed in previous 

SonfineTritTofthe^ube characteristics are of^ 

TnH if the effective impedance in series with the grid is apprecia 
resulting 6 nonHruw'resistance between the grid and cathode may cause 
waveform distortion of the grid-signal voltage. Because of th se 1.m - 
Tations, Class A operation suffers the c‘-dvantage that o small 
plate efficiencies can be realized, as is shown in Art. 16 '. C “- 

This chapter considers amplifiers in which the excursion of the oper 
atin Joint^tcnds beyond the linear range of the tube charac er.t c. 
The primary objective of such operation is to reduce the ratio of the 
average value of the plate current to the value of the x-aryingcorn- 
ponent and thereby to increase the plate efficiency, discussed in Art. 
14 Ch VIII. However, the increase in plate efficiency is accomplishe 
It the expense of a restriction on the applicability, for the harmonic 
components in the plate current are then large, and the metliod is se- 
ful only in applications in which the circuit connections tend to reduce 
or eliminate the harmonic components in the output current and 

V °In general, the two types of circuits in which the distortion com¬ 
ponents in the output are substantially smaller than those in the tube 
plate current are those utilizing the push-pull connection and those 
utilizing the parallel-tuned load. The push-pull connection is applicable 
over a relatively wide band of frequencies in the low- or audio¬ 
frequency range; the tuned-load connection is applicable over a 

609 
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relatively narrow band of frequencies and is used mainly at radio 
frequencies. A combination of the two types of circuit is sometimes 
used at radio frequencies. The discussion in this chapter is devoted to 
these two types. 

1. Push-pull Class AB audio-frequency power 

AMPLIFIERS 

The essential distinguishing feature in the classification of amplifiers 
given in Art. 4, Ch. VIII, is the fraction of a cycle during which the 
plate current of the tube is zero. In the Class AB amplifier, the tube 
plate current is greater than zero for appreciably more than a half¬ 
cycle but is zero for an appreciable fraction of a cycle. Under such con¬ 
ditions of operation, considerable harmonic generation takes place 
within the tube, and the plate-current waveform is not a close approxi¬ 
mation to the grid-signal-voltage waveform. Consequently, single-tube 
Class AB amplifiers are never used for sound reproduction. Satis¬ 
factory reproduction of audio-frequency signals for reception by the 
ear requires the use of the push-pull connection to eliminate the even 
harmonics and thereby to reduce the total harmonic generation when 
Class AB operating conditions are used. The same considerations apply 
to the audio-frequency Class B amplifiers discussed in the next article. 

As an introduction to the operation of push-pull Class AB 
amplifiers, it is of interest to examine the changes in the shapes of the 
characteristics of the composite tube and in the paths of operation 
that take place when the grid-bias voltage is changed in a push-pull 
amplifier comprising an ideal output transformer and a resistance load, 
in which (a) a specified plate-supply voltage is maintained and (b) the 
grid-signal-voltage amplitude is kept equal to the magnitude of the 
negative grid-bias voltage. The trend of the shapes of the family of 
composite plate characteristics as the operation is varied from Class A 
through Class AB to Class B for the same triode tube is shown in Figs. 
43 and 45 of Ch. VIII and Figs. 1 and 2 of this chapter. Figures 43 and 
45 of Ch. VIII show the change that takes place when the grid-bias 
voltage is altered from —50 volts in the first figure to —55 volts in the 
second. The effect of the change in the plate-supply voltage from 240 
volts to 250 volts is negligible by comparison. A further change in 
grid-bias voltage by an equal increment to the value —60 volts has the 
effect shown in Fig. 1 of this article. Figure 2 in the next article shows 
the effect of an even larger negative grid-bias voltage. 

The grid-bias voltage in Fig. 43, Ch. VIII, is well within the range 
for Class operation in accordance with the definition in Art. 4, Ch. 
VIII, since the instantaneous plate current in an individual tube, 
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K dotted locus, does not become zero for any grid-signal- 
sbown by the than the m iutude of the grid-b.as voltage, 

voyage a mpl.tude sm ^ results in class A 2 operat.on. 

vXgf for S 45. Ch. VIII. i. u» «-*»» ™>" 



. ath of 

operation for 
one tube 

e .in volts 


Path of 
operation for 
composite tube 
when 



1726 ohms or 
Rpp- 6900 ohms 


Fig. 1. Composite characteristics of the two triodes °f Fi 8- 4 *' 

ini push-pull circuit with a grid-bias voltage givrng Class AB operatmn. 


Class A, operation, since the instantaneous plate current of an 
individual tube approaches zero at one time in the cycle as the ampli¬ 
tude of the grid-signal voltage approaches the magnitude of the 
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appreciable part of the cycle. Hence, by the definitions in Art. 4, Ch. 
VIII, the operation in Fig. 1 is Class A, for small amplitudes such that 
the plate currents do not become zero; Class AB, for large amplitudes 
up to the value that equals the magnitude of the grid-bias voltage; and 
Class AB 2 for still larger amplitudes, since the instantaneous grid 
voltages e c and e e ' then become positive during the cycle, and the grid 
current is therefore appreciable. In this discussion the grid current is 
assumed to be negligible for negative grid voltages but appreciable for 
positive grid voltages, an assumption that is approximately true in 
most applications of grid-controlled vacuum tubes. 

Although the slope of the composite characteristics changes with the 
grid-bias voltage, the curves remain practically straight, parallel, and 
equally spaced for equal increments of the grid voltage, even for push- 
pull Class AB operation. Therefore the harmonic generation resulting 
from nonlinearity in the tube is small in the output of a push-pull 
Class AB amplifier with an output transformer having a coupling 
coefficient near unity, despite the fact that the individual plate 
currents in the tubes have a ‘‘flat-bottomed” wave containing 
appreciable harmonics. The push-pull connection and the close 
coupling between the two sections of the transformer primary wind¬ 
ing make the circuit useful for linear amplification even though the 
excursion of the operating points extends beyond the linear range of 
the individual characteristics. The values of the harmonic-frequency 
components in the output current or voltage can be obtained by the 
methods given in Art. 13, Ch. VIII. However, the higher-order 
harmonics may be appreciable; hence the more nearly accurate method 
of plotting waveforms from the operating points on the composite 
characteristics and analyzing the results by a schedule method, or the 
method of direct electrical measurement in the circuit, may often be 
preferable. 

In Class AB operation, the quiescent value of the plate current I b is 
smaller for a particular quiescent plate voltage than in Class A opera¬ 
tion because of the increased magnitude of the negative grid-bias 
voltage; consequently the quiescent plate voltage for a given zero- 
grid-signal plate dissipation may be increased. However, when a grid- 
signal voltage is impressed, the average value of the plate current 
increases to the value 

= h + > [ 1 ] 

where I p0 is the average value of the component of plate current 
caused by the grid-signal voltage; that is, I v0 is the rectified component 
of the plate current. The power supplied to the tube by the plate- 
power supply therefore increases with the grid-signal voltage at the 
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than for Class A, operation; thus the maximum power output for 
a given plate dissipation or given tube is higher for Class AB ' 0 P®^ '° s 
This condition is perhaps best understood after a study of the 
of the push-pull Class B amplifier in the next article, because Ck^AB 
operation is in many respects intermediate between Class A and[Class B. 
The plate-to-plate load resistance for max.mum power output is also 

higher for Class AB than for Class A operation, as is evident from F g. . 

Since the average plate current increases with the grid-signal 
voltage in a Class AB amplifier, the magnitude of the negative grid- 
bias voltage also increases if a cathode-bias circuit is used. This effect 
tends to increase the harmonic generation, because the excursion oi 
the operating point extends farther into the nonlinear region ot the 
plate characteristics. Consequently, the bias resistor must be adjusted 
to give a grid-bias voltage near the limiting Class A, value for small 
grid-signal voltages in order to prevent the bias voltage from becoming 
too large for large grid-signal voltages. Also, since the sum of the two 
plate currents is not constant in the push-pull Class AB amplifier, a by¬ 
pass capacitor must be used around the cathode-bias resistor to 
prevent degeneration, although it is unnecessary in a push-pull linear 
Class A amplifier. 

In order to obtain greater power output without an increase in 
plate-supply voltage, the Class AB amplifier with a grid-signal- 
voltage amplitude sufficient to extend the operation to positive values 
of the grid voltage e e is sometimes used. The grid current in this Class 
AB 2 amplifier is then appreciable, and the preceding amplifier stage 
must furnish appreciable power. In order to prevent harmonic genera¬ 
tion caused by the nonlinear relation between the grid current and 
grid voltage, the preceding stage usually has a step-down output 
transformer to reduce its apparent internal impedance as a source of 
grid-signal voltage for the Class AB stage. 

The problem of determining the harmonic generation and optimum 
operating conditions in the Class AB amplifier is not readily solved by 
analytical means, and graphical or direct electrical-measurement 
methods are necessary for an accurate solution. 
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2. Push-pull Class B audio-frequency power 

AMPLIFIERS 

When the magnitude of the negative grid-bias voltage is increased to 
a value that reduces the quiescent plate currents in the individual 



Fig. 2. Composite characteristics of the two triodes of Fig. 43, Ch. VIII, 
in a push-pull circuit with a grid-bias voltage giving Class B operation. 


tubes practically to zero—that is, to the cut-off value—the composite 
plate characteristics for the circuits in Figs. 35 and 40 of Ch. VIII have 
the form shown in Fig. 2 of this chapter. The composite charac¬ 
teristics follow one or the other of the individual tube characteristic 
curves over essentially their entire range and are appreciably curved 
in the region of small grid-signal-voltage amplitudes. Their average 
slope is roughly half that of the curves for Class A operation shown in 
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A rt ^ i + of the curves for Class AB 

1?* 4* Ch VIII, and is smaller than t a nt plate resistance 

output transformer (see at . 

or Class AB operat.on. individual tube is along the 

The locus of the operating point for a for positive 

Jafght path of operation for “^tJease^ne individual 

values of grid-signal voltage ( h h jve va i ues of grid-signal 

plate current) and along the «,, «■ ^ zer0 at quiescent con- 

voltage, since the individual plate cur , of this chapter for 

ditions. (See Figs. 43 and «. Ch. \ HI-• * n for individual tubes 

the trend of the shape o P bia ^ voltage j s increased.) In the 

as the magnitude of the neg gT adjusted to the cut-off 

push-pull circuit with while the second is con- 

value, the sinus0 idal input voltage e„ therefore, 

ducting, and vice \ersa. wu am)r0 ximately a series of half- 

the individual plate currents a PP ha , f Jg lc8| an d the opera- 

sinusoids with zero curren in similarity to the full- 

wave rectifier is evident in 1 P ., in a recti fier transformer; 

power flows inthedn-ect'onopp t alternating-current 
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sr 

pation and plate efficiency can be made as follows on the assumptions 
that the input voltage is sinusoidal, the output transformer » ideal 
and^the plate characteristics of the individual tube are a linear family 
of straight paraUel lines equally spaced for equal increments rfgrd 
voltage. The composite characteristics then have the form shown . 
Fig 44 Ch. VIII. The composite-tube current »« >? sinusoidal, and the 
individual tube plate currents are a series of half-smusoids with zero 
current in the alternate half-cycles. During a cycle, 

[2] 
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where I dm and I bm are the maximum values of the current in the com¬ 
posite tube and an individual tube, respectively. Since the composite- 
tube current is sinusoidal, and the load as viewed from the tubes into 
the transformer primary winding is a resistance, the power output of 
the two tubes is 



where E pm is the amplitude of the varying component of the plate 
voltage of one of the tubes—that is, the voltage across one-half of the 
transformer winding, as shown in Fig. 40, Ch. VIII. 

The average value of the plate current of an individual tube for the 
half-sinusoid waveform is 

/», = ^ J o i„ d(ojt) = j" o sin ut d(<at) [4] 

= l ± , 

7T 

which is identical with the expression in an earlier chapter for the half¬ 
wave rectifier. Since the ideal transformer has zero resistance in its 
windings, the considerations of Art. 17, Ch. VIII, are applicable, and 
the direct-current power input to the tubes, p>, is the product of the 
plate-supply voltage and the average value of the current through it, 
the latter being the sum of the individual tube currents, 2 1 bt \ thus 

P b , = 2 E bb I b , = - E bb l bm , ►[«] 


►[5] 


where P bs is the power supplied to the two tubes; the plate efficiency is 
therefore 



\E v J bm 

lE bb I bm 


E 

_ _£I 2 x 78.5 per cent. 


E 


tb 


►[7] 


The plate efficiency in Eq. 7 increases with E vm and therefore with 
the grid-signal voltage. The amplitude E pm is equal to half the pro¬ 
jection of the excursion of the operating point on the e b axis in Fig. 2. 
This quantity has an ultimate limit equal to the plate-supply voltage 
E bbt since the plate voltage e b cannot become negative; hence the 
maximum plate efficiency for the Class B amplifier is 78.5 per cent. 
However, in order that E pm equal E bb , either the path of the operating 
point must approach the e b axis or the grid voltage for the individual 
tubes must become highly positive during the cycle. The first con¬ 
dition implies a very high load resistance and a low power output; the 
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somewhat positive during e y . power required the 
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“utpuTfro'm a particular tube over Class A operat.on, for, since the 
plate efficiency of any amplifier is 

[8] 


P ae _ _ 

* - K ~ P" + p >' 


the alternating-current power output is expressible in the form 




►[9] 


where P , is the plate dissipation defined by Eq. 151 Ch. VIII. There¬ 
fore, with Class A operation at, say, 20 per cent plate efficienoy, the 
available power output from a pair of tubes is one-fourth the sum ot 
their allowable plate dissipations; whereas with Class B operation at, 
say, 60 per cent plate efficiency, it is one and one-half times that sum 
_an increase in power output by a factor of six. 

The direct current through the plate-voltage supply, 2/ 6 „ increases 
directly with the output current and grid-signal voltage. The power 
output may be expressed in terms of 2 I bt and the plate-to-plate 
resistance R VP by the following approximate analysis. The alternating- 
current power output is 

[ 10 ] 


Pac = h 2 R 


L » 


where I 2 is the effective value of the current and R L is the load resis¬ 
tance on the load side of the output transformer. Since in the ideal 
transformer, 


, _ £fl= _ (*- 

2 “ \Nj V2 ” W V~2 


[ 11 ] 


from Eq. 2. Substitution of Eq. 12 in Eq. 10 gives 


[12] 
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and substitution of Eq. 191, Ch. VIII, gives 



By means of Eq. 5, Eq. 14 is expressible as 

Pae = T2 {2I " )2R » = 0 -308(2/ J*R PV . [15] 

Thus the alternating-current power output is approximately three- 
tenths of the direct-current power that would be developed by the 
plate-voltage-supply current, as indicated by a direct-current am¬ 
meter, if its path were the plate-to-plate load resistance. 

Since the direct component of current through the plate-voltage 
supply increases from zero with increasing grid-signal voltage, the 
method previously described of obtaining the grid-bias voltage from a 
cathode-bias resistor and by-pass capacitor is not applicable to the 
Class B audio-frequency power amplifier. A fixed grid-bias voltage 
from a rectifier or battery is necessary. A plate-voltage supply with 
especially small voltage regulation is also necessary to prevent 
fluctuation of the plate-supply voltage as the grid-signal voltage 
changes. 

Pentode vacuum tubes may be used in push-pull Class B amplifiers. 
The method of graphically constructing their composite characteristics 
is identical with that for triodes. However, the resulting composite 
characteristic curves have knees similar to those of the character¬ 
istics of the individual tubes, and, if the harmonic components in the 
output generated by nonlinearity in the tube are to be small, it is 
essential that the path of operation be confined to the approximately 
linear region. 

For maximum power output from triodes, the slope of the load line 
for the composite tube should correspond roughly to the plate resis¬ 
tance of a single tube, as is illustrated in Fig. 2. The plate-to-plate 
resistance (which is four times the composite-tube plate resistance) 
should therefore be roughly four times the plate resistance of one tube. 
However, for pentode vacuum tubes, the amount of harmonic genera¬ 
tion increases to excessive values as the plate-to-plate resistance is 
made larger than the value for which the path of the operating points 
intersects the curves near the knee; hence, when they are used, the 
plate-to-plate resistance should not be adjusted arbitrarily to equal 
four times the plate resistance of one tube. 

The selection of the best plate-to-plate resistance must be made with 
due regard to harmonic generation, power output, plate dissipation, 
and grid-driving pow r er (among other quantities). The grid-driving 
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5“ voltage- To prevent from the grid-to- 

Unearityinthe^ c|rcu.t,the^ P • Mffard the previous 

cathode terminals of the u 6 be small compared with 

amplifier stage (called the terminals into the 

th/effective impedance“ votfie of the Class B audio- 

Class B stage. He " Ce u ^ r is g usual ly supplied from the previous ampli- 

frequency power amplifier is usu J PP^ Increased g „d-dnv.ng 

in the inpu ‘ ,r ““ 

former, which results in a lower 
effective voltage gain in the 
previous stage. Thus, in a deter¬ 
mination of the optimum plate- 

to-plate load resistance, the per- *| l < 

formance of the previous stage 
should be considered, and 
graphical methods for finding 
the optimum load resistance 
under specified limiting con¬ 
ditions of grid-driving power 
and plate dissipation are ex- 

^general, the Class B audio-frequency power amplifier gives a large 
power output relative to the plate dissipation. A 

with good regulation is necessary, however, and the tubes must ha 
essentially identical characteristics in order to 
harmonic generation. Since the gr.d-dr.v.ng power with Class A B 
operation is generally smaller than with Class B operation, and smce 
cathode-bias methods are practical. Class AB 2 is sometimes considered 
to be preferable to Class B operation despite its smaller power output 
and plate efficiency. 



Basic circuit diagram of a tuned 
amplifier. 


3. Tuned Class B power amplifiers 

The basic circuit diagram of an amplifier with a parallel-tuned load 
is shown in Fig. 3. The circuit is the same for any class of amplifier; the 
essential difference in Class A, B, or C operation is in the value of the 
grid-bias voltage relative to the plate-supply voltage. For Class B and 
Class C operation, larger grid-bias voltages are employed; hence the 
harmonics generated in the plate current are comparable in amplitude 

* H. J. Reich, Theory and Applications of Electron Tubes (2nd ed.; New York: McGraw- 
Hill Book Company, Inc., 1944), 269-278. 
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to the fundamental component. Nevertheless, if the load circuit is 
tuned to the frequency of the grid-signal voltage and has a large Q 0 — 
say 10 or more—the harmonic components in the voltage across the 
load are small compared with the fundamental component, because the 
jmpedance of the load at each harmonic frequency is small compared 
with the resonant impedance, as is shown in Art. 9, Ch. IX. Thus the 
ettect of the harmonic components of the tube plate current is sup¬ 
pressed by the characteristics of the load, and the usefulness of the 
amplifier depends on the fact that the load has a large Q 0 . 

For Class B operation, the grid-bias supply voltage E ee is made 
negative by an amount sufficient to reduce the plate current to zero for 
zero grid-signal voltage e g . Consequently, for a periodic grid-signal 
voltage, the plate-current waveform is a series of pulses during the 
positive half-cycles of grid-signal voltage alternating with current-free 
periods during the negative half-cycles. A quantitative analysis of the 
performance of this amplifier is difficult unless several simplifying 
assumptions are made. The semi-graphical analysis given subsequently 
in Art. 4a for Class C amplifiers is applicable also to the Class B 
amplifier and gives good results over a wide range of operation. The 
semi-graphical analysis, however, requires at the start a selection of 
certain operating conditions in order to give a solution that includes 
such desired results as the power output, plate dissipation, and plate 
efficiency. It is therefore suitable only as a guide in a cut-and-try pro¬ 
cess of solving for the best conditions of operation for a given tube. 

If further simplifying assumptions are made in addition to those 
required for the semi-graphical solution, an approximate but useful 
analytical solution 2 for the performance of the Class B tuned amplifier 
is readily obtained. It has the advantage over the semi-graphical 
analysis that in the results such desired quantities as the power out¬ 
put, plate current, and plate efficiency are expressed in terms of 
quantities known, limited, or subject to adjustment, so that the 
possibilities for application of a particular tube are quickly investi¬ 
gated. The approximate analytical solution is given in this article, and 
the semi-graphical method is given in Art. 4a. 

The object of the following analysis is to derive explicit expressions 
for the power output and plate efficiency in terms of the usual rated 
quantities for the tube, under the assumption that the tube is utilized 
to best advantage as a Class B amplifier with a high-<2 0 tuned load. 
Since the analysis is somewhat long and involved, it is perhaps 
desirable to outline briefly the steps taken, before discussing them in 
detail. 

2 W. L. Everitt, Communication Engineering (2nd ed.; New York: McGraw-Hill Book 
Company, Inc., 1937), 582-590. 
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the voltages and parameters in the circuit. At this point the stra ght- 
forward circuit analysis is complete, but the engineering limitations 
imposed by the tube ratings are yet to be considered. 

The fifth step is based on a conclusion as to the operating condition 
that utilize the tube to best advantage; it consists of a solution for the 
resonant impedance of the tuned circuit that is required to satisfy 
those operating conditions. The final step is the substitution of this 
value of resonant impedance in the expressions previously obtained 
whereupon the desired expressions for the power output p ate 
efficiency, and related quantities are obtained in terms of the tube 
coefficients and the rated values of the plate dissipation and the plate- 

supply voltage. , 

In order that the need for graphical methods may be eliminated, it is 
necessary as a first step in the analysis to express the tube charac¬ 
teristics in analytical form. As is shown in Art. 7, Ch. IV, the relation¬ 
ship between the total instantaneous values of the plate current and 
the grid and plate voltages of a triode may be expressed approximately 
as 


(«.+«* («.+ i) i »• 


In Fig. 4, i b is plotted as a function of the voltage e c + (ej/i), called 
the control voltage (see Art. 3, Ch. XI, and Art. 9, Ch. XII). 

The second step in the analysis depends on the fact, shown in Art. 
9, Ch. IX, that the impedance of a parallel-tuned circuit having a 
large Q 0 is negligible at harmonics of the resonant frequency in com¬ 
parison with its impedance at the resonant frequency. Since the plate 
current in the Class B amplifier is a pulsating wave, it contains 
appreciable harmonics, and the voltage drop in the plate load may be 
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expressed as a Fourier series, each term of which is the product of a 
current harmonic and the impedance of the load at the corresponding 
harmonic frequency. However, this analysis assumes that the parallel- 
tuned load has a Q 0 sufficiently large to make the impedance at the 
harmonic frequencies negligible compared with its value at the 
resonant frequency; consequently, if the grid-signal voltage is 
sinusoidal and the load is tuned to the frequency of the grid-signal 
voltage, the voltage drop across the load is also practically sinusoidal 
and of the same frequency.* The voltage drop in the plate load caused 
by the steady component of plate current is considered negligible 

because the direct-current resistance of 
the inductor is ordinarily very small. 

When the grid-signal voltage is zero, 
the value of e e + {ejp) is 

'• + 7- s » + 7 ! - P’1 

For Class B operation, the grid-bias 
supply voltage E ee is adjusted to the 
cut-off value 



Fig. 4. Approximate repre- 
scntation of triode character¬ 
istics. 


E ce = - 


►[18] 


so that the control voltage e e + {eJn) in Eqs. 16 and 17 is zero for zero 
grid-signal voltage. Hence the plate current, expressed by Eq. 16, is 
zero for zero grid-signal voltage. 

In general, then, for any grid-signal voltage e„, with the grid-bias 
voltage adjusted to the Class B value given in Eq. 18, 




[19] 


\ H / ' n 

and, from Eqs. 16 and 19, 

»* = 3m («, + ^). for (e, + ^ ^ 0. ►[20] 

The third step in the analysis follows from a qualitative considera¬ 
tion of the phase relations in the circuit. The plate voltage e p is 
sinusoidal because of the tuned circuit; and, if e g is sinusoidal at the 
resonant frequency of the tuned circuit, the sum e g + ( ejfi) is also 

• If the load is tuned to a particular harmonic of the grid-signal-voltage frequency, the 
only component of appreciable amplitude in the voltage drop across the load is the one 
having that particular harmonic frequency, and the circuit becomes a frequency doubler, 
triplet, or other multiplier. 
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(a) 



only cosine terras. Therefore the fundamental component of the plate 
current reaches its maximum value at the above selected reference 
point of time. It is assumed that the circuit is so tuned that its imped¬ 
ance at the fundamental frequency is a pure resistance R,. Hence, if 
I pl denotes the fundamental component of the plate current, 

E p = - I 9X R t > [21] 

3 P. Franklin, Differential Equations for Electrical Engineers (New York: John Wiley & 
Sons, Inc., 1933), 64. 
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in accordance with the selected reference directions in the circuit, 
where R t is the impedance of the tuned circuit at resonance given by 
Eq. 98, Ch. IX. Thus e p reaches its negative maximum value at the 
particular instant when i b reaches its positive maximum value. In 
order that this may be true in Eq. 20, e„ must reach its positive maxi¬ 
mum value at the same instant. The grid-signal voltage e g is therefore 
180 degrees out of phase with the plate voltage e p , and the phase 
relations and waveforms in the circuit are those shown in Fig. 5a. 

The plate current i b may be expressed in terms of its maximum 
value I bm as 

h = h m cos a)t, for (2n - \)tt <L at <> (2n + $)*, [22] 

h = 0. for (2 n - |)tt ^ (»t <L (2 n - \)tt , [23] 

where n is zero or any integer. The average value of the plate current 

1 f 2 " 1 

A* = Yn ) 0 = " J o COS Ojtd(ojt); [24]^ 


thus, 


ht — Ibmfr- 


►[25] 


The value of / bl is the same as that obtained in Art. 2, since the same 
current waveform is encountered. By Fourier analysis, the amplitude 
of the fundamental component of the plate current, V 2 I pl , is 


hence 


_ If 2 ". 2 T* 72 

^ 2 / pl =- i b cos cot d(o)t) = - I bm cos 2 (ot d((ot)\ [26] 

n J o nJo 




►[27] 


where I pl is the effective value of the fundamental component of the 
plate current. These components of i b are plotted in Fig. 5b and are 
similar to those in the half-wave rectifier. 

The expressions for the grid-signal voltage e g and the plate voltage 

/» rt nn 


e p are 


e„ = V 2 E g cos wt 


[28] 


e p = — V2E P cos (vt, [29] 

where E g and E p are the respective effective values. Substitution of 
Eqs. 22, 28, and 29 in Eq. 20 gives 

(e. - E -A. 


[30] 
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From Eq. 21, 

I,i = *,/«. - 

and substitution of Eqs. 27 and 31 in Eq. 30 gives 

~ 2r, + f?, ’ 


From Eqs. 25, 27, and 32, 




2V2 fiE, 

tt 2 r p + 


►[32] 


►[33] 


By the foregoing method, the 
two components of the plate cur¬ 
rent are expressed in terms of the 
grid-signal voltage and the tube 
and circuit parameters. In the 
Class B tuned amplifier, the aver¬ 
age value of the plate current in 
,Eq. 33 is directly proportional to 
the amplitude of the grid-signal 



Fig. 6. Equivalent circuit of the Class 
B tuned amplifier for current and 


Hic o- o u uuicu aiiipiiii^i — — 

voltage. The effective value of voltage components at the resonant 
the fundamental component of frequency. 

plate current in Eq. 32 is also . 

directly proportional to the grid-signal voltage, and this fact implies 
that the circuit is linear for the fundamental components. Equation 
32 shows that as far as the fundamental components of currents and 
voltages are concerned, the circuit is equivalent to that shown in 
Fig. 6, where the assigned positive reference directions are the same 
as those for the Class A amplifier. The equivalent circuit for the 
Class B tuned amplifier differs from that for the Class A tuned amplifier 
only in the fact that the internal resistance of the tube is doubled 
if fundamental component quantities only are considered. 

As a fourth step in the analysis, certain expressions may be derived 
to correspond with the equivalent circuit. The alternating plate 
voltage and the voltage gain at the resonant frequency are 


E v = fiE, 


2r p + r; 


from which 


A 


2r p + r; 


►[35] 


The fact that the voltage gain is constant for resonant-frequency com¬ 
ponents, regardless of their amplitude, is important in the application 
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of Class B tuned amplifiers, because it means that a sinusoidal voltage 
of that frequency whose amplitude is slowly varying—that is, a 
modulated sinusoidal voltage—can be amplified without serious dis¬ 
tortion. In practice, deviations from this linear relation may occur, 
but, by proper adjustment of the amplifier, a constant voltage gain 
over a wide range of grid-signal voltage can be obtained. Amplifiers so 
adjusted are frequently called linear Class B amplifiers. 

The direct-current power input to the plate P btt the alternating- 
current power output to the load P ae , the plate dissipation P p , and the 
plate efficiency tj p are given in terms of the fundamental component of 
plate current 7 pl by the following relations: 


— EbJbt — - —- E bb I pi, 

TT 

►[36] 

Pa. = V*. , 

►[37] 

Pp Pbi Pae ~ E bblpl Ipx'Rt , 

TT 

►138] 

Pae _ n Ipi R( n Pp 

P bt 2V2 P bb 2V2P bb 

►[39] 

TT V2E „ V2E 

= - —— = 78.5 —— per cent. 

4 B bb E bb 

►[40] 


Hence the Class B tuned amplifier, like the Class B push-pull amplifier 
(see Eq. 7), has a plate efficiency that increases directly with the grid- 
signal voltage and approaches 78.5 per cent as the amplitude of the 
plate-voltage variation V'2E P approaches the plate-supply voltage. 
However, the other limitations discussed subsequently make it im¬ 
practical to realize the full theoretical efficiency. 

The fifth step in the analysis follows from a consideration of the 
range of operating conditions within which the approximate repre¬ 
sentation of the tube characteristics in Fig. 4 is satisfactory. As the 
grid-signal-voltage amplitude is increased, the alternating component 
of plate voltage E p increases, and a condition is finally reached at 
which 

[41] 

in the waveforms shown in Fig. 5a. Further increase of grid-signal- 
voltage amplitude results in the grid's becoming positive with respect 
to the plate during a portion of the cycle. Under these conditions, the 
linear relation in Eq. 20 no longer holds, 4 an increasing fraction of the 

4 W. G. Dow, Fundamentals of Engineering Electronics (2nd ed.; New York: John 
Wiley <fe Sons, Inc., 1952), 76-78. 
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from the semi-graphical anal^u. of the next article ^ ^ ^ 

expressed in Eq. 41 is rarely exceeded, and often the ratio of 
e is maintained greater than 2 or 3. 

"For the condition expressed by Eq. 41, 

E, c + V2E, = E bb -\/2E,. I 42 ] 

Elimination of E, c and E, in Eq. 42 by means of Eqs. 18 and 34 gives 

F -E»(\ + _ 2r> + Rl —■ ►[43] 

9 y/2\ + n) 2r p + (A 4 + l ) R < 

For optimum power output at a given plate-supply voltage E bb and 
resonant-circuit resistance R„ then, the grid-signal voltage should 
have the value given by Eq. 43. If this value is substituted in Eqs. 


32 and 33, the results are: 

_ 2 (n + 1)#»6 >[ 44 ] 

* »2r, + (#»+l)*,’ 

i 1_ l/*+ l)E ” _. ►[45] 

Pl V22r p + (fi + \)R, 

When the value from Eq. 45 is substituted in Eqs. 36 through 39, 
the important operating conditions are determined. 

Certain of the quantities in the expressions above—such as n and 
r (or g m )—are limited or determined by the tube. The maximum 
value of the plate voltage e b is approximately twice the plate-supply 
voltage E bb under the optimum conditions; thus the allowable maxi¬ 
mum value of E bb is limited to about one-half the limiting value of e b 
set by insulation or gaseous-ionization and cathode-bombardment 
considerations. Also the plate dissipation P p is limited to the value of 


power that can be radiated or conducted from the plate without 
exceeding a temperature that will cause damage or shorten the life of 
the tube. It is therefore desirable to express in terms of //, r p , P p , and 
E bb for the tube the results that describe the circuit operation. 
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The one .additional quantity upon which all the other results depend 
is R ( . thus, if R t for the optimum conditions is expressed in terms of 
Ry r v> P p* an< l Hbb> fhe tube performance is then readily expressed in 
terms of them. I*rom Eqs. 38 and 45, the plate dissipation is 

/> - 2 1 (j« + 

” 2r p + if + l)R, 2[2r„ + (fi + 11 

When this expression is rearranged, the following quadratic equation 
is obtained: 




4r p * 




4r. 


1 


5^-77^+T)J- 0 - W47] 


With //, r p , E bb> and as known data, the solution of Eq. 47 gives a 
value of R lt which, when operation is subject to the condition that 
e e m „ equals e bmlm , must be provided by the tuned plate-load circuit in 
order to insure maximum power output for the prescribed values of plate- 
supply voltage and plate dissipation. With the tuned circuit designed 
for this value of R t , the value of I pX from Eq. 45, substituted in Eqs. 
36, 37, and 39, gives the power output, power input, and plate 
efficiency; and the final step in the analysis is then complete. 

Substitution of Eq. 45 in Eq. 39 gives the plate efficiency in terms of 
tlie tube and resonant load resistances. 


v. 


78.5 




2r. 


P+ 1 


+ *« 


per cent. 



This equation indicates that, when a tube is operated with a grid-signal 
voltage satisfying the optimum condition expressed by Eq. 41, its 
plate efficiency depends only on the value of the resonant load resis¬ 
tance R t and the tube coefficients. As R, is made large compared with 
2 rj{/i + 1), which is approximately 2 lg m , the plate efficiency 
approaches 78.5 per cent. The power output is then relatively small, 
but it may be increased through increasing the plate-supply voltage. 
In general, to utilize the tube to full advantage, the resonant load 
resistance given by Eq. 47 is required, and the plate efficiency may be 
considerably lower than 78.5 per cent. 

The foregoing analysis is valuable as a means of determining 
approximately the operation of a Class B tuned amplifier. Because of 
the assumption regarding the linearity of the tube characteristics, the 
results may be appreciably in error, especially when operation is near 
the overexcited condition. As a check on the results, it is best to apply 
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the semi-graphical analysis of the following article, which does not 
involve the assumption of linear tube characteristics. 


# 


4. Tuned Class C power amplifiers 

If the magnitude of the negative grid-bias voltage is changed from 
the value for Class A operation to the larger value 

oDeration the plate efficiency and power output for a given tuoe 
increase, as is shown in the previous articles of this chapter. When the 



Fig. 7. Waveforms in a Class C amplifier. 


magnitude of the negative grid-bias voltage is increased beyond the 
cut-off value used in Class B operation, further increases in plate 
efficiency and power output are achieved, and the resulting operation 
is useful for certain applications. The waveforms in the tuned amplifier 
of Fig. 3 for the increased negative grid-bias voltage are sketched in 
Fig. 7. A sinusoidal grid-signal voltage e 9 and a load circuit having a 
high (J 0 and tuned to resonate at the grid-signal frequency are assumed ; 
hence, as is explained in Art. 3, the varying component of plate 
voltage e p is sinusoidal and 180 degrees out of phase with the grid- 
signal voltage. Since the grid-bias voltage has a negative value such 
that 

\E ce \>EJfi, [49] 

the plate current is zero for zero or negative grid-signal voltages e gt 
and is also zero for positive values of e g so small that e c remains less 
than —ejfi. The waveform of the plate current then consists of pulses 
during intervals of less than 180 degrees of the cycle. The operation, 
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by the definitions of Art. 4, Ch. VIII, is therefore Class C amplifica¬ 
tion. There is no output for small grid-signal voltages, because the 
plate current is zero; thus the amplitude of the output voltage is not 
proportional to that of the input voltage. The Class C amplifier is 
therefore not suitable for amplifying a grid-signal voltage of varying 
amplitude and is ordinarily used only for amplifying a signal of fixed 
amplitude. 

An important use of the Class C amplifier is in radio communication 
as a plate-modulated amplifier, as discussed in Ch. XII. In this appli¬ 
cation, the grid-signal voltage E g is fixed, and the desired charac¬ 
teristic is that E p be directly proportional to E bb . As is pointed out in 
Ch. XII, under the condition of 100 per cent modulation, the effective 
plate voltage of the Class C amplifier varies from zero to twice E bb at 
the frequency of the modulating signal. Since the modulation fre¬ 
quency is usually low compared with the grid-signal frequency, a 
number of plate-current pulses may flow while the plate voltage is 
temporarily equal to twice E bb . In order to maintain high plate 
efficiency, it is desirable to limit the period of the plate current pulses 
to one-half of a cycle or less, as is discussed in Art. 4b. Consequently, 
the magnitude of the negative grid-bias voltage should be made at 
least large enough to equal the cut-off value for a plate voltage of 
twice E bb . For that reason it is common practice to specify, for a Class 
C amplifier that is to be modulated, a magnitude of grid-bias voltage 
\E ee \ equal to or greater than 2 EJfi, which is twice the cut-off value 
for the normal plate voltage E bb . Frequently the magnitude of the 
grid-bias voltage is made three or more times the cut-off value in order 
to permit an even higher plate efficiency. 

An analysis of the operation of the Class C tuned amplifier can be 
made on the basis of the assumption of a linear tube characteristic, as 
is made in Art. 3 for the Class B amplifier. 5 However, one new param¬ 
eter, the grid-bias supply voltage E et , is introduced. The analysis is 
greatly complicated thereby, and resort to design charts is finally 
made. Although the analysis is only approximate and is somewhat 
lengthy, it has the advantage over others of giving an explicit solution 
for the optimum operating conditions and is therefore directly useful 
in design. Other approximate analyses are sometimes used 6 when the 
data for the tube characteristics are incomplete or results are desired 
with a minimum of computation. 

6 W. L. Everifct, Communication Engineering (2nd ed.; New York: McGraw-Hill Book 

Company, Inc., 1937), 565-594. .... 

• W. G. Wagener, -Simplified Methods for Computing Performance of Transmitting 

Tubes,” I.R.E. Proc., 25 (1937), 47-77; F. E. Terman, Radio Engineering (3rd ed.; New 
York: McGraw-Hill Book Company, Inc., 1947), 374-393. 
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4a. Semi^Hical 

fiers. Theanalysisis to obtain the wave- 
characteristics of the tu ®- ® 0 J , for t he average and the 

rsr 

characteristic curves. However, the rectangular-co-ordinate grapn o 
one variable as a function of another is readily shown to be a straigh 
line if both variables are sinusoidal, have the same frequency, and 
differ in phase by an integral multiple of » radians.* Thus >f .naUn- 
taneous values of e. and c„ are used as the two variables 
rectangular-co-ordinate graph, the locus of the vriues that corr^ 

pond to the same instant of time is a straight line. The path of 

operation on the «,(«,), or constant-current, characteristic curves (see 
Fig 8, Ch. IV) is therefore a straight line for an amplifier with a 
parallel-tuned load, and it is advantageous to use those characteristics 

in analyzing that type of amplifier. . , 

The position of one-half of the straight path of operation in the con¬ 
stant-current curves is shown in Fig. 8. The waveforms of the grid and 
plate voltages from Fig. 7 are drawn as sinusoidal variations about the 
steady values E ee and E bb , respectively. At u)t equal to zero, the point 
P of the line is determined by e^ and At (ot equal to tt/ 2, or 90 
degrees, the point Q of the line is determined by E ee and E bb . A locus of 
constant ratio EJ( cut-off bias), which is equal to EJ(—E b J/x ), may 
be drawn from the origin through point Q , and a locus of constant 
e b l e c ma , ma y drawn from the origin through point P, as is 
shownTy dotted lines. The geometry of the figure indicates that the 
co-ordinates of P and Q are determined by any two pairs of independent 
quantities in the following list of eight: E bbf E eet E pt E gy e bm Je Cmiut 
EJ( cut-off bias), e w e w 

The path of operation shown in Fig. 8 is for the first and last 
quarters of the cycle only. During the second and third quarter-cycles, 
it is a straight line of equal length and is a projection of PQ through Q. 
However, during the second and third quarter-cycles the grid-signal 
voltage is negative and the plate current is zero for a Class B or Class 

7 1. E. Mouromtseff and H. N. Kozanowski, "Analysis of the Operation of Vacuum 
Tubes as Class C Amplifiers,” I.R.E. Proc., 23 (1935), 752-778. 

• E. E. Staff, M.I.T., Electric Circuits (Cambridge, Massachusetts: The Technology 
Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940), 333-336. 
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C amplifier; thus this half of the path is not of interest and is not 
drawn. The position of the operating point at various phase angles in 
the first quarter-cycle is indicated along the line. The distance along 
the line between the operating point and point Q varies as the cosine of 
the phase angle in the cycle. 

If the path of operation in Fig. 8 is superposed on the constant-current 
curves for a tube, as is shown in Fig. 9, the plate current and grid 



Fig. 8. Path of operation on the constant-current characteristic curves. 


current at particular instants in the cycle may be determined by inter¬ 
polation between the curves. The maximum plate current i bmn occurs 
at at equal to zero in the figure, and its value provides an additional 
co-ordinate for determining the P terminus of the line; it may there¬ 
fore be added to the list in the previous paragraph. The particular set 
of values selected to determine the line PQ in Fig. 9 is: 

E bb = 500 volts 


cut-off bias 
k r = 300 ma 

^ = i 

e c m „ 

A means of systematizing the analysis of the amplifier performance 
as obtained from a diagram such as Fig. 9 is given in Table I, and the 


Point Q 


Point P 
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into n equal parts, and values of cos (kn/n) where k is an integer are 
entered in the third row of the table. The particular value of » chosen 
here is 18 in order to give 10-degree increments in phase angle. 



Fig. 9. Path of operation on the constant-current characteristic curves of a 

particular tube. 

Eighteen is about the minimum value for acceptable accuracy, and 
any convenient larger value would improve the accuracy. The 
measured length l of the line PQ may be multiplied by cos {kr r/w) and 
the fourth row of the table filled in except for the last column. These 
distances are then laid off along the line from Q , determining the points 
on the line that correspond to the paiticular angles in the first quarter- 
cycle. The values of plate current and grid current at the angles Arr/n, 
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TABLE I. ANALYSIS OF CLASS B AND CLASS C TUBE OPERATION 

Tube: 


Ftt> = £ {{ /cut-off bias = e bmln = 

E. = E„ - E, = 



l = length of line from Q to P; n = ir/Aa>t = 18; k = an integer; 0, = cut-off angle. 
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, ,1 •„ the table bv the functional notation and i ‘ {k ”!"' ) 

indicated m the table y tion between the correspondmg 

in rows 5 and 6 “eref^ P inder of the tab ] e ia for the purpose 

constant-current curves, in g „d currents, 

iSSSHr-— 



Fi K 10. Current waveform from Fig. 9 and its approximate representa¬ 
tion. Plate current is plotted; the grid current curve can be approx.mated 

similarly. 


The waveforms of the plate current and grid current are given by the 
data in the table and may be plotted as shown in Fig. 10, except for the 
abscissa when i b equals zero. This abscissa is 0 V the cut-off angle, 
shown in Fig. 7, and appears in the last column of Table I. It is the 
angle whose cosine is the distance from Q to the point at which the 
cut-off-bias line crosses the line PQ divided by the length l, and is 
found through filling in rows 4, 3, and 2 of the last column of the table 
in that order. Figure 7 shows that 0, is equal to one-half the angle of 
conduction in the tube. 

In general, it is not necessary to plot the grid- and plate-current 
waveforms if the following methods of analysis are used to find their 
Fourier components. 

The plate current may be expressed as the Fourier series 

i b = I ba + V2 (/ pl cos ojt + I p2 cos 2o>* + • • • ) [50] 

in accordance with the considerations of Art. 13, Ch. VIII. The average 
value of the plate current I bs is given by 


f51] 
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but, since the wave is symmetrical about the ordinate axis at the 
origin, 



[52] 


The integral in Eq. 52 is the area under the curve of Fig. 10. This is 
approximately the area under the dotted step-function curve, which is 
the sum of the areas under the individual steps. The width of the first 
step is J(rr/n) radians, and its height is i 6 (0); thus its area is (nl2n)i b {0). 
The width of the other steps, except the last, is n/n radians, and their 
heights are i b {knln)\ thus their areas are (ir/*)*»(*W n ). where k is a 
positive integer greater than zero. The width of the last step is un¬ 
certain, but this step is only a small contribution to the total area, and 
its width may be considered to be approximately equal to rr/n radians. 
The average plate current I bl , from Eq. 52, is therefore given approxi¬ 
mately by 




2 

*-1.2.3. ••• 





or 



im 

n L 2 


2 

*-1*3.'" 



[54] 


The average value of the plate current I bt in Eq. 54 is readily evaluated 
from the data in row 5 of the table. The average value of the grid 
current is obtained from the data in row 6 of the table in the same 
manner—the subscript c takes the place of the subscript b. 

The amplitude of the fundamental harmonic component of the plate 
current in Eq. 50 is V2I pl . This coefficient in the Fourier series is 
given 9 by 



1 C 2 \ 

- l b (cot) cos a >t d((ot), 

7TJ 0 


[55] 


and, since both i b (cot) and cos cot are symmetrical about the ordinate 
axis at the origin, it is also given by 




cos (ot d(tot). 


[56] 


The integral in Eq. 56 may be expressed as a summation by the 
approximate method used before. Thus 


^ = l [fn i * (0) C0S (0) » ** ( n ) ° 0S (£)] : [57] 


• See, for example, P. Franklin. Differential Equations for Electrical Engineers (New 
York: John Wiley & Sons, Inc., 1933), 69. 
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whence 


V2 K(0) cos (0) , y cos(—)1- ►[58] 

• = T L 2 *-iAV- XU 1 

Pnw 7 in the table is the product of the quantities in rows 3 and 5 of a 
i rpL effective value of the fundamental harmonic com- 
ponent of the plate current I pl is determined from the data in row 7 y 

W The averagegrid-driving power required by the tube at the grid and 
cathode terminals is 


p ci = i- [ i c (mt)e 4 (<ut) d(wt) } 

Lit Jq 


[59] 


and, again, because of the symmetry of the functions, 



- | i c (a)t)e e {iot) d(atl). 

7rJ 0 


[60] 


The values of i,(ut) required for the evaluation of Eq. 60 by the sum¬ 
mation process previously used are available in row 6 of the table l he 
values of e c (wt) may be read from the ordinate scale in Fig. 9 and 
entered in row 9, or they may be computed by means of the values in 
row 8, which are the products of the amplitude of the grid-signal 
voltage and the corresponding values in row 3. The average grid¬ 
driving power expressed by the summation method is then 


<• 


ir«0W0) + 2 K61] 

n[ 2 W/ 


and this summation is evaluated from the data in row 10, which are the 
products of corresponding quantities in rows 6 and 9. 

From the results of the foregoing analysis, the alternating-current 
power output to the tuned load, 

Pac = E,I , x , [62] 


is readily determined, and the value of the input resistance of the 
tuned load required to satisfy the assumed operating conditions is the 
ratio of E v to I vl . Methods of coupling an actual load to the tube in 
such a manner as to satisfy this requirement are discussed in Art. 5. 
Also the direct-current power input to the plate, which is equal to the 
average power furnished by the plate-voltage supply when the direct- 
current power dissipated in the plate-load resistance is negligible, is 
given by 


P>, = E»h, ■ 


[63] 
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The plate efficiency is the ratio of Eq. 62 to Eq. 63, or 


Vp P>. EJ b , ’ 
and the plate dissipation is the difference of Eqs. 63 and 62; that is, 

P * = Pu - Pac = E„l kt - E p I pl . ►[ 66 ] 

4b. Design Considerations for Class C Amplifiers. The analysis of 
the Class C amplifier presented above is based on the assumption that 
the locus of the operating point on the tube characteristics is known. 
However, an important matter of engineering design is the selection of 
the operating conditions that govern the locus to give high plate 
efficiency and other desirable results. It is instructive in connection 
with such a selection to consider qualitatively the similarities between 
the Class C amplifier having a tuned circuit and the clock having an 
escapement and pendulum mechanism. 

W hen the pendulum swings, the stored energy is in potential form at 
the limits of the swing where the motion stops and the bob is highest in 
the gravitational field. The stored energy is all in the kinetic form at 
the center of the swing where the speed of motion is the greatest and 
the position of the bob the lowest. During a cycle, the stored energy is 
transferred from the kinetic form to the potential form and back 
again. If the pendulum swings in a viscous fluid, power is dissipated by 
friction; and a source of power to drive the pendulum is necessary if 
the amplitude of the motion is to remain constant. 

Similarly, the stored energy in the parallel-tuned circuit of an 
amplifier is all in the capacitor when the current is zero, and is all in 
the inductor when the current is a maximum and the rate of change of 
current with time is momentarily zero. During the cycle, the stored 
energy is transferred back and forth between the capacitance and the 
inductance. Power is dissipated in the resistance of the circuit, and a 
source of power is necessary if the amplitude of the electric oscillations 
is to be maintained. 

In the clock, power to maintain the pendulum oscillation is supplied 
by a spring or weight through the escapement mechanism. The escape¬ 
ment serves to deliver a power impulse to the pendulum at the end of 
its swing. Despite the fact that the power is delivered as an impulse 
over one short interval in the cycle, the motion of the pendulum is 
closely sinusoidal for small amplitudes if the bob is heavy and the 
pendulum is long, and if the viscous medium (air) provides only a small 
power dissipation. These conditions are equivalent to a large ratio of 
stored energy to energy dissipated during a cycle. 


►[64] 
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to. torito resistance in th. toned circuit is small “»P*"^ 
inductive and capacitive reactances (which are equal), the energy 
stored is essentially constant, since, in the limit as the r ““ t “ 
approaches zero the energy input and the energy dissipated during a 
cycle both approach zero, and the total energy stored must therefore 
be constant. The total energy stored is then equal to the maximum 
cyclic value of the energy stored in either the inductance or t e 
capacitance; that is, it is equal to LI,* or CE *, where I, and E are the 
effective values of the current in, and the voltage across, the tuned 

circuit. . , t 

The amount of energy dissipated during a cycle is I t 2 Rlf 0 , where ; 0 
is the resonant frequency and R is the series resistance in the circuit. 
When this amount of energy is so small that the amount stored can be 
regarded as constant, the ratio of the amount stored to the amount 
dissipated per cycle is large and is given by 


Energy stored 


= /( 


LI. 2 (o 0 LI t 2 


Energy dissipated per cycle 0 RI t 2 2nRI t 2 

Reactive volt-amperes 
2 tt watts 


[ 66 ] 


►[67] 


<QqL = Qo 
2 ttR 2n 


►[ 68 ] 


It follows that a circuit having a large ratio of energy stored to energy 
dissipated during a cycle has essentially constant energy storage and a 
value of Q 0 that is large compared with 2tt. 

Equation 68 is based on the assumption of sinusoidal excitation for 
the circuit, whereas, in the Class C amplifier, the excitation is the 
synchronized unidirectional pulsating wave of the tube plate current. 
The solution for the circuit behavior with the pulsating excitation is 
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not so simple as that leading to Eq. 68. It involves the decay of the 
oscillations between pulses, and the oscillations are not strictly 
sinusoidal. However, the analogy with the pendulum and escapement 
indicates that, if the circuit has a large ratio of energy stored to energy 
dissipated during a cycle for sinusoidal excitation, it will also have 
essentially sinusoidal oscillations even for a synchronized uni¬ 
directional pulsating excitation. Equation 68 is therefore applicable 
and the criterion for essentially sinusoidal current and voltage in the 
load is that the Q 0 of the load circuit be large compared with 2n. 

1 he degree by which the oscillations depart from strictly sinusoidal 
operation may be determined approximately through an extension of 
the analysis outlined in Table I. If the depart ure from a sinusoidal 
waveform of voltage across the load circuit is small, the path of opera¬ 
tion in Fig. 9 and the current waveform that results are not affected 
appreciably. The harmonic components in the plate current are then 
obtained by a summation method similar to that indicated by Eq. 58 
but cos m(lcnln) is substituted for cos (Jrrr/n), where m is the order of the 
harmonic component desired. The impedance of the load circuit is 
determined for the corresponding harmonic frequencies by the 
methods outlined in Art. 9, Ch. IX, and the harmonic components in 
the output voltage across the load circuit are the products of the 
harmonic components of the plate current and the corresponding 
values of the load impedance. Additional considerations regarding the 
harmonic content in the output waveform are discussed in the follow¬ 
ing article. 

Although the function of the tube in the Class C amplifier is merely 
that of an escapement or valve, one must recognize that the tube has 
losses. These decrease the efficiency with which power is transferred 
from the plate-power supply to the load—that is, the plate efficiency. 
The instantaneous power loss in the tube is the product of the instan¬ 
taneous values of the plate current and voltage. The smallest tube 
losses and highest plate efficiency are obtained, therefore, if the plate- 
current pulse takes place when the plate voltage e b has its smallest 
value in the cycle, and if the amplitude of the alternating component 
of the plate voltage is sufficiently large to reduce e bnin to a small 
value. 

The wave shape of the plate-current pulse also has considerable 
effect on the plate efficiency. Since the expression for 7 pl , Eq. 56, 
involves the factor cos cot , the center portion of the plate-current pulse 
—near cot equal to zero—contributes the greater part to the integral, 
and the current at the sides of the pulse where cot is large has little 
effect on 7 pl or on the alternating-current power output in Eq. 62. On 
the other hand, the expression for I bs in Eq. 52 does not contain the 
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magnitude of the negative grid-bias voltage E a is made large> compared 
with the cut-off-bias voltage, and high plate efficiencies—up to 80 
90 per (^nt—may be obtained. It does not follow that a large magni¬ 
tude of E is always the most desirable operating condition, howeve , 
for the following considerations show that the grid-driving power is 

often increased by such operation. .. . . • thft 

The value of P et obtained by the method indicated in Eq. 61 is the 
power required by the tube at the grid-cathode terminals In * ig. 6 the 
direct component of grid current I e , passes through the gnd-bias- 
voltage supply in such a direction that power is absorbed rather than 
delivered by the voltage source—if a battery is used it is charged 
rather than discharged. The power absorbed comes from the source oi 
grid-signal voltage; hence the total power required of the grid-signal- 
voltage supply is 

p § -P et + \E ee \I et . K69] 

Thus, fora constant e Cmtt , an increase of \E ct \ tends to increase the 
power required in the grid circuit of a Class C amplifier at the same 
time as it provides an increase in plate efficiency. The over-all 
efficiency of the amplifier circuit, which is the ratio of the output to 
the total input power is 

E ’ 1 ’ 1 -- [70] 


V = 


Ebtht + P< 


+ 


4- BJ. 


For given values of e bmtn , and E bb , an increase in the amount of 
negative grid-bias voltage results in decreased values of I bt and I es , but 
the presence of \E ee \ in the denominator of Eq. 70 indicates that a 
particular value of |J£ fe | gives the highest over-all efficiency. 

The total power required of the grid-signal-voltage supply, P g} is 
given by 

P ' = ^ d(wl) - [71] 


This integral may be evaluated by means of Fig. 9 or in the terms 
given by Eq. 69. However, since the waveform of the grid current i e 
usually consists of a pulse of short time duration near the instant when 
the grid-signal voltage has its maximum value V'2E g , the e g term may 
be considered 10 a constant of that value, and Eq. 71 leads to the 


10 H. P. Thomas, "The Determination of Grid-Driving Power in Radio-Frequency 
Power Amplifiers,” I.R.E. Proc., 21 (1933), 1134-1141. 
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approximate result 

P g ** V2E g I c ,. M72] 

Thus a direct-current ammeter to indicate I et and an alternating- 
current voltmeter to indicate E g are sufficient for an approximate 
determination of P g . 

4c. Methods of Obtaining Grid-Bias Voltage. Since the Class C 
amplifier usually operates with a fixed amplitude of grid-signal 
voltage, the cathode-bias method of obtaining the grid-bias voltage 
described in Arts. 3 and 7, Ch. VIII, is adaptable to it. However, the 




Fig. 11. Grid-leak-and-capacitor methods of obtaining the grid-bias 

voltage. 

power loss in the bias resistor is large in a high-power amplifier, 
because both \ E ce \ and I bs are large. It is hence desirable to use the 
grid-leak-and-capacitor method shown in Fig. 11, because in it the 
plate current is not utilized. Instead, the direct component of grid 
current in the grid resistor provides the grid-bias voltage. Two 
alternative arrangements are shown in Fig. 11. In both of them the 
magnitude of the grid-bias voltage is equal to I et R gt and a by-pass 
capacitor C g having a reactance small compared with the resistance R g 
at the operating frequency is used to minimize the voltage drop 
caused by the varying component of grid current. 

The circuit in Fig. lib has the advantage over the one in Fig. 11a 
that the direct component of i e does not exist in the source of grid- 
signal voltage. However, the circuit in Fig. 11a has the advantage 
that the power loss-in the grid leak is merely I e 2 R g > whereas in Fig. 
lib there is an additional component of loss due to the alternating 
component of grid voltage, and the power loss in R g is I ei 2 R g + 
( E g 2 JR g ). This disadvantage may be obviated by the insertion of an 
inductor in series with R g to reduce the alternating component of 
current. Either grid-leak-and-capacitor method has the disadvantage 
that, if the grid-signal voltage is removed, the grid-bias voltage also 
disappears, and the plate-current may rise to a destructively high 
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value. Ou the other “^X 

g?., , . f R g is decreased I increases and maintains E et and e 
Similarly,. X'X^^^sirnplicity and economy, the grid-leak- 

used with Class C amplifiers, but it is sometimes combined with a 
direct voltage from a battery, power supply, or generator to impro 
the amplifier's modulation characteristic, as is discussed in Ch. XII. 

4d Vector Diagram for the Tuned Amplifier. The vector diagram is 
useful for an understanding of the operation of the tuned amplifier. It 
is assumed that the tuned circuit is of high <?„ and is adjusted to 
resonate at the grid-signal frequency. Since the harmonics in.the out¬ 
put are essentially eliminated by the tuned circuit for operation over 
the full range of grid-bias voltage from the Class A to the Class C 
value, fundamental-frequency quantities only are of interest, and the 
vector diagram is the same in form for the whole range of grid-bias 
voltage. The circuit diagram with complex notation for the lunda- 
mental-frequency components of the currents and voltages is shown 
in Fig. 12a. Note that in this diagram I e denotes capacitor current, not 
grid current. The phase relations among the grid-signal voltage, the 
plate voltage, and the plate current are discussed in Art. 3. Since the 
parallel circuit is assumed to be so tuned that its impedance at the 
fundamental frequency is a pure resistance, I pl is in phase with 
—E p , and E, t E p , and I pl are all in phase or 180 degrees out of phase 
with each other. The vector diagram for the Class C amplifier is there¬ 
fore that shown in Fig. 12b. In this diagram, the length of the vector 
for the current I pl is greatly exaggerated with respect to the lengths of 
the other current vectors. This vector diagram is useful for compari¬ 
son later with the vector diagram of the circuit when operating as a 
tuned-plate oscillator. 

The vector fiE g in Fig. 12b is a fictitious one analogous to the 
quantity existing in a Class A amplifier, for is indeterminate during 
the zero-plate-current intervals in the Class C amplifier and may vary 
considerably during the intervals when the current is not zero. Never¬ 
theless, when the vector fxE g proportional to E„ is included, it follows 
that the tube in the Class C amplifier behaves, as far as quantities of 
fundamental frequency are concerned, as if it were a generator of 
internal source voltage fiE g and series resistance r p , since all the 
vectors fiE gy E oi and E p are in phase. The resistance r p , however, is a 
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fictitious or average plate resistance accounting for the action of the 
tube but not determinable at any one point on the tube characteristics. 
Further discussion of the significance of these fictitious quantities 
occurs in Arts. 3 and 5, Ch. XI. 

5. Design considerations for tube-to-load coupling 

NETWORKS 

The analysis of the operation of the tuned power amplifiers in the 
preceding two articles is based on the assumption that the tube feeds 



(a) Circuit diagram 


/c 



(b) Vector diagram 

Fig. 12. Vector diagram for the tuned amplifier. 


power into a tuned circuit whose input impedance is purely resistive at 
the grid-signal frequency and is negligible at harmonics of this fre¬ 
quency. The plate efficiency of the tube then indicates the effectiveness 
with which the tube transforms the direct-current power from the plate- 
power supply into alternating-current power delivered to the input 
terminals of the tuned circuit. Actually, the tuned circuit connected in 
the plate circuit of the tube is almost never a simple parallel-tuned cir¬ 
cuit such as is shown in Fig. 3, because the required impedance at the 
tube terminals is fixed, and the actual load impedance is generally also 
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S' “ for the purpose of oomputing the effeettve imped.nee m the 

=uiirjas^s^;=s 

atx'ssr-"*■ * 

variety of combinations to suit the particular requirements. 

Since the elements in the coupling network introduce appreciable 
resistance, there is a power loss in the coupling network. As an index ol 
this power loss, the efficiency of the coupling network may be defined 
as the power delivered to the actual load divided by the power 
delivered from the tube to the input terminals of the coupling ne - 
work. The over-all efficiency of power conversion from the direct- 
current power input to the tube into the alternating-current power 
output at the actual load terminals is then the product of the plate 
efficiency and the efficiency of the coupling network. As the analysis in 
tho previous two articles indicates, the plate efficiency is determined by 
the tube operating conditions, which are selected to give a specified 
power output at a specified plate dissipation and plate-supply voltage. 
On the other hand, the design of the coupling network for highly 
efficient power transfer is independent of the tube characteristics and 
involves only linear circuit analysis. 

Several considerations that may govern the design of the coupling 
network can be summarized as follows: 

First, the input, or driving-point, impedance of the coupling net¬ 
work with the load connected should have the value at the grid- 


signal frequency that meets the tube requirements at the 
specified operating conditions, as discussed in the previous article. 

Second, the coupling-network efficiency should be as large as is 
practicable. 

Third, the input impedance of the loaded coupling network at the 
harmonic frequencies should be small compared with its imped¬ 
ance at the fundamental frequency, in order that the harmonic 
generation in the amplifier (or the power output from the tube at 
the harmonic frequencies) shall be negligible. 

Fourth, the selectivity of the coupling network should be adequate 
to suppress the unwanted frequency components and prevent 
their reaching the load; in other words, the transfer impedance of 
the coupling network at the harmonic frequencies should be small 
compared with the transfer impedance at the resonant frequency. 
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Fifth, the selectivity of the coupling network should not be too large 
if the amplifier is to deliver power over a band of frequencies near 
the resonant frequency, as, for example, when a Class B amplifier 
is used with a modulated input signal, or a Class C amplifier is 
plate-modulated (see Ch. XII). 

The relative importance and stringency of these individual require¬ 
ments differ for different applications, and the final design of the 
coupling network varies accordingly. 11 



6 

(a) Actual circuit 



L, 


R, + R l 


(b) Simple parallel-tuned circuit equivalent to (a) 
at the resonant frequency 

Fig. 13. A loaded coupling network and its equivalent circuit. 


A general treatment of the effect of the foregoing requirements on 
the design of all types of tuned coupling networks is not practicable at 
this point. Consequently, only one typical network is considered here, 
although the analysis of others may be carried out along similar lines. 

A typical coupling network is that shown in Fig. 13a, in which the 
load R l is coupled to the tube through mutual inductance only. To 
simplify the analysis, the tuning of the two loops in the circuit by 

11 W. L. Everitfc, “Output Networks for Radio-Frequency Amplifiers," I.R.E. Proc., 
19 (1931), 725-737; P. H. Osborn, "A Study of Class B and C Amplifier Tank Circuits," 
I.R.E. Proc., 20 (1932), 813-834; K. S. Kunz, "Bilinear Transformations Applied to the 
Tuning of the Output Network of a Transmitter," I.R.E. Proc., 37 (1949), 1211-1217; 
R. A. Martin, "Input Admittance Characteristics of a Tuned Coupled Circuit,” I.R.E. 
Proc., 40 (1952), 57-01; W. B. Bruene, "How to Design R-F Coupling Circuits," Elec¬ 
tronics, 25 (May, 1952), 134-139. 
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n r assumed to be so done that two 

mea ditio 0 nB th a e re Ca fulfiile” First, the capacitor <7, is adjusted so that 
conditions are iu . , a cprnnd the capacitor 

S cLi.., ™p.Civ.ly, -d th. capacitors - —“ 

“h o" P S i0 d?S»l». the i»p». impedance of the loaded peopling 
network at the grid-signal frequency, which is of mterest in connection 
with the first of the foregoing five listed requirements, it is conven en 
To re^ace the circuit tothe' right of points a and 6 by 

(for that frequency) series combination of circuit elements. The 
equivalent series cfrcuit can be found by means of th. rd.1jjn. 
developed in books on electric circuits, 11 where it is shown that 
the input impedance of a two-loop network is 

[73] 


Z — Z -&* 

*la — ^11 7 . 


in which Z la is the input impedance, Z u is the self-impedance of the. 
first mesh, Z 22 is the self-impedance of the second mesh, and Z 12 is the 
mutual impedance between the meshes. Since the second mesh is 
assumed to be tuned to resonance at the grid-signal frequency, the 
self-impedance Z 22 at that one frequency is merely a resistance; and, 
in terms of the circuit notation in Fig. 13a, the relation for the input 
impedance Z ab of the circuit to the right of points ab becomes 


where (o 0 is the resonant angular frequency. Thus, at the resonant 
frequency, the impedance Z ab is the same as if the secondary circuit 
were removed and a resistance 



co 0 2 M 2 

^2 + R L 


[75] 


called the reflected resistance , were placed in series with the primary 
coil, as is shown in Fig. 13b. It follows that the circuit in Fig. 13b is 
equivalent to the circuit in Fig. 13a at the resonant frequency , and the 
input impedance of the whole circuit in Fig. 13a can be computed on 
the basis of Fig. 13b for that frequency. 

11 E. E. Staff, M.I.T., Electric Circuits (Cambridge, Massachusetts: The Technology 
Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940), 378-379. 
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The value of the input impedance of the loaded coupling network 
required to meet the tube operating conditions is 

= E J*pi . [76] 

where E p and 7 pl are the fundamental alternating components of the 
tube plate voltage and current determined by the methods outlined in 
Art. 4a. This value of input impedance can be obtained through appli¬ 
cation of the relations given in Eq. 99, Ch. IX, to the equivalent 
parallel-tuned circuit in Fig. 13b. It is shown in that equation that 

R t = QqVTJC , [77] 

where Q 0 is defined as the ratio of the reactance to the total resistance 
in the circuit at the resonant frequency. For the coupled circuit, Q 0 
therefore includes the effect of the reflected resistance R a and may be 
called the loaded Q 0 . Equation 77 shows that the value of the input 
impedance required by the tube, as stated in Eq. 76, can be obtained 
by simultaneous selection of the loaded Q 0 and the L/C ratio of the 
equivalent circuit. This selection is subject to the practical limitation 
that the value of C cannot be smaller than the capacitance inherent 
in the tube and wiring. Also it is shown subsequently that the 
additional requirements previously listed may determine the desired 
• value of (? 0 within close limits, and the L/C ratio therefore must often 
be selected to satisfy the tube requirements. 

The coupling-network efficiency, mentioned in the second require¬ 
ment listed above, obviously is related to the losses in the resistances 
7?! and R 2 as compared with the power dissipated in R L . Since the 
Q of a coil is a valuable index of its quality, it is convenient to express 
the coupling-network efficiency in terms of the Q '\s in the circuit as 
follows: In Fig. 13b. the power dissipated in 7?, is power used in heat¬ 
ing the primary coil, while the power dissipated in the reflected resis¬ 
tance R, actually is power transferred to the secondary circuit and 
includes both the power dissipated in the coil resistance R 2 and the 
load resistance R L . Since the current in the primary coil I x is the 
current in both R x and R s , the ratio of the power delivered to the 
secondary circuit to the total power input, which may be defined as the 
efficiency of the primary circuit, is 

„ r 7 81 

Vl /,*(«, + R.) *, + */ 1 J 

The Q of the primary circuit at the resonant frequency, with the 
secondary load removed, is the Q of the primary coil alone; thus 



<° 0 L 1 

R 1 


is the Q 0 of the primary coil at resonance (unloaded). 


[79] 
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The effective Q of the equivalent simple parallel-tuned circuit at the 
resonant frequency includes the reflected resistance. Hence 


^ is the Qo of the loaded primary circu^ at resonance. [80] 

° L R x + R, 

This value is to be used in Eq. 77. When these values of Q 0 are sub¬ 
stituted in Eq. 78, the efficiency becomes 


Vi = 



►[81] 


Similarly, in the secondary circuit, the ratio of the power dissipated 
in the load resistance R L to the power input to the secondary circuit, 
defined as the efficiency of the secondary circuit, is 


W. *L = ,_^ 

7,2 I t *(R t +R L ) R,+ Rl Q 02 ’ 


►[82] 


where 


Q == is the <J 0 of the unloaded secondary coil at resonance, [83] 
R 2 


and 


(o 0 L 2 


R 2 +R l 


is the Q 0 of the loaded secondary circuit at resonance. [84] 


The over-all efficiency of the coupling network—that is, the ratio of 
the power delivered to the load to the power input to the coupling net¬ 
work—is the product of the primary and secondary efficiencies 77 , 772 . 

From the foregoing expressions it is evident that for the highest 
efficiency in the coupling network, the unloaded Q 0 's of the coils must 
be as large as practical and the loaded Q 0 's as small as practical. 

Once the values of the four Q 0 's defined above are selected, the 
values of the unknown parameters in the networks in Fig. 13a are 
uniquely determined and can be found in the following manner. At 
the start, the known quantities are the load resistance, the grid-signal 
frequency, and the required input resistance of the coupling network 
at that frequency. The R’s, V s, and C’s, and the M in the circuit are 
unknown. Equation 77 gives the L 1 /C 1 ratio for the primary circuit in 
terms of the selected value of Q 0l and the known value of R t . The 
known value of the grid-signal frequency establishes a value of the 
L 1 C 1 product, and the required values of L, and C, can be found from 
the resulting values of their ratio and their product. Next, the resis¬ 
tance R x of the primary coil can be found from the selected value of 
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Qov the grid-signal frequency, and the value of L v Then the value of 
R s can be determined by means of the selected values of Q n and 0 ni 
and Eqs. 78 and 81. r 01 

Attention is next directed to the secondary circuit. The ratio of the 
load resistance to the secondary-coil resistance can be found by means 
of the selected values of Q 02 and Q 0h and Eq. 82. Since the load 
resistance is a known value, this ratio leads to a value of R 2 . Then, by 
means of the values selected for Q 02 and the grid-signal frequency, the 
values of L 2 and C 2 for the secondary circuit are found by the use of 
Eq. 83 and the L 2 C 2 product corresponding to the specified resonant 
frequency. The one remaining parameter to be found is the value of M. 
This quantity is determinable by Eq. 75, since the values of w 0 and R L 
are known and the values of R, and R 2 are included in the previous 
results. 

It is evident from the preceding considerations that the problem of 
the coupling-network design can often be resolved to one of selection of 
the loaded and unloaded £ 0 ’s of the circuits at the resonant frequency. 
The maximum practical values of the unloaded Q 0 's of the coils are 
usually limited by space, cost, and other considerations. Typical maxi¬ 
mum practical values for coils used at broadcast frequencies are 100 to 
200 for coils having dimensions of a few inches as used in relatively 
low-power amplifiers, up to values of 500 to 800 for coils having 
dimensions of a few feet as used in amplifiers of high power—in the 
range of 50 to 500 kilowatts. 

The minimum practical values of the loaded Q 0 } s of the circuits are 
not so clearly defined. Only a qualitative discussion of a few of the 
factors and limitations that affect their selection is given here. 

The loaded Q 0 of the first mesh or primary circuit Q 0 influences 
primarily the input impedance of the circuit, although, as discussed 
subsequently, its influence on the frequency dependence of the input 
impedance is not simple in the general case. One or more of several 
requirements may determine the lowest allowable value of Q 0 . First, 
as stated previously, the minimum practical value of the tuning 
capacitance across the tube terminals Cj places a lower limit on Q 0 in 
accordance with Eq. 77. Some capacitance in addition to that inherent 
in the tube and wiring is generally considered desirable in order to 
provide a means of tuning and to decrease the effect on the tuning of 
any changes in the capacitance of the wiring and tube. Second, if the 
loaded Q 0 is reduced below a value of about 10, the tuning adjustments 
for unity power factor and for maximum impedance at the tube output 
terminals are no longer the same when the capacitance is adjusted. As 
a result, it is no longer sufficient to accomplish the tuning by the usual 
simple method of adjusting the capacitance until the indication of the 



651 


Art. 5 ] 


TUBE-TO-LOAD COUPLING NETWORKS 


p late -cun , ent ammeter w “ J'" se -“pSaT with^the 

equivalent « a y , ower limit 0 f about 10 for <?„ t is commonly 

specified 13 Third, when the loaded Q 0 of the primary circuit is reduced, 
the nercentage of harmonics in the plate voltage of the tube is 
generally increased, and the third requirement in the list of five given 
ft the beginning of this article may not be satisfied. The presence of 
appreciable harmonics in the plate voltage results in a loss of efficiency 
in the tube, but no data on the magnitude of the effect are published 
at present. Values of two to three for the loaded Q„ of the primary 
circuit are used in the amplifiers of broadcast transmitters. The 
assumption of a sinusoidal waveform for the plate-voltage variation 
used in the analysis of Art. 4 is then not justified and the analysis is 


made more complicated. 

The loaded Q 0 ’s of the meshes other than the first, in the coupling 
network, influence the transfer impedance primarily. Consequently, 
their main effect is on the selectivity of the coupling network and on 
the amount of power output to the actual load at frequencies near the 
resonant frequency and at harmonic frequencies. Thus the fourth and 
fifth requirements in the list of five given at the beginning of this 
article are determining factors in the selection of these loaded Q 0 s. 
For example, in the circuit of Fig. 13a, if the loaded Q 0 of the secondary 
circuit is made too low, the required L 2 is decreased and the coupling 
coefficient is increased. With an increase of coupling coefficient, the 
selectivity in this type of coupling network generally decreases, and 
furthermore there is a practical limit to the coupling coefficient that 
can be obtained. No minimum values for the loaded <? 0 ’s can be 
specified to cover all amplifiers. Each application requires a separate 
study of the effect of the loaded Q 0 's on the requirements stated. 

In the particular but unusual application in which the load and 
coupling network form a simple parallel-tuned circuit, as shown in 
Fig. 3, the relations between the requirements listed previously and 
the Q 0 's of the circuit are established by the analysis in the preceding 
article and the derived expressions in Art. 9, Ch. IX. It is stated in Art. 
4 that, for this circuit, the Q 0 must be large if the harmonic components 
in the output voltage are to be small. The magnitude of the harmonic 
components in the output voltage from this circuit can be estimated as 
follows. Since the plate-current waveform in the Class C amplifier is 


lt F. E. Terman, Radio Engineering (3rd ed.; New York: McGraw-Hill Book Company, 
Inc., 1947), 383; R. S. Glasgow, Principles of Radio Engineering (New York: McGraw- 
Hill Book Company, Inc., 1936), 272; D. C. Prince, “Vacuum Tubes as Power Oscillators, 
Part I,” I.R.E. Proc ., 11 (1923), 301; A. B. Newhouse, “Power Amplifier Plate Tank 
Circuits,” Electronics, 14 (November, 1941), 32-35. 
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somewhat similar in shape to that of a half-wave rectifier but has 
sharper peaks of shorter duration, the percentage of second harmonic 
in the current may be assumed to be somewhat larger than in a half¬ 
wave rectifier. In the ideal half-wave rectifier with a resistance load, 
the amplitude of the second-harmonic component is approximately 
42 per cent of the fundamental; thus, in a Class C amplifier, it may be 
estimated as, say, 100 per cent as a pessimistic value. Under these 
conditions, the percentage second harmonic in the plate voltage is 100 
times the ratio of the impedance of the tuned circuit at the second- 
harmonic frequency to the impedance at the fundamental frequency. 
This ratio may be derived from Eqs. 98 and 102, Ch. IX. When the 
Q o th® circuit is 13.3 and the parameters in the circuit are indepen¬ 
dent of frequency, the value of the ratio is 5 per cent. It may also be 
shown that, under these conditions, the power output at the second- 
harmonic frequency is less than 0.1 per cent of the power output at 
the fundamental frequency. The reason that the power ratio is so 
much smaller than the impedance ratio is that the power output is 
related to the real part of the impedance, and the impedance at the 
second-harmonic frequency has a very low power factor. 

It may be concluded, then, that if the power output at the second- 
harmonic frequency is to be less than 0.1 per cent of the fundamental 
power output, the loaded Q 0 of the simple parallel-tuned circuit should 
be not less than about 13. Note, however, that this result must not be 
applied to a coupled circuit such as that of Fig. 13a. The loaded Q 0 of 
the primary coil of that circuit is the ratio of the reactance to the 
resistance in the equivalent circuit of Fig. 13b, but Fig. 13b is an 
equivalent circuit only at the resonant frequency. The reflected 
impedance is a function of frequency; thus, at any frequency other 
than the resonant frequency, the parameters in the circuit are 
different, and the simple relations regarding the impedance, phase 
angle, and selectivity given in Art. 9, Ch. IX, do not apply. It follows 
that the loaded Q 0 of the equivalent circuit has no simple, generally 
applicable relation to the resonance curve of the input impedance of a 
complicated tuned network, and conclusions regarding the input 
impedance at harmonic frequencies or the selectivity cannot be 
drawn from the loaded Q 0 of the primary circuit for coupling networks 
in general. 

PROBLEMS 

1. A Type 6N7 twin triode is used in a push-pull power-amplifier circuity similar 
to that of Fig. 35, Ch. VIII. The tubes are biased to cut-off (—7.5 volts) so that 
the operation is in Class B. The plate-supply voltage is 250 volts, and the input 
grid-signal voltage from one grid to the center tap of the transformer is given by 

e g = 22.5 sin c at volts. 



PROBLEMS 


653 


W mat h o!gives the maximum power 

(b) £S££ tt X-aCTla" ipation. and plate efficiency corre- 
spending to the grid-signal voltage given above. 

2 Two triodes are operated in a push-pull power-amplifier circuit similar to 

., ‘ fFi Ch VIII as an audio-frequency Class B x amplifier. A plate-supply 

tor 8 e O 8 300 vot andk fixed grid-biTvoltage of -30 volts are used. The tubes 
are coupled to a resistance load of 250 ohms by means of a transformer whose 
characteristics may be assumed to be ideal. In order to simplify the analysis, the 
plate characteristics of the tubes may be assumed to be straight, parallel, equally 
spaced lines, corresponding to an amplification factor „ of 10 mdphk 
r of 5,000 ohms for each tube. A sinusoidal grid-signal voltage having the 
maximum allowable amplitude for Class operation is used. 

(a) What should the turns ratio of the transformer be to give maximum power 
transfer to the load? 

(b) Find the Fourier series for the individual plate currents when the trans¬ 
former turns ratio found in (a) is used. Give numerical values of the 


coefficients up to that of the 4th harmonic. 

(c) Repeat (b) for the load current and the plate-supply current. 

(d) What are the total plate dissipation and the plate efficiency for the two tubes ? 


3. A Class B audio-frequency push-pull power amplifier utilizes two triode- 
connected Type 6K6-GT pentodes to supply power to a resistance load of 60 
ohms through a 10/1 output transformer whose characteristics may be assumed 
to be ideal. The plate-supply voltage is 300 volts. 

(a) Compare the power output and plate efficiency for maximum Class B, con¬ 
ditions with those for Class B 2 conditions when the grid-signal-voltage 
amplitude under the latter conditions is limited to the value that corre¬ 
sponds to a maximum positive instantaneous grid voltage of 30 volts. 
Neglect harmonic generation in the stage. 

(b) Plot the plate dissipation of the stage as a function of the grid-signal 
voltage. Show from this plot that the plate 
dissipation is not a limiting factor in determin¬ 
ing the maximum allowable power output 
of this arrangement. 

4. A current source delivers, to the circuit of Fig. 14, 
a flat-topped wave that can be represented by the 
Fourier series 

4 

i = 0.5 + - [sin 377< + J sin (3 X 377 1) + •••], 

1T 



where i is in amperes. Measurements of the parameters Fig. 14 - Circuit for 

of the tuned load show that L is 0.5 henry, C is 3.52 Prob. 4. 

pi, and R is 10.0 ohms. 

(a) Find the rms value of the current indicated by the ammeter A. 

(b) Find the rms value of the voltage developed across the capacitor C. 

5. A triode is used in the tuned amplifier circuit shown in Fig. 3. The plate 
characteristics of the tube are given by 

H = 2 X 10“ 4 (8e e + e b ) amp, for (8e c + e b ) > 0, 

*6 = °» for (8e f + e b ) < 0. 
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The plate-supply voltage E bb is 300 volts, the grid-bias voltage E ce is -37.5 volts, 
and the grid-signal voltage is given by 

e g = 50 cos (2 tt x 10*)t volts. 

The resonant circuit is tuned to the grid-signal frequency, and at that frequency 
has an impedance of 10,000 ohms and a Q 0 of 50. Determine: 

(a) the class in which the amplifier operates, 

(b) the average value I bs of the plate current, 

(c) the effective values of the fundamental and second-harmonic components 
of the voltage across the tuned circuit, 

(d) the a-c power output, 

(e) the plate dissipation. 

6. A triode having an amplification factor n of 10 and a plate resistance r of 
3,000 ohms is used with a plate-supply voltage of 1,000 volts as a Class B tuned 
amplifier. The grid-signal voltage is adjusted so that the circuit operates with a 
plate efficiency of 60 per cent and a value of e bmim equal to that of e f . 

What are the tuned load impedance, the rms'grid-signal voltageTand the a-c 
power output? 

7. A transmitting triode has the following ratings as a Class B r-f amplifier: 

Amplification factor = 25 

Plate resistance = 6,300 ohms 
Maximum direct plate voltage = 2,500 volts 
Maximum direct plate current = 0.225 amp 
Maximum plate dissipation = 250 watts. 

This tube is to be used as a Class B tuned amplifier with a parallel-tuned load 
circuit having an effective loaded Q 0 of 10. The grid-signal voltage is sinusoidal at 
a frequency of 500,000 cps. It is desired to secure the maximum output possible 
without exceeding any of the rated values for the tube. A d-c generator having 
a substantially constant terminal voltage of 2,000 volts is available as a power source. 

Specify the operating conditions for this amplifier, including the following: 

(a) Impedance of the tuned circuit at resonance, R t , 

(b) Direct grid-bias voltage, E ec , 

(c) Direct plate current, I bt , 

(d) Fundamental component of the alternating plate current, 

(e) Effective value of the voltage across the tuned load circuit, 

(f) Effective value of the alternating component of grid voltage, 

(g) Effective value of the circulating current in the tuned load circuit, 

(h) A-c power output, 

(i) Power supplied by the direct plate-voltage source, 

(j) Plate dissipation, 

(k) Plate efficiency, 

(l) Inductance in the tuned circuit, 

(m) Capacitance in the tuned circuit. 


8. A transmitting triode has the following ratings for use as a Class B r-f 
amplifier: 


// = 12 . 6 , 
r p = 4,000 ohms, 
Maximum direct plate voltage = 3,000 volts. 
Maximum plate dissipation =150 watts. 
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at a frequency of 10 6 cps: 

Impedance of the tuned circuit at resonance, R t , 

Direct grid-bias voltage, E ee , 

Fffective value of the alternating component of grid voltage, 

Effective value of the voltage across the tuned load circuit. 

A-c power output, 

Power furnished by the plate-power supply, 

Plate efficiency, 

VJ/ Inductance in the tuned circuit, 

(k) Capacitance in the tuned circuit. 

9 A transmitting triode having the constant-current characteristics shown ,n 
Fig.' 9 is used as a Class C amplifier with a plate-supply vo,ta g e of ^ VO ‘^ * 
grid-bias voltage of twice the cut-off value, a peak plate current of 350 ma, and a 
value ofe bmln equal to 1.5. Determine: 


(a) 

(b) 

(c) 

(d) 

(e) 
(0 

(g) 

(h) 

(i) 

(j) 


(a) A-c power output, 

(b) Power furnished by the plate-power supply, 

(c) Plate efficiency. 

(d) Plate dissipation, 

[f) The*values of P L, R, and C required in the tuned load circuit if the loaded 
Q 0 is 12 and the frequency of the grid-signal source is 10 6 cps. 


10. A transmitting triode having the constant-current characteristics shown in 
Fig. 9 is used as a Class C amplifier with a tuned plate load at a frequency of 
100,000 cps. If the plate-supply voltage is 760 volts, the grid-bias voltage is -60 
volts, the peak plate current is 200 ma. and a sinusoidal grid-signal voltage of 
75.6 volts rms is applied, what are: 

(a) The rms value of the alternating component of the voltage across the tuned 
circuit? 

(b) The portion of each cycle during which plate current flows? 

(c) The power supplied by the plate-power supply? 

(d) The a-c power output to the tuned circuit? 

(e) The plate efficiency? 


11. The transmitting triode that has the constant-current characteristics 
shown in Fig. 9 has the following ratings for operation as a Class C amplifier at all 
frequencies less than 60 megacycles per sec: 

Maximum direct plate voltage = 750 volts 
Maximum direct plate current = 105 ma 
Maximum direct grid current = 35 ma 
Maximum plate dissipation = 25 watts. 


This tube is used as a Class C amplifier with a grid-signal frequency of 1.595 
megacycles per sec, a plate-supply voltage of 750 volts, a grid-bias voltage of 
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three times the cut-off value, a peak plate current of 350 ma, and a value of 
e b m <n l*c max equal to 1.5. 


(a) Find: 

(1) A-c power output, 

(2) Power supplied by the plate-power supply, 

(3) Plate efficiency, 

(4) Plate dissipation, 

(5) Grid-driving power, 

(6) Impedance of the tuned circuit at resonance, 

(7) The values of L and C in the tuned circuit if the loaded resonant Q 0 is 12. 

(b) Which, if any, of the rated values of the tube are exceeded? 

fc) What changes in the operating conditions would you recommend, and why? 



CHAPTER XI 


Vacuum-Tube Oscillators 

Tn amolifiers direct-current power from the plate-power supply is 
. ^ hv t( ’ electron tube into alternating-current power at the 

S — d b,. 

. ,arid circuit. Though this controlhng grid voltage is 
necessary for the control of the power, the output power is obta.ned 
primarily from the direct-current source, not from the source oi g 

V °Thfelectron tube is also used to convert direct-current power to 
alternating-current power in circuits called vacuum-tube ° sc '!^ rs ' 
in these, however, the conversion is effected without the aid o 
external source of controlling voltage. The frequency and waveform 
of the sustained oscillations that they generate consequently depend 

only upon the circuit elements and the way in which they are 

connected. . 

In general, any device that amplifies or that possesses a negative 

dynamic resistance can be made to form an oscillator. For example, it, 
in place of the external source, part of the output power from an 
electronic amplifier is used to supply the controlling^rid voltage and 
associated grid power, the remainder of the output power is available 
to the load. Analogous conditions may exist in electric circuits that do 
not contain vacuum tubes, but do contain other amplifiers such as 
transistors and magnetic amplifiers. Furthermore, examples of self- 
excited oscillations are to be found in nonelectrical systems such as the 
spring- or weight-driven clock, the steam-driven reciprocating feed- 
water pump, the pneumatic drill, the pneumatic windshield wiper, and 
the reciprocating steam engine. In all of them, a steady force results in 
a steady-state periodic motion. 

The vacuum-tube oscillator can produce, from a direct-current 
supply, an alternating current having a constancy of frequency and a 
purity of waveform far in excess of that generated by any other 
means at present available. It can operate at frequencies from a few 
cycles per hour up to several hundred million cycles per second with 
almost equal ease, and produce power outputs up to hundreds of 
kilowatts. The oscillator is hence one of the more important 

* A rectifier converts alternating-current power into direct-current power. By contrast, 
devices, for converting direct-current power into alternating-current power by means of 
gas tubes are often called inverters, but the oscillator and the self-excited inverter 
involve essentially the same type of circuit. 
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applications of vacuum tubes and finds a wide variety of uses. Modern 
electrical communication systems employ vacuum-tube oscillators, in 
power ratings from a fraction of a watt up to hundreds of kilowatts, 
for many different functions. Radio and television broadcasting and 
other developments of the communication art have been made 
possible by this means of generating very high frequencies. For 
measurements anM^HH^on Seating, and generally as auxiliary 
equipment, the ^^H£nds extensive application in all branches 
of electrical engi 



1. Types of ^scillatc^ ^ 


(Of the great variety of oscillator circuits that have been developed, 
all contain some device for converting the direct-current power into 
the desired alternating-current output power. This device cannot be 
an ordinary linear resistance, capacitance, self-inductance, or mutual 
inductance, for a basic principle of the theory of circuits containing 
only these elements is that, in the steady state, all currents and voltages 
caused by a single source of direct current or sinusoidal alternating 
current must be of the same frequency as the source. Oscillators hence 
are conveniently classified according to the particular device that 
makes oscillations possible.) 

(One class corpjrises the Negative-resistance oscillators which are 
those that confain a circuit element having a current-voltage charac¬ 
teristic curve of negative slope within some range of operation, that is, 
having a negative dynamic resistance within this range^In contrast to 
the fact that power is absorbed by a positive resistance, power is 
delivered by a negative resistance. Since the direct-current supply 
cannot deliver alternating-current power, the negative resistance in 
these oscillators—produced by the direct-current power supply, tube, 
and circuit—serves as a source of alternating-current power; it con¬ 
verts the direct-current power into alternating-current power at a 
frequency determined by the circuit. 

^ A second class contains feedback oscillators. In these, the particular 
device that makes the oscillations possible is an amplifier, and a 
circuit connection is made to return part of the amplifier output to the 
input circuit. If this connection is so made as to supply alternating 
components of input voltage and power of proper magnitude and 
phase to sustain the alternating components of the output voltage and 
power, the amplifier supplies its own excitation and produces sus¬ 


tained oscillations.) The division between feedback and negative- 
resistance oscillators is not sharply defined, for many oscillators may 
be considered as belonging to either class in accordance with the point 
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Art. 1 ] 

of vl „ .h. ”"h :t“dS 

either a negative-resis an producing the oscillations, 

connection is prominent as the nwi tor proa & class. 

t r„?r: srasrvsE- f z:t 

relaxation oscillators, since their oscillations are characterized by 
sudden change, or relaxation, from one state of unstable equilibrium 
to another) The name “relaxation oscillator” was first applied 
those oscillators (having a circuit in which the oscillation is produced 
through the periodic charge and discharge of a capacitor m senes W1 
a resistor) Accordingly, relaxation oscillators have often been define 
as those in which combinations of resistance and capacitance deter¬ 
mine the frequency. 1 Since waves of relaxation form may also be pro¬ 
duced by oscillators in which inductances are important in the 
determination of the frequency, and since sinusoidal waves are pro¬ 
duced by some oscillators containing resistance and capacitance, 
limitation of the term “relaxation” to oscillators containing only 
resistance and capacitance is not desirable, and definition of the 
terms on the basis of the waveform is to be preferred. Classification ot 
oscillators on the basis of the two types of waveform produced is 
furthermore, in accordance with the fact that different methods of 
analysis are suited to oscillators having the two types of waveform. 
Again, the line of demarcation between the classes is not sharp, for in 
many oscillators the output wave may be made to vary continuously 
from sinusoidal to relaxation form through the change of a circuit 


parameter. 

Oscillators of any of these classes may take many physical forms. 
Connection of tuned circuits or other linear networks to the vacuum 
tube in different ways produces a wide variety of oscillators./Some 
oscillators, such as piezoelectric (or crystal-controlled) oscillators and 
magnetostriction oscillators , contain mechanically resonant elements 
coupled to the electric circuit. Others contain special tubes having 
negative-resistance characteristics; examples are the dynatron oscillator 
(see Ch. IV), the magnetron oscillator (see Ch. I), the Barkhausen-Kurtz 
oscillator , the Gill-Morrell oscillator , and the gas-diode relaxation 
oscillator) 

Because there are so many oscillator circuits, an attempt to analyze 


1 H. A. Thomas, Theory and Design of Valve Oscillators (London: Chapman & Hall, 
Ltd., 2nd ed.; 1951), 210, 215; W. A. Edson, Vacuum-Tube Oscillators (New York: 
John Wiley & Sons, Inc., 1953), 59-62, 265-310. 
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all of them here is not practicable. Instead, a discussion of some of the 
fundamental principles of feedback oscillators is given, and an 
illustrative application of these principles to the tuned-plate oscillator 
is made. The amplifier or negative-resistance element in an oscillator 
cannot be completely linear because, as is discussed in Art. 3, some 
nonlinearity is always needed to limit the amplitude of the oscillations. 
Hence no analysis based on a linear approximation can be complete; 
in particular, accurate conclusions as to amplitude and frequency 
stability are not obtainable by such methods. For this reason, adequate 
analysis of oscillators 2 is often a difficult problem, and graphical or 
experimental methods of design and adjustment are sometimes 
expedient. Certain approximate and relatively simple analyses, such 
as those in the remainder of this chapter, however, yield valuable 
information. 

2. Conditions for self-excitation in feedback 
OSCILLATORS 

(ah the many types of feedback oscillators utilize the principle that 
any device having a periodic output with an output power greater than 
the required controlling input power can be made self-exciting if a 
definite part of the output is fed back in the proper magnitude and 
phase to the input. There are many analyses that give the approxi¬ 
mate conditions for self-excitation. One simple one consists of a deter¬ 
mination of the conditions under which the damping term becomes 
zero in the differential equation for the circuit, 3 Another is based on 
the Kirchhoff’s law equations for the steady-state conditions in the 
circuity Since the circuit contains no alternating-voltage source, the 
determinant of the coefficients in the simultaneous equations for the 
currents must vanish in order that an alternating current greater than 
zero may exist in the circuit. The analysis chosen here differs from 
both the foregoing analyses and is similar in some respects to that of 
Barkhauscn. 4 It emphasizes the feedback feature of the circuit and 
follows closely the analysis of inverse-feedback amplifiers given in Art. 
12, Ch. IX, where the possibility of oscillations is mentioned. Still 

1 P. le Corbeiller, "The Nonlinear Theory of the Maintenance of Oscillations,” I.E.E.J., 
79 (1936), 361-378; B. Van der Pol, "The Nonlinear Theory of Electric Oscillations,” 
I.R.E. Proc., 22 (1934), 1051-1086; J. G. Brainerd and C. N. Weygandt, "Unsymmetrical 
Self-Excited Oscillations in Certain Simple Nonlinear Systems," I.R.E. Proc., 24 (1936), 
914-922. 

* H. J. Van der BijI, The Thermionic Vacuum Tube and Its Applications (New Ydrk: 
McGraw-Hill Book Company, Inc., 1920), 266-285. 

4 H. Bnrkhausen, Lehrbuch der Elektronen-Rohren, Band III (3rd and 4th ed.; Leipzig: 
Verlag S. Hirzel, 1935). 
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Art. 2] 

another approach which is sometimes 

of the tube and feedback connection “*“**££. J can genera lly be 

f.rsss “ k ™. kss 

trarily assigned positive reference directions. In a prac 1 


Vacuum-tube amplifier 



Coupling network 

(a) <M 


Fig. 1. Feedback-oscillator circuit. 

circuit, the operation of the tube may be Class B or Class C for the 
sake of improved efficiency, and a resonant circuit is then usually 
employed to minimize the harmonics in the currents and voltages, 
as discussed in Ch. X. 

The complex voltage amplification of the amplifier is, as previously 
defined, 

A = EJE, . ►[!] 

Similarly, the complex voltage ratio p in the feedback coupling 
network may be defined as 

P = E f JE p . K2] 

Suppose that initially E ff is supplied from an external source not 
shown in the diagram. If the coupling network has such charac¬ 
teristics that the voltage E /b equals the voltage E g in both magnitude 
and phase, the voltage E n may be substituted for the externally 
supplied E g without observable alteration in the voltages or currents 
in the circuit. The tube then furnishes its own excitation, and it will 
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continue to sustain the alternating current without the help of a 
separate alternating-current source; it generates self-excited oscil¬ 
lations. The question of the stability of the amplitude of the oscillations 
is reserved for consideration later in connection with a specific 
example. 

When E /b in Eq. 2 is equated to E g in Eq. 1, the resulting relation 

P = l/A K3] 

is the condition for oscillation, also derived in Art. 12, Ch. IX. 
Generally, the magnitude of A is larger than unity; hence that of /* 
must be less than unity, and the larger the voltage gain of the amplifier 
the smaller is the value of the feedback voltage ratio required to give 
steady oscillations. 

When the amplifier comprises a single tube operating under linear 
Class Aj conditions, the grid current is negligible, and the voltage gain 
can be evaluated from the equivalent circuit shown in Fig. lb. If Z 
denotes the impedance as viewed from the plate side of the tube into 
the coupling network, 

E - - -'*• rTTZ ; W 

whence 

'rTTz' M 

as derived in Art. 6, Ch. VIII. From this relation, 



The substitution of Eq. 6 into Eq. 3 gives the Barkhausen criterion for 
self-excitation of the single-tube oscillator, namely, 

P = — (—h —- J (for sustained oscillations). ^[7] 
'A 4 9mZ' 

The negative sign is equivalent to a 180-degree phase shift in the 
coupling network. This complex or vector relationship contains two 
factors, n and g m . that depend on the tube alone; and two others,/! and 
Z, that are determined solely by the circuit. The values of the latter 
are substantially independent of the current and voltage magnitudes 
when the circuit external to the tube is linear. 

The significance of the complex form of the self-excitation criterion, 
Eq. 7, should be understood. The quantities Z and fi are both complex 
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and are functions of the frequency. If the po.ar form is used, the 

definitions roi 

P = fit’* l8J 

^ I + JL = [9] 

may be made. The self-excitation criterion then becomes 

Dt’’ = [10] 

where the angle * takes the place of the minus This 

equality can be satisfied only if the magnitudes of two compiex 
quantities and their angles are separately equal. Thus Eq. I » » 
equivalent to the two following equations, wh^h give the.magmtude 
and the angle equilibriums separately: # 

-li.. Ja A#mSISKrSiim a D == ft) ^ 1 ^] 


Magnitude equilibrium: 

t* 

Angle equilibrium: 
From Eq. 9, 


+ w - 


[ 12 ] 


D = l\ X+ JL =1 1 + 1’ . [13] 

n I QmZ n x, 

When substituted into Eq. 11, the relation for magnitude equilibrium, 
Eq. 13, leads to the relation 


p = - 1 + ^ (for sustained oscillations). 


[14] 


This relation shows that the required magnitude of the feedback ratio 
is reduced if the amplification factor of the tube is large compared 
with unity, and Z, the magnitude of the plate-circuit impedance, is 
large compared with the plate resistance of the tube. Often a parallel- 
resonant circuit is includecTin the network, and, as is evident in Fig. 
23, Ch. IX, it is then easier to excite oscillations in the neighborhood 
of the resonant frequency. At the resonant frequency, Z may be a pure 
resistance of magnitude R t \ hence 0 may be zero, and the relation 
giving the angle equilibrium, Eq. 12, requires that the coupling net¬ 
work in Fig. 1 transform E p to E g with a phase shift of 180 degrees. 
This fact means qualitatively that the instantaneous grid potential 
must increase when the instantaneous plate potential decreases. If the 
angle of the feedback ratio P differs from 180 degrees, the impedance 
Z must also have an angle different from zero, and the frequency of 
the oscillations must depart slightly from the resonant frequency of 
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the tuned circuit. Further discussion of this question is given in the 
next article in connection with a particular oscillator circuit. 

3. Conditions for oscillation in the tuned-plate 
OSCILLATOR 

As an example of the use of the Barkhausen self-excitation criterion, 
Eq. 7 may be applied to the commonly used oscillator circuit shown in 




for Class Aj operation 

Fig. 2. The tuned-plate oscillator circuit. 

Fig. 2. A parallel-resonant circuit is located directly in series with the 
plate of the tube; hence the oscillator is called the tuned-plate oscillator . 
The self-excitation voltage is supplied by induction from the current 
I, through one coil of the mutual inductance M . A grid leak and 
capacitor are usually included as shown in the circuit, to supply a 
grid-bias voltage. 

Ordinarily, nonlinearity is deliberately employed in this circuit— 
that is, the tube does not operate as a linear Class A x amplifier—for 
two reasons. In the first place, nonlineanfty must be present in the 
grid circuit to cause rectification if the grid leak and capacitor are to 
supply the grid-bias voltage, and appreciable giyd current must exist 
for at least part of the cycle, as is discussed in Art. 4c, Ch. X. A 
desirable result of the use of the grid leak and capacitor, explained in a 
subsequent discussion of the transient behavior of the oscillator given 
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■ . iR that they have an important stabilizing effect on the 

£££ 5 tS 22 S may be £jd- 

directly applicable to such circuit behavior, because it is deve!lopedIon 
the assumption that the currents and voltages are sl " us0,da '' ; 
therefore cannot include the effects of nonlinearity. A first approx, 
mation to the behavior of the circuit shown in Fig. 2 a can, however, be 
found through application of the Barkhausen criterion if as is done 
below, the nonlinearity of the grid current is eliminated from con¬ 
sideration by the assumption that the grid current is zero at all times, 
and the nonlinearity in the plate circuit is eliminated by the assump¬ 
tion that the operation is linear and in Class A. Linear Class 
operation is therefore assumed. Some oscillators, but not those having 
the circuit of Fig. 2a, actually do operate under these conditions. 

The equivalent circuit for the oscillator, based on the assumption of 
linear Class A x operation of the tube, is shown in Fig. 2b. The 
quantities to be found from the circuit for substitution in the Bark- 
hausen criterion are p and Z. The expression for p is 




j(oMI L 


j(oM 


—(R 4 - j(oL)I L R + jwL 


[15] 


where the minus sign results from the assigned positive reference 
directions of the currents and voltages in the figure. The impedance Z 
as viewed from the tube is 


Z = 


{R+jtoL) JZc 


R+j 


i { wL -^c) 


[16] 


that is, Z is the impedance of the inductor and the capacitor in parallel, 
since no energy is assumed to flow through the mutual inductance to 
the grid circuit. When these values of/? and Z are substituted in the 
Barkhausen self-excitation criterion, Eq. 7, and the real and imaginary 
parts are separated, the result may be put in the form 


+ + ~^c] =0 - [17] 
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The cirpuit must therefore satisfy Eq. 17 if oscillations are to be sus¬ 
tained. This relation is equivalent to the two relations obtained 
through equating to zero the real and the imaginary parts separately, 
because a complex expression vanishes only if both its real and 
imaginary parts vanish. The equivalent relations are 


and 


L R M 

l*C + g m C ~ 


[18] 


both of which must be satisfied for self-excited oscillations to occur. 

In this particular example, Eq. 18 for the real parts does not contain 
the frequency as a variable. The value 


9m fiM - L ' 

obtained from it, is the value the mutual conductance of the tube must 
have for sustained oscillations with a specified set of values of /z, R t C , 
L t and M. From Eq. 19 for the imaginary parts, the square of the 
angular frequency is found to be 


►[20] 


(!)' 




and, by substitution of Eq. 20, the mutual conductance is eliminated, 
giving 



Equation 22 is an explicit statement of the square of the angular 
frequency in terms of the constants in the circuit and the amplification 
factor of the tube. A more useful form of the expression for the angular 
frequency is obtained if g m is left in the equation and oj 0 is substituted, 
where (o 0 is the resonant angular frequency of the tuned circuit with 
its resistance neglected: that is. 

w 0 = \lVIC. [23] 

Then 



R < r, . ►[25] 
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Eouation 25 appears to indicate that the frequency of oscillation is 
slightly higher than the resonant frequency of the tuned circuit, 
amount of the increase is normally small, however, since 
when the Q„ of the tuned circuit is large. Furthermore the effect mdi 
cated by Eq. 25 is usually small compared with the effects that resu 
from changes of tube capacitances, the effect of harmonics in the wa - 
form, and so on. An important limitation of the applicability of Eq. 
is that it results from the assumption that the effect of the loss in th 
tuned circuit is correctly accounted for by a resistor in series with t e 
inductor. This conclusion is often not true, and the increase ol 
frequency brought about by the loss in the circuit may be expected to 
be less than that indicated by the equation. If a resistor having a 
resistance comparable with the resonant reactance of the inductor is 
inserted in series with the inductor, the efFect indicated by the 
equation may be expected to occur. 

Since the external circuit essentially determines the frequency of 
their oscillations, vacuum-tube oscillators can be made to oscillate 
over a great range of frequency. It must be recognized, however, that 
the foregoing analysis is based on lumped-parameter circuit theory and 
negligible transit time of the electrons in the tube. These approxima¬ 
tions fail to represent accurately the conditions in ultra-high-frequency 
oscillators. In general, when the wavelength becomes comparable 
with the dimensions of the circuit, or the transit time becomes com¬ 
parable with the period, other methods of analysis are required. 

Although this analysis is valid only when the operation is restricted 
to the linear region of the tube characteristics, it may be extended to 
apply approximately to the nonlinear region as well. The amplification 
factor /z may, with reasonable justification, be assumed to be constant, 
but g mt which is the slope of the curves of i b as a function of e e , cannot 
be assumed to be constant for large amplitudes. However, it is shown 
in Art. 5, Ch. IV, that, when // is constant, all these curves have the 
same shape and are displaced from one another along the e c axis by 
amounts proportional to the differences in plate voltage among them. 
Thus the family of curves is representable by the functional relation¬ 
ship 




[26] 


and may be plotted as a single curve, as is shown in Fig. 3, where 


e b 

e o — e c H— » 


[27] 


and is called the control voltage (see Art. 3, Ch. X, and Art. 9, Ch. 
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XII). The slope of the i b {e 0 ) characteristics is also g m . For the purposes 
of this analysis, it is convenient to define the average mutual con¬ 
ductance g m as the slope of the line connecting the two extreme points 
on the characteristic reached by the alternation, as is depicted in Fig. 
3; that is, 

»*-£• M28] 

In the oscillator circuit, the voltage fed back to the grid circuit is 



Fig. 3. Relation between the 
average mutual conductance and 
the characteristic curve. 

and g m vary together, namely. 

^ (oRC 

K ,,M - L 

fiRC 

9m ~ ,,M - L 


proportional to g m if the other 
parameters in the circuit are fixed. 
If g, n is smaller than the value given 
by Eq. 20, oscillations must die 
away, because the voltage fed back 
is smaller than the grid voltage 
required to sustain them. If g m has 
a value greater than that given by 
Eq. 20, the voltage fed back exceeds 
the required grid voltage, and the 
oscillations tend to increase in ampli¬ 
tude. Hence, on the assumption 
that the average value of mutual 
conductance given by Eq. 28 is 
effective in the circuit, three con¬ 
ditions are possible as the amplitude 


(decaying oscillations) 

(sustained oscillations) ^[29] 

(growing oscillations). 



Suppose that an oscillator with a plate-supply voltage and grid-bias- 
supply voltage corresponding to the operating point Q in Fig. 3 is so 
adjusted that initially g m is greater than / iRCj{fiM — L). The closing 
of a switch in the plate circuit, the thermal agitation of the electrons 
in the conductors, or the fluctuations in the plate current that are 
always present because of the motion of the discrete electrons are 
sufficient to start- oscillations of very small amplitude. Under the fore¬ 
going prescribed conditions, these oscillations build up in amplitude 
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until the value E,' in Fig. 3 is reached; after which, g m grows smaller, 
Za the budding up continues at a decreasing rate unt.l g m just 

** *■" “ K f' At th ” “ p, ‘' 

tnde the oscillations are sustained in the steady state. 

Although the nonlinearity of the tube plate character,sties causes 
harmonics they are ordinarily minimized in the input and o p 
voltages by the resonant circuit. However, the nonlinearityof 
characteristics is responsible for the stable operation 
This conclusion follows from a consideration of the conditions 



Fig. 4. Variation of the average mutual conductance with the oscillation 
amplitude for a grid-bias voltage beyond the cut-off value. 


oscillations in a strictly linear circuit. In practice, to initiate oscilla¬ 
tions in any oscillator circuit, the condition for build-up given in Eq. 
29 must be established. But if the tube characteristics were linear and 
g m were a constant, there would be no limiting value to the amplitude 
once the build-up conditions were established, and a stable state 
could not be reached. Actually the nonlinearity of the grid-current 
characteristics also tends to limit the amplitude, as is explained in 
Art. 4, and it is often used to regulate and stabilize the amplitude of 
the oscillations. 

If the direct-voltage supplies are such as to establish the quiescent 
operating condition beyond the cut-off value, as at Q in Fig. 4, the 
initial value of g my denoted by g m0 , is zero, and Eq. 29 shows that 
oscillations do not tend to start. However, if oscillations are started by 
some auxiliary means, the value of g m increases as their amplitude 
increases from zero to E x and on to E x in the figure; but further 
increase of amplitude to E x results in a decrease of g m . If the value 
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g ml that corresponds to E t ' is slightly smaller than the value for build¬ 
up or maintenance of oscillations in Eq. 29, oscillations will not start 
of themselves or even with the application of an external grid voltage 
sufficient to cause the amplitude However, if an amplitude larger 
t an E x , say E x , is established in the circuit by some cause such as 
the transient voltage produced by closure of the plate-supply switch, 
and if the corresponding value of average mutual conductance g m2t 
which is greater than g mlt is sufficiently large to produce the build-up 
condition in Eq. 29, the oscillations tend to increase in amplitude. 
After increasing somewhat, the alternations become so large that g m is 
again reduced in magnitude, as is brought out in the figure; and, finally, 
when the average mutual conductance becomes g m3 , which is assumed 
to satisfy exactly the condition of g m equal to 

pRCHpM - If), 

the stable condition is reached. 

From this discussion the conclusion can be drawn that, when an 
oscillator has a fixed grid-bias voltage equal to or greater in magni¬ 
tude than the cut-off value, it is not self-starting. Such a value of grid- 
bias voltage is the one most often desired in oscillators, because 
otherwise the plate efficiency is very low, as is explained in Ch. X. 
Since, as is explained in the next article, the self-starting feature may 
be obtained if the grid-leak-and-capacitor combination described in 
Art. 4c, Ch. X, is used to provide the grid-bias voltage, this com¬ 
bination is frequently employed. 

4. Build-up of grid-bias voltage in the grid-leak-and- 
capacitor CIRCUIT 

The self-starting feature and a grid-bias voltage of magnitude equal 
to or greater than the cut-off value are both realized through the use of 
the grid-leak-and-capacitor combination shown in Fig. 5. As explained 
in Art. 4c, Ch. X, this method is an economical one for obtaining the 
grid-bias voltage and is frequently used in oscillator circuits as well as 
in grid-circuit detectors and Class C amplifiers. 

The operation is illustrated by the curves in Fig. 5 and may be 
described as follows: When the circuit is first put into operation by the 
closing of the plate-supply switch, the grid-bias voltage E es is zero, and 
the quiescent^operating point is high on the i b (e c ) characteristic, where 
the value of g m is large and the build-up condition is well established. 
Consequently oscillations start and begin to build up. During the 
positive half-cycle of grid voltage, a pulse of grid current occurs, and 
the capacitor C g receives a charge. The action is similar to that in a 
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with the grid-leak resistance R„. Nevertheless, C 0 can e ° ? 

intermittent operation (see Art. 5). Under the proper condemns, 

then, 

1 KwC.XR.-, [30] 

hence the time constant of the biasing circuit must satisfy the relation 

R,C, > TH2n), 


Thus 


[31] 

[32] 


E„--UR, 



Feedback 

coupling 

network 




Operating 
grid-bias voltage 
determined by R g 


Build-up period 
during which C g 
becomes charged 


Grid goes slightly 
positive in steady 
state to give a 
direct component 
of grid current for 
production of the 
grid-bias voltage 


Fig. 6. Build-up of the grid-bias voltage in the grid-leak-and-capacitor 

circuit. 


where T is the period of the oscillation. During the part of the cycle in 
which e c is negative, the charge leaks off the capacitor through the grid 
leak; but, under the conditions of Eq. 32, the rate of leakage is small, 
and on the average some charge is accumulated on C g during the cycle. 
This process is cumulative, and the charge on the capacitor builds 
up, the negative grid-bias voltage increases, and the grid-current 
pulses decrease until, in the steady state, the total charge received 
by the capacitor during a cycle equals the total charge lost by it 
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through R t . There can then be no steady component of grid 
current I„ through the capacitor; the path of the steady component 
is only through R t , and that of the alternating components is 
through C r 

Through a variation of the resistance R 0 , the grid-bias voltage can 
be regulated to any value between zero and almost V2E,. The value of 
R, lies in the range between 10 3 and 10« ohms for most types and sizes 
of tubes. The correct values for R , and C, are not critical, and they are 
often determined by experiment. The general effect of the shift of the 
operating point to the left that accompanies an increase of R a or E, 
may be considered as a decrease in g m . On this basis, together with Eq! 
29, the limitation of the amplitude of oscillation by the grid-leak-and- 
capacitor circuit is explained as a result of the reduction of the average 
mutual conductance by the automatic grid-bias-voltage regulation 
characteristic of the circuit. This arrangement also stabilizes the 
amplitude against other changes in the circuit. For example, if the 
coupling-network voltage ratio is increased, E, also tends to increase, 
but a small increase in it causes a sharp increase in the magnitude of 
the grid-bias voltage E„ (which equals -I C ,R,) because of the steep¬ 
ness of the »',(«,) characteristic, thereby reducing g m and keeping the 
amplitude of oscillation substantially unchanged. 

According to the foregoing discussion, the amplitude of oscillation is 
always just large enough to allow a small grid current. Variations in 
the direct component of grid current as measured with a direct-current 
ammeter are used in practice to indicate the presence of oscillations 
and to determine roughly their relative amplitude. The chief objection¬ 
able effect of this grid current is that it introduces an unwanted 
damping in the coupling network and thereby reduces the value of p 
and lowers the amplitude of oscillation. In addition, when the oscillator 
is overexcited, the reduction in the plate current caused by the grid 
current’s subtracting from the cathode current lowers the i b {e e ) 
characteristic, thereby reducing g m and the amplitude of the 
oscillations. 

5. Design of the tuned-plate oscillator 

Although the analysis in the previous articles gives several signifi¬ 
cant conclusions regarding the operation of the circuit, that analysis is 
often not the most practical method to use in the actual design of the 
circuit. Since the tube operating conditions in most highly efficient 
oscillators are similar to those in a Class C amplifier, a method capable 
of giving more precise results for the design of many power oscillator 
circuits is one that utilizes an analysis of the Class C amplifier such as 
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, . • Art 4 Ch X, with an extension to include the effect of 

that given in Art. •*, n f 2a is identical 

the feedback circuit. For example, the c.rcu.t of ^ the 

Pa [t aH tF S Tl^!ietermfnaton of the equilibrium operating conditions 

may therefore be based on the design of 

tL Class C amplifier, but the stability of the equilibm.m cond.tmns 
should be investigated and verified, as discussed subsequently. 

The equivalentdrcuit in Fig. 2b is based on linear Class A, operating 
conditions for the tube. When Class C operating conditions are 
involved and the resonant circuit has a large <?„, only the fundamental 
component of the plate current is of interest, and /,, may be »«b 
stituted for /, in Fig. 2b. Also, the plate resistance r, « changed to a 
fictitious plate resistance ? p , where r p equals filg, n and g m has tno 

significance discussed in Art. 3. . 

On the assumption that the effects of the load and of ho losses in 
the tuned circuit are such as to be correctly representable by the effect 
of a resistance R as shown in series with the inductor, and with the 
foregoing modifications made in the equivalent circuit of fig. 2 b, the 
vector diagram for the oscillator can be constructed. The voltage E, 
supplied to the grid circuit in Fig. 2b is jw.UI L if grid current is 
neglected, and inspection of the vector diagram in Fig. 12b, th A, 
shows that the phase of a vector is not the same as that of the 

vector E, in a Class C amplifier. In the oscillator circuit, however, 
these two vectors are constrained to equality in both amplitude and 
phase. Hence the vector diagram of the oscillator must differ from 
that of the Class C amplifier. The difference lies in the phase relations, 
as may be seen upon construction of a diagram, such as Fig. 6, that 
satisfies the constraint. The connection of the mutual inductance 
must be made to satisfy the constraint, as is indicated by the polarity 
dots in Fig. 2. The order of constructing the vectors, which is entirely 
arbitrary, and the equations used are: 


(a) / t 

(b) I l R 

(c) IrfioL 

(d) = I l (R +jo>L) 

(e) / c = (-E,)jwC 


(f) /„ = I L + I, 

(g) 1 v\ T v 

(h) ftE, = -E p + I pl r„ 

« E - - ^ 

(j) E g =j(oMI L (check) 


The resulting vector diagram for the tuned-plate oscillator is seen to 
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be similar to that of the Class C amplifier except for a phase shift 
among the vectors. Since the vector / pl leads the vector —E , the 
input impedance of the load circuit is somewhat capacitive, which 
means that the frequency at which the circuit operates is slightly 
higher than the resonant frequency. This result is in agreement with 
that given in Eq. 25. 

This vector diagram, like Eq. 25 for the angular frequency of 
oscillation, applies only to an oscillator for which the losses in the 
tuned circuit may be represented by a resistance in series with the 
inductance. Frequently, a representation of the losses by a resistance 


/c 



Fig. 6. Vector diagram for the tuned-plate oscillator of Fig. 2. 


in parallel with the inductor and capacitor is more nearly correct. 
Then E 0 and E v are exactly 180 degrees out of phase, and the fre¬ 
quency of oscillation is exactly the resonant frequency of the tuned 
circuit, except for additional effects not included in this analysis- 
changes of tube capacitances, harmonics in the waveform, grid current, 
and so on. Even if the series-resistor representation of the loss is 
appropriate, the magnitude of the phase shift of the vectors in the 
tuned-plate oscillator is generally much smaller than that indicated in 
Fig. 6. In this figure, the vectors are not drawn to a common scale, and 
the angles are exaggerated for clarity of the diagram. The actual 
magnitude of the phase shift may be estimated from a knowledge of 
the loaded Q 0 of the primary circuit in the tube-to-load coupling net¬ 
work of the oscillator. The practical lower limit of this loaded Q 0 is not 
as low as that in the Class C amplifier, because there must be sufficient 
energy storage in the oscillatory circuit to sustain the grid-signal 
voltage during the intervals when the plate current is zero. A practical 
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b.cus. lower w , UJe ,igned o.till.toi diffa only 

S« y m . Cta. 0 amplifier, .nd the differ.™ m.y 

*— t 

th, Si C amplifier. A selection of the tube operatmg cond.t.ons is 
fost rntde and the amplitudes of the components of the var.ous 
currents and voltages are determined. 

resonant load circuit, it must be recognized that not all the power o 
put from the tube is available for the load, because some of it .8 used 
as end-driving power. The grid-driving power .s part of the load for the 
tube plate circuit, and the additional useful load that may be “ u P 1 ^ 
into the plate circuit is the value that absorbs the d-^rence between 
the computed power output of the tube and its gnd^driving p • 
The power available for the load at the input of the tube-to-load 
coupling network is therefore 

p = - p„ - I'.'R .. ►I 33 ! 

and this must be multiplied by the per unit efficiency of the coupling 
network to give the useful power output. With these additional con¬ 
siderations, the design of the coupling network may be made as for the 
Class C amplifier. The required value of mutual inductance is then 
computed from 

*34] 

oioh “Wo'pi 


In practice, the final adjustment of the mutual inductance is usually 
made experimentally. Note that this analysis is approximate in several 
respects, one being that grid current is neglected in computation of the 
value of M but is considered in determination of the available power 


output. 

Although the assumed operating conditions give results that corres¬ 
pond to an equilibrium in the circuit, it is by no means certain that the 
equilibrium is stable—in other words, that the amplitudes of the 
alternating components of the currents and voltages in the circuit will 
remain constant. The equilibrium may be unstable, with a tendency 
for the amplitudes to increase or decrease. Hence the stability of the 
equilibrium should be examined, for example, through a consideration 
of the effects of a variation of the amplitude of an alternating com¬ 
ponent of voltage in the circuit from its equilibrium value. In the 
following discussion, an examination is made of the influence of such a 


• D. C. Prince, “Vacuum Tubes as Power Oscillators,*’ I.R.E. Proc., 11 (1923), 309-313. 
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variation on the available power from the tube plate circuit and the 
power required by the load and the grid circuit. 

The method of analysis used here depends on the fact that for non¬ 
equilibrium conditions the power output from the plate circuit of the 
tube is not equal to the sum of the grid-driving power and the load 
power. For small departures from the equilibrium amplitudes, there is 
an excess or deficiency of power output from the tube, which is avail¬ 
able as an excess or deficiency of grid-driving power and can cause a 
tendency for the amplitudes to increase or decrease. In particular, the 
method involves superposed plots of the power required by the load at 
the input terminals of the coupling network and of the net power out¬ 
put from the tube as functions of the amplitude of the grid-voltage or 
plate-voltage variations in the range above and below their equilib¬ 
rium values. The net power output from the tube in these plots is the 
power output from the plate circuit minus the grid-driving power. If, 
for an incremental increase in the amplitude, the load power exceeds 
the net power output, there is a deficiency of available grid-driving 
power, with a resulting tendency for the amplitude to return to its 
original value, and the equilibrium is stable. If not, there is an excess 
of grid-driving power, with a resulting tendency for the amplitude to 
increase further, and the equilibrium is unstable. Similarly, for an 
incremental decrease in amplitude, if the load power is less than the 
net power output, there is an excess of grid-driving power, with a 
resulting tendency for the amplitude to increase, and the equilibrium 
is stable. If not, there is a deficiency of grid-driving power, with a 
resulting tendency for the amplitude to decrease further, and the 
equilibrium is unstable. A criterion for the stability of the equilibrium 
operating conditions may therefore be stated as follows: If the curve of 
load power as a function of amplitude is steeper than the curve of net 
power output at the selected equilibrium operating conditions, the 
equilibrium is stable; if not, it is unstable. 

In order to apply this criterion to an oscillator circuit, several 
approximations must ordinarily be made. In the first place, for small 
variations from the equilibrium values, the ratio of the amplitudes of 
the alternating components of the plate and grid voltages may be 
assumed to be fixed by the circuit. Actually some change in this ratio 
will occur. In the second place, if a grid-leak-and-capacitor circuit is 
used, an assumption must be made as to the manner in which the grid- 
bias voltage changes when the amplitude of oscillation changes. With 
this circuit, the grid-bias voltage is proportional to the direct com¬ 
ponent of grid current and varies with the amplitude of the alternating 
component of grid voltage in a complicated manner not readily 
expressed analytically. This circuit tends to hold a constant value of 
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grid-bias volWg. for sudden changes in amplitude how„». ! r «ne. I lb. 
voltage across the capacitor cannot change suddenly. As » 
approximation, therefore, the grid-bias voltage may be assumed to be 
constant, whereupon the power output, gnd-dnvmg an £ 

power may be determined by the methods of Art. 4a, Ch X 
amplitudes slightly larger and slightly smaller than the value 
corresponds to the selected operating conditions. The stability 
criterion may then be applied to the resulting data. 

The assumption of constant grid-bias voltage may not always give 
the correct indication of stability, because of the sluggishness of the 
resonant circuit in allowing changes of the amplitude of the oscil¬ 
lations. When the resonant circuit has a large loaded Q 0 , the ratio ol 
the stored energy to the energy dissipated during a cycle is largo. If 
the power input and output are changed slightly, several cycles may 
elapse before the increased or decreased value of energy dissipated 
during a cycle can result in a change in the stored energy and a 
corresponding change in the amplitude. Consequently, if the time 
constant of the grid-leak-and-capacitor circuit is only a few times 
larger than the period of the oscillations, and if the loaded Q 0 of the 
resonant circuit is large, the grid-bias voltage may readjust itself as 
rapidly as is necessary to maintain essentially the value determined by 
the grid leak and the direct component of grid current despite a 
continuous change in the amplitude. When the stability criterion for 
these conditions is applied, the net power output should be plotted as 
a function of amplitude for a varying grid-bias voltage determined by 
the grid resistor and direct component of grid current. In general, this 
method requires that a family of these curves be plotted for different 
fixed grid-bias voltages in the neighborhood of the selected equilib¬ 
rium value. 6 If the assumption of constant grid-bias voltage shows 
the equilibrium to be stable, the more complex analysis involving the 
varying grid-bias voltage also gives the same result, because the grid- 
leak-and-capacitor circuit tends to increase the grid-bias voltage as the 
amplitude of the grid-voltage variation increases. This circuit thereby 
tends to maintain a constant peak grid current and the use of it results 
in a less rapidly increasing grid-driving power with increasing ampli¬ 
tude than does the use of constant grid-bias voltage. However, an 
equilibrium condition that appears to be unstable on the basis of the 
constant grid-bias assumption may be found to be stable when the 
varying grid-bias voltage corresponding to the grid resistor and direct 
component of grid current is taken into account. The operating con¬ 
ditions are then stable for a small grid capacitor and a large loaded Q 0 


• D. C. Prince, “Vacuum Tubes as Power Oscillators " I.R.E. Proc., 11 (1923), 309-313. 
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in the resonant circuit, but may be unstable with intermittent opera¬ 
tion for the opposite conditions.* The oscillations start and stop inter¬ 
mittently as the grid capacitor charges and discharges—so-called 
squegging occurs. If the circuit is designed so that sufficient grid-bias 
voltage develops during the first cycle, the oscillation terminates 
before the cycle is complete, and the circuit is called a blocking 
oscillator. 

The oscillator with Class C operating conditions is even more closely 
analogous to the pendulum clock than is the Class C amplifier. As 
mentioned in Art. 4b, Ch. X, the pendulum is analogous to the 
resonant circuit. In the oscillator, the feedback of voltage to the grid 
circuit is analogous to the coupling mechanism that enables the 
pendulum to drive the escapement, which in turn converts the direct- 
acting force of the spring or weight into a synchronized pulsating 
force. Similarly the tube converts the steady source of voltage in the 
plate-power supply into a synchronized pulsating source to drive the 
resonant circuit. 

6. Other feedback-oscillator circuits 

Among the large number of feedback-oscillator circuits, a few are 
basic and are sometimes given distinguishing names for convenience. 
Four of the more common of these are shown in Fig. 7. Each contains 
one or more parallel-resonant circuits and provision for coupling 
between the grid and plate circuits. 

One of the simpler circuits is the Hartley circuit shown in Fig. 7a. 
The inductance is divided into two parts, L x and L 2 , and their common 
point is connected to the cathode. There may be mutual inductance 
between L x and L 2 , but it is not necessary. The circulating current in 
the resonant circuit passes through both portions of the inductance and 
develops the voltage for the grid circuit. The connection of the plate- 
voltage supply shown is known as shunt feed of the plate (see Art. 6, 
Ch. IX). The direct component of the plate current is furnished by the 
plate-voltage supply through an inductor, or choke, which has a 
sufficiently large inductance to reduce to a negligible value the alter¬ 
nating component of current through it. The path of the alternating 
component is through the blocking capacitor, which ha^^ small 
reactance compared with the load impedance, and on thro^jlj the 
load. The method of shunt feed is applicable to many oscillator and 
amplifier circuits. It has the advantages that: First, the direct com¬ 
ponent of the plate current is eliminated from the load, which prevents 
magnetic saturation and its attendant deleterious effects in circuits 


• See footnote 6 on page 677. 
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with iron-cored cods; second, the load circuit is maintained at the 
^ t rJntfal of the cathode; and, third,’ a means * prov.ded for 
Si^fthe phase angle between the grid and the plate voltages, 

"'The" cTp!^ oscillatL 0 d e ®mt n s C h y own in Fig. 7b has a paraUel- 
resonant circuit in which the capacitor is divided into two parts, C, an 

Blocking 




(c) Tuned-grid (tickler) 
circuit 



(d) Tuned-grid - tuned-plate 
circuit 


Fig. 7. Typical oscillator circuits. 


C 2 . The division of capacitance is so made as to give the required ratio 
of grid to plate voltage—the p of the Barkhausen analysis in Art. 2. In 
the tuned-grid oscillator circuit, Fig. 7c, the parallel-resonant circuit 
is placed in the grid circuit, and the feedback is provided by the mutual 
inductance from a coil in the plate circuit. The tuned-grid-tuned-plate 
circuit shown in Fig. 7d differs from the others in that coupling 
between the plate and grid circuits other than that through the tube is 
not purposely employed. Separate parallel-resonant circuits are placed 

1 D. C. Prince, “Vacuum Tubes as Oscillation Generators, Part IV,” O.E. Rev., 21 
(1928), 147-149. 
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in the grid and plate circuits and are tuned to approximately the same 
frequency. As shown by the curves of Fig. 23, Ch. IX, the plate load is 
inductive at a frequency below the resonant frequency, and the con¬ 
siderations of Art. 8. Ch. VIII, show that, under these conditions, the 
gnd-to-plate interelectrode capacitance results in a negative value of 
the effective conductance between the grid and the cathode. This 
negative conductance may be interpreted as supplying power to the 
parallel-resonant circuit in series with the grid and thereby making 
possible the sustained oscillations. 

Many special oscillator circuits have been designed to meet the 
requirement of essentially constant frequency over long periods of 
time. Oscillators have been constructed whose frequency is constant to 
an almost unbelievable degree. Among the more satisfactory constant- 
frequency oscillators are those whose frequency is controlled by 
piezoelectric crystals; with them, frequency variations of only a few 
parts in a million over a period of days can bo secured. The piezo¬ 
electric crystal is a mechanically resonant system that may be made to 
oscillate at its resonant frequency if it is placed in an electric field of 
that frequency, and that then produces an alternating voltage 
between its surfaces because of its oscillations. Since the effective Q 0 
of the crystal is very high—of the order of tens of thousands—and 
since, as compared with that of an ordinary tuned circuit, its frequency 
of oscillation is relatively independent of connected electrical 
apparatus, it is capable of controlling the frequency of an oscillator 
within very close limits when it is used in place of a resonant circuit in 
the oscillator. In the design of these oscillators, the change of frequency 
of the crystal with temperature is of importance. To produce a high 
degree of frequency stability, the temperature of the crystal is held 
as nearly constant as is practicable, and. through use of appropriate 
directions in cutting the crystal from its natural form, the tempera¬ 
ture coefficient of the crystal is minimized. A typical circuit using a 
piezoelectric crystal is similar to that of Fig. 7d, except that the 
crystal is substituted for the tuned circuit connected to the grid. 
Since the crystal does not conduct direct current, the grid-leak resistor 
must be connected between grid and cathode, and the grid capacitor 
may be omitted. 

The tuned-plate oscillator was chosen in Art. 3 as an example for the 
application of the Barkhausen self-excitation criterion because of the 
simplicity of the resulting analysis. This simplicity occurs, as 
previously mentioned, because there is no power flow through the 
mutual inductance into the grid circuit under the assumption of 
negligible grid current. The expressions for ft and Z are therefore 
relatively simple. The conditions in other oscillators are not the same, 
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,„d .he expressions obUin.d 

other methods of attack mentioned in Art. 2 may be pr 


7. Oscillation in amplifiers 

The tendency for self-excited oscillations to de^lop is one of the 
limitations in amplifier circuits. Figure 8 shows a typical circuit 






Fig. 8. Amplifier circuit subject to oscillations. 


which this phenomenon may occur. Inductance is assumed to bo used 
in both the grid and the plate circuits either as a coupling impedance 
or as an internal parameter in a transformer. As may be seen by in¬ 
spection, these inductances, together with the grid-to-plate interelec¬ 
trode capacitance, form a parallel-resonant circuit for oscillations 
exactly as in the Hartley circuit of Fig. 7a. Thus oscillations may occur 
at a frequency set by the circuit constants, which is usually very high. 
Often, such oscillations in an audio-frequency amplifier remain 
undetected because, owing to their high frequency, they do not affect 
the instruments used. The oscillations disturb the desired operating 
conditions in the amplifier and normally cause distortion or increased 
losses in the tube. They can sometimes be eliminated by neutralizing 
methods, mention of which is made in Art. 4, Ch. XII, or by decrease 
of the capacitance C 9P . The latter is accomplished in the screen-grid 
tube. One explanation of the effect of the screen grid is that the 
reduction of C 9P increases the natural oscillation frequency of the 
resonant circuit to such a large value that the resulting increased loss 


• C. K. Jen, "A New Treatment of Electron-Tube Oscillators with Feedback Coupling,” 
I.R.E. Proc., 19 (1931), 2109-2144. 
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in the inductors is large enough to damp out the oscillations. Some¬ 
times a small resistance inserted in the grid circuit, next to the grid, is 
effective in preventing these oscillations by increasing the loss in the 
resonant circuit associated with them. 



Resistance-capacitance oscillators 


Although inductance and capacitance are included in the feedback 
network of all the sine-wave feedback oscillators described previously, 
the presence of both is not necessary in such an oscillator. The essential 



Output 


Fig. 9. Wien-bridge resistance-capacitance sine-wave oscillator circuit. 


requirement of the feedback network is that it provide the magnitude 
and phase of feedback required to maintain a voltage at the desired 
frequency, and a markedly different magnitude and different phase 
for harmonics of that frequency, so that the harmonics shall not be 
maintained. Resistances with either capacitances or inductances in 
the feedback network can satisfy this requirement. Several frequency- 
sensitive feedback networks that comprise only resistance and capaci¬ 
tance and have been applied in oscillators are the Wien bridge, 9 the 
parallel-T network, 10 and the resistance-capacitance iterated, or ladder, 
network. 11 Figure 9 shows the basic circuit diagram of a so-called 

• F. E. Tertnan. R. R. Buss, W. R. Hewlett, and F. C. Cahill, "Some Applications of|! 
Negative Feedback with Particular Reference to Laboratory Equipment,” I.R.E. Proc., 
27 (1939), 649-055. 

10 H. H. Scott, "A New Type of Selective Circuit and Some Applications,” I.R.E. i,' 

Proc., 26 (1938), 220-235. L 

11 E. L. Ginzton and L. M. Hollingsworth, ‘‘Phase-Shift Oscillators,” I.R.E. Proc., 29 . 
(1941), 43-49. 
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Wien-bridge oscillator. For analysis Hn^r smusoidal f 

two. The output of the bridge.® E which,.s““PJ™ ^ so that it 

voltage amplification in the amplifier to establish a net ga y 

around the feedback loop. f fnrtq- 

Any complete analysis of the circuit must take account of two facte. 

First, the alternating current in R, is the sum of the a terna , ' 1 8 
ponent of the plate current in the first tube and the current through 
R 3 and R< due to E 0 , and, second, the load for the second tube includes 
the resistance-capacitance circuit on the left of the dotted line. Su 
a solution is not simple, but approximate results for the frequency 
oscillation and the required voltage amplification are readily obtained 
if, first, the circuit on the right of the vertical dotted line in Fig. 9 
assumed to be a resistance-capacitance-coupled amplifier having 
essentially zero total phase shift and negligible output impedance 
within the operating range of frequencies; and second, the circuit on 
the left of the dotted line is considered to be a frequency-sensitive 

voltage divider that feeds a fraction E, of the output voltage E„ back 
to the input of the amplifier. At the voltage divider, 
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which simplifies to the form 

E { 




[36] 


If, as is assumed, the amplifier has zero phase shift, it constrains E 0 to 
remain in phase with E f . Hence the imaginary term in Eq. 36 must be 
zero, and the angular frequency of operation will be 


co = 1 IVR 1 Rfi l C t . [37] 

This relation indicates that if and R 2 or C Y and C 2 are ganged so 
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that one dial rotation varies either pair simultaneously, a frequency 
variation of as much as ten to one is feasible. With Eq. 37 satisfied, the 
voltage amplification that the amplifier must have to maintain the 
oscillations is, from Eq. 36, 

R C 

Required voltage amplification = 1 —1 -f- -J. [ 38 ] 

R 2 C x 

This voltage amplification is not large—for example, if R x equals R 2 
and C x equals C 2 , it is only three. Such a low value is readily obtained 
if the ratio of the voltage divider composed of R 2 and R x is adjusted 
so that a substantial and sufficient fraction of the output voltage is 
ed back in series with the first cathode. At the same time, this large 
amount of voltage feedback reduces the output impedance of the 
amplifier so that the resistance-capacitance voltage divider, which 
constitutes a load at the output terminals, has only a small effect on 
the voltage amplification, and the assumption that the voltage ampli¬ 
fication is independent of frequency is nearly realized. 12 

The fact that the only frequency satisfying the requirement that the 
total phase shift through the amplifier and back through the Wien 
bridge be zero or an integral multiple of 2n radians is the frequency 
given by Eq. 37 justifies the original assumption that the operation is 
sinusoidal when the operation is restricted to the linear region of the 
tube characteristics. 

In this oscillator, as in the others discussed previously, the ampli¬ 
tude of the oscillations tends to build up until, on the average, the 
voltage amplification during a cycle is reduced to the value stated in 
Eq. 38. If the reduction is accomplished through occurrence of plate- 
current cut-off or positive grid voltages, substantial harmonic dis¬ 
tortion in the output voltage may be produced. To cause limiting of 
the voltage amplification without appreciable distortion, a tempera¬ 
ture-sensitive resistor, such as a tungsten-filament lamp that has a 
positive temperature coefficient and a thermal time constant long 
compared with a cycle of the lowest frequency to be produced, is 
often included as the resistance R v Then, as the amplitude builds up, 
R 4 increases and the resulting increased feedback decreases the 
voltage amplification to the value corresponding to Eq. 38, but R 4 
acts as a linear resistance within each cycle , and the distortion is main¬ 
tained small. Alternatively, a resistance having a negative tempera¬ 
ture coefficient, such as a thermistor, can be used as R 3 to fulfill the 
same purpose. 

This type of oscillator is widely used for production of frequencies 

11 J. A. B. Davidson, “Variable Frequency Resistance-Capacity Oscillators,’’ Elec • 
tronic Engineering, 16 (January. 1944), 316-319, (February, 1944), 361-364. 
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stability, and delivers a relatively constant output voltage over 
frequency range. 


9. Negative-transconductance oscillator 

The circuit in Fig. 10 is one form of a negative-transconductance 
oscillator. The production of oscillations depends on the fact tha 
potential of the suppressor grid 
determines the ratio in which the 
current of electrons divides be¬ 
tween the plate and the screen 
grid. An increase of the potential 
of the suppressor grid permits 
a larger fraction of the electrons 
to reach the plate, and therefore 
causes a decrease in the rate of 
arrival of electrons at the screen 

grid. 13 The suppressor-to-screen Fig. 10. Circuit of negative-trans- 
transconductance is hence nega- conductance oscillator, 

tive, and there is no inherent volt- 

age polarity inversion when the tube is used as an amplifier 
with the input applied between the suppressor grid and the 
cathode, and the load connected between the screen grid and the 
cathode. In the circuit the resistances and capacitances constitute a 
frequency-sensitive feedback network around such an amplifier, and 
oscillations occur at the frequency for which the total phase shift 
around the feedback loop through the tube and this network is zero. 



PROBLEMS 

1. In the tuned-plate oscillator circuit of Fig. 2, consider that the tuned circuit 
is a parallel combination of inductance L, capacitance C, and resistance /?,, rather 
than the series-parallel combination shown in the figure. Assume that the tube 
operates as a Class Aj amplifier with an amplification factor p and an average 
mutual conductance g m . 

(a) Apply the Barkhausen criterion to determine, in terms of the given param¬ 
eters, the value of g m necessary for sustained oscillations, and the fre¬ 
quency of oscillation. 

(b) Draw a vector diagram for this oscillator. 

(c) For what reasons might the frequency of oscillation of an actual tuned-plate 
oscillator differ from that found in (a)? 

13 The Use of the 57 or 6C6 to Obtain Negative Transconductance and Negative Resistance 
—Application Note No. 45 (Harrison, N. J.: RCA Manufacturing Company, Inc., 1935). 



686 


VACUUM-TUBE OSCILLATORS 


[Ch. XI 


2. A point of view that is sometimes useful in the analysis of feedback oscillators 
is that the circuit external to the tube controls the grid voltage, and hence the 
plate current, in such a w ay that the plate current increases when the plate voltage 
decreases. Thus the plate circuit of the tube may be replaced by a negative 
resistance (sometimes in combination with other circuit elements), from which 
a-c power is supplied to the positive resistances in other parts of the circuit. An 
equivalent of the Barkhausen criterion is obtained through requiring that in the 
steady state the current supplied by this equivalent of the plate circuit of the 
tube be equal to that required by the load. To illustrate the method, apply it to 
the tuned-plate oscillator described in Prob. 1, using the circuit parameters given 
there and, in addition, the average plate resistance f p . 

(a) Draw an equivalent circuit for the oscillator in which the tube is repre¬ 
sented by a current source in parallel with a resistance. 

(b) Using the relation between the grid and plate voltages imposed by the 
external circuit, show that the current source in this circuit may be replaced 
by a negative resistance. Draw the resulting equivalent circuit. 

(c) Determine in terms of the parameters of this circuit the value of g m 
necessary for sustained oscillations, and the frequency of oscillation. 

(d) Show that the relations obtained in (c) are equivalent to those obtained in 
(a) of Prob. 1. 

3. Two identical triodes connected as shown in Fig. 11 operate in Class Aj and 
have the constant coefficients n, r p , and g m . For analysis of the circuit operation, 



Fig. 11. Two-stage tuned-plate oscillator circuit for Prob. 3. 


neglect the voltages across the coupling capacitors C e , the currents through the 
grids and the grid resistors R p , and any effect that the direct voltage drop across 
R might have upon the parameters of the second triode because of shift of the 
quiescent operating point. Assume that the power absorbed in the tuned circuit, 
which determines its Q 0 , may be represented as that absorbed in a resistance in 
parallel with the inductance and capacitance. 

Determine in terms of the circuit parameters: 

(a) the expression for the critical value of the resistance R at which oscillations 
will just start, 

(b) the frequency of oscillation. 
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that the operation of the tube is in Class A,. 

(a > ^ -uene y of 

oscillation. 

(b) Draw a vector diagram for this oscillator. present so 

c) How are these results altered if mutual flux between L, and L 2 P 
that the coefficient of coupling between them is *. 

(d) By what name is this oscillator circuit commonly known? 


A* 



Fig. 12. Generalized oscillator 
circuit for Probs. 4 and 7. Sup¬ 
ply voltages are omitted from 
the figure for simplicity. 



Fig. 13. Tuned-grid oscillator circuit for 
Prob. 5. 


6. The circuit of a tuned-grid oscillator with a resistance load R 2 is shown in 
Fig. 13. For analysis, the grid current may be neglected. 

(a) Draw an equivalent circuit for the oscillator, in which the tube appears as a 
voltage source in series with a resistance. 

(b) Obtain in terms of the circuit parameters indicated in the figure an ex¬ 
pression for the frequency of oscillation. 

(c) Obtain an expression for the average mutual conductance necessary for the 
production of sustained oscillations. 

(d) Show the relative winding directions of L x and L 2 that must be used in 
order that oscillations may occur. 

(e) Draw a vector diagram for this oscillator. 

0. To simplify the analysis of the tuned-grid-tuned-plate oscillator circuit 
shown in Fig. 7d, neglect dissipation in the elements of the tuned circuits, neglect 
all components of grid current except that through the grid-to-plate capacitance 
C vp , and assume that both tuned circuits have the same resonant frequency. 

(a) Show that sustained oscillations may be produced by this circuit at a 
frequency slightly below the resonant frequency of the tuned circuits, and 
determine in terms of the given circuit parameters the value of the average 
amplification factor ji necessary for oscillation. 

(b) Determine the frequency of oscillation. 
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(c) Since dissipation in the tuned circuits is neglected, oscillations in the tuned 
circuit connected to the grid should be sustained if the tube parameters 
and the impedance in the plate circuit are so adjusted that the input con¬ 
ductance of the tube is zero at the natural oscillation frequency of the grid 
circuit. Why, then, cannot this point of view and Eqs. 77 and 78, Ch. VIII, 
be used to determine the results found above? 

(d) Might oscillations still be produced if the resonant frequencies of the two 
tuned circuits were not the same? Justify your answer. 

7. Figure 12 shows a generalized circuit that may be made to include several 
common oscillator circuits through proper choice of the impedances Z v Z 2 , and 
Z 3 . To simplify the analysis of the circuit, grid current may be neglected and the 
operation of the tube may be assumed to be in Class A v 

(a) Show that the Barkhausen criterion takes the form 

r p (Zi + Z 2 + Z 3 ) + Z 1 [Z 2 + [»+ 1 )Z 3 ] » 0. 

(b) If the impedances Z,, Z 2 . and Z 3 are pure reactances jX v jX 2 , and jX v 
respectively, determine the relations among X v X 2 , and X 3 necessary to 
satisfy this criterion. 

(c) If each of the impedances Z,, Z 2 . and Z 3 is to be a single inductor or 
capacitor, show that oscillations are possible for only two of the con¬ 
ceivable arrangements. Sketch and name the circuits that correspond to 
these arrangements. 

(d) Obtain the critical condition for oscillation and the frequency of oscillation 
for the oscillator of Prob. 4 as a special case of the criterion obtained in (a). 

8. A tuned-plate oscillator having the circuit of Fig. 2a comprises a transmitting 
triodc having the constant-current characteristics given in Fig. 9, Ch. X. The 
operation of the tube is in Class C with a plate-supply voltage of 550 volts, a 
grid-bias voltage of twice the cut-off value, a maximum instantaneous plate 
current of 350 ma. and a minimum instantaneous plate \oltage 1.5 times the 
maximum instantaneous grid voltage. 

(a) If the oscillation frequency is 10 6 cps, and the loaded Q 0 of the tuned 
circuit is 12, state the values of L and C to be used in this circuit. 

(b) Assuming that the efficiency of the tuned circuit as a plate-to-load-and-grid 
coupling network is 100 per cent, determine the necessary mutual induct¬ 
ance and grid-leak resistance, the power loss in the grid leak, the available 
power output, and the proper order of magnitude of the capacitance of the 
grid capacitor. 

9. Assuming that the change of screen-grid current is a linear function of the 
changes in the suppressor-grid and screen-grid voltages, and the suppressor-grid 
current i9 negligible in the negative-transconductance oscillator of Fig. 10: 

(a) Draw an equivalent circuit for the oscillator, in which the screen-grid 
circuit appears as a current source shunted by a resistance. Define care¬ 
fully, with due regard to signs, the parameters used to represent the tube. 

(b) Determine in terms of the parameters of the circuit the value of the sup- 
pressor-to-screen transconductance necessary to sustain oscillations. What 
w ould result if this transconductance had a greater value? A smaller value? 

(c) Determine the frequency of oscillation for the conditions assumed. 



CHAPTER XII 


Modulation and Demodulation, or Detection 

A periodic electrical wave-that is, a periodic electrical “dis-/ 
turbance which is a function of time or space or both, may se^ e t I 
transmit energy from one point to another, but it cannot transmit f 
information either for interpretation by a human being or for use in a 
control process because each new cycle is exactly like all the previous ^ 
ones. Information can be transmitted, however, if the otherwise 
periodic wave is varied. In electrical engineering the term modulation | 
is used* to describe this “process by which some characteristic of [one 
wave called] a carrier is varied in accordance with [some characteristic I 
of a second wave called] a modulating wave." Generally the carrier _ 
wave to be modulated is a current or voltage that is direct, sinusoidal, 
or a recurrent series of pulses. The modulating wave, on the other hand, 
may have a nonperiodic, or transient, waveform. 


1. The modulation process 

Perhaps the most widely used type of modulation occurs in the 
carbon-granule telephone transmitter in telephony. In this applica¬ 
tion, the direct current supplied by a battery is varied (modulated) in 
accordance with the sound pressure on the transmitter diaphragm, 
which causes the resistance of the carbon granules to vary with time. 
Another example of modulation is the action of the common amplifier 
tube. In preceding chapters, the amplifier tube is represented by an 
alternating current or voltage source with an internal resistance. An 
alternative point of view, however, is that the amplifier tube is merely 
a resistance whose magnitude is controlled by the grid-signal voltage. 
The grid-signal voltage produces a change of resistance and thereby 
varies (modulates) the current from the direct-current plate-power 
supply. Broadly speaking, then, modulation includes the behavior of 
an amplifier tube and certain processes involving conversion of power 
from one form to another—for instance, conversion from acoustical 
power to electrical power. It may be accomplished by a time variation 
of a parameter in a circuit or, as is evident from subsequent analysis, 
by a nonlinear parameter. 

When the modulated wave is an alternating current, additional 

1 Standards on Antennas, Modulation Systems, Transmitters—Definitions of Terms, 
1948 (New York: The Institute of Radio Engineers, 1948), 9. 

* See page 8 of reference 1. 
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features of modulation are useful. The usefulness of one aspect results 
from the fact that often a wave that is to be transmitted electrically— 
such as the wave derived from the voice, from a telegraph key, from 
an optical image to be televised, or from another nonelectrical 
quantity—has a frequency or band of frequencies, transmission of 
which to a distant point is difficult or not economical. Under these 
conditions it is expedient to translate the frequency of the signal wave 
to some new value by means of modulation, to transmit the altered 
wave, and finally to translate it back to its original frequency. 
Although it is not apparent from the definition, subsequent discussion 
shows that frequency translation is often present in the process of 
modulation; in fact, it is the basic reason for modulation in many 
instances. 

An important application in which modulation is useful is radio 
transmission. In it, the frequency-translating feature of modulation 
is utilized. The frequency associated with the power used in radio 
must be suitable for radiation from an antenna. Direct-current power, 
for example, is not radiated and hence cannot be transmitted through 
space. Power at audible frequencies is radiated from the circuits that 
carry currents of these frequencies, but only a small portion of the 
total power involved is radiated electrically unless the dimensions of 
the circuit are comparable with the wavelength of the alternations. 
Higher frequencies, however, have a shorter wavelength. Hence it is 
feasible to build circuits that have dimensions comparable with the 
wavelength at high frequencies and permit efficient radiation. To 
transmit audible frequencies, therefore, the process that has evolved 
is first to modulate a high frequency (say 100,000 or more cycles per 
second) with an audible frequency. The resulting modulated high- 
frequency wave can then be efficiently transmitted through space. In 
amplitude-modulated radio transmission, for example, a high- 
frequency wave is radiated from an antenna, and the circuit is 
arranged so that the amplitude of the high-frequency wave may be 
varied at a rate corresponding to the audio-frequency signal. For 
instance, the amplitude of a 1,000,000-cycle-per-second wave may be 
varied at the rate of, say, 1,000 cycles per second. This is comparable 
to changing the amplitude of a 60-cycle-per-second wave at a rate of 
0.06 cycle per second, or 16.7 seconds per cycle—a slow rate compared 
to the frequency of the 60-cycle-per-second source. One thousand 
cycles of the high frequency occur during one cycle of the low fre¬ 
quency in this example. At the receiving end of the radio system, 
detection is performed,* which is “the process by which a wave 


See page 7 of reference 1. 
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, in(r t0 the modulating wave is obtained in response to a 
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between 1 the conversational but, if additional voice conversaUons are 
translated to successively higher frequency ranges, all of ^them ^ can^ 
transmitted at once without mutual interference, p , 

demodulators tuned to receive distinct ranges of frequency ca 
used to separate and recover the conversations at the receiving; e ° 
For example, speech transmission requires a frequency range up 
about 3 000 cycles per second. One conversation in carrier-current 
telephony can therefore use the range from about 0 to 3,000 cycles P« 
second; another, the range from, say, 4 to 7 kilocydes per second a 
third, the range from 8 to 11 kilocycles per second, and so on for 
additional conversations. Modulation thereby increases the informa¬ 
tion-carrying capacity of the transmission line in wire telephony, and 
in the same way it permits the simultaneous transmission of a multi¬ 
tude of messages or television signals through the air without wires 
by making possible the separation and recovery of them by tuned 
circuits at the receiving station. 


2. Types of modulation 


There are several methods of modulating an alternating-current 
wave. Usually the wave to be modulated is sinusoidal and can there¬ 
fore be represented by 

% = A cos (<ot + 0). [1] 

In this expression, A is the amplitude, and the whole term in paren¬ 
theses is an angle; thus the expression is basically 

i = A cos , [2] 

The angle <f>(t) is here indicated as being a function of time; and Eq. 1 
shows that, for the sinusoidal wave, the angle increases linearly 


with time. 

The frequency of the wave is the number of times the wave repeats 
itself per second, and it is proportional to the time rate of change of 
the angle, being given by 


since 


/ 


co 


1 W) 

2tt dt ’ 

d<f>(t) 
dt 9 


[3] 

►[4] 
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where to is called the angular frequency. In terras of the usual vector 
representation of the sinusoidal wave, to is the angular velocity of the 
vector. 

/ In general, there are two basic methods for varying the sine wave to 
/ effect the process of modulation. One is to vary the amplitude in 
accordance with the instantaneous value of the modulating wave; the 
other is to vary the way the angle changes with time. These two 
methods are called amplitude^modulation and angular modulation , 
respectively. 2 Angular modulation is commonly subdivided into two 
types, frequency modulation and phase modulation. Subsequent dis-' 
cussion shows that they are closely interrelated and perhaps should not 
be very sharply distinguished, since both are often utilized in a single 
modulation system. Still another method for varying a wave is called 
pulse modulation. This method involves either variation of a periodic 
wave in accordance with modulating pulses, or variation of some 
characteristic of a sequence of pulses in accordance with a modulating 
w ave. In its broadest sense, the term pulse modulation describes a 
system that may embrace both amplitude and angular modulation. 

4™jltitude modulation is produced through varying the amplitude of 
the wave to be modulated, the deviation of the amplitude from the 
unmodulated value being directly proportional to the instantaneous 
value of the modulating wave but independent of its frequency^For 
simplicity, the modulating wave may be considered to be sinusoidal, 
having a waveform given by 

A m cosoj m t. [5] 

In practice, co m is small compared with the angular frequency of the 
wave to be modulated—hereafter denoted by co f .f In accordance with 
the foregoing definition, the amplitude of the modulated wave for 
sinusoidal modulation is a function of time given by 

A(t) = A e + MmCoscoJ, [6] 

where k u is a constant of proportionality and A e is the amplitude of 
the wave before it is modulated. The second term on the right-hand 
side of Eq. 6 is the deviation in amplitude that is superposed on the 
constant unmodulated value of the amplitude, A e . The complete 
expression for the wave with sinusoidal amplitude modulation, 
obtained by substitution of Eq. 6 for the amplitude and co c t for the 
phase angle in Eq. 2. is 

i = (A t + k a A m cos oj m t) cos c o e t. ^[7] 

1 W. L. Everitt, “Frequency Modulation,” A.I.E.E. Trans., 59 (1940), 613-624, 

• In the sense used here, a deviation means a change from an otherwise constant value, 
f An exception to this statement is the modulation of a direct current. 
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station for the wave with sinusoidal amplitude 

modulation Sown in Fig .V -The IZ 

P Te d nt°fe t ? °ZTt. The vector routes at a constant angular velocity 
!nd the projection on the real axis is the instantaneous value of the 
ampHtude-modulated wave. The tip of the vector descnbes a sp.ral as 


Imaginary axis 



Fi a. 1. A vector representation of an amplitude-modulated wave. 
Tho locus of the tip of the rotating vector is a spiral that remains 

between the dotted circles. 


the length of the vector varies between the limits of A e ± k a A m . Such 
a wave might be produced through superposing a sinusoidal variation 
on the direct field current of an alternator driven at constant angular 
speed. Further discussion of amplitude modulation follows in Art. 3. 

, Frequency modulation is produced through varying the instan¬ 
taneous frequency of the wave to be modulated, the instantaneous 
deviation of the frequency from the unmodulated value being directly 
proportional to the instantaneous value of the modul ating wave but 
independent of its frequency. Accordingly, the instantaneous angular 
irequency of the frequency-modulated wave with sinusoidal modula¬ 
tion may be expressed as the function of time 

(o{t) = (o e -f k f A m cos <o m t, [8] 

where k f is a constant of proportionality. In this equation, the second 
term on the right-hand side is the deviation in angular frequency that 
is superposed on the constant unmodulated angular frequency, co c . 
Whereas in amplitude modulation, the phase angle of the modulated 
wave increases linearly with time, in frequency modulation a deviation 
or modulation component is superposed on the linearly increasing com¬ 
ponent. This conclusion follows from Eq. 4, from which it is evident 
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that the phase angle is the time integral of the instantaneous angular 
frequency; thus, from Eq. 4, 

•W dt, [9] 

and substitution from Eq. 8 gives 

<f>(t) = c o e t -f- — ^ ni sin co m t, [10] 

where t is measured from a point at which (f> is zero. In Eq. 10, the last 
term is the deviation in phase angle superposed on the linearly increas¬ 
ing term that corresponds to the unmodulated wave. The complete 
expression for the frequency-modulated wave, given by the substi¬ 
tution of the constant amplitude A e and Eq. 10 in Eq. 2, is 



i = A e cos sin . 


►[H] 


Note that the direct substitution of w(t) from Eq. 8 for co in Eq. 1 to 
obtain the equation of the frequency-modulated wave is incorrect. The 
product tut is equal to the instantaneous phase angle of the wave only 
when co is constant. If co is a variable, the angle is related to it only by 
the integral in Eq. 9 and is not given by co(0 times t. 

The physical significance of frequency modulation may be visualized 
through reference to an alternator in which the stator is mounted on 
bearings concentric with the shaft so that the stator as well as the rotor 
may be rotated. The rotor is assumed to be driven at constant angular 
speed, which accounts for the term c o e t in Eq. 11. If the stator is then 
rocked with sinusoidal angular motion about its midposition, with an 
instantaneous angular velocity directly proportional to the instan¬ 
taneous value of the modulating wave, the resulting output wave of the 
alternator is frequency modulated. Alternatively, the motion of the 
stator may be described as a sinusoidal angular motion with an ampli¬ 
tude of angular variation directly proportional to the quotient of the 
amplitude divided by the frequency of the modulating wave—in 
mathematical terms, k f AJ(o m . Actually, the motion of the stator 
would change the amplitude of the wave as well as its frequency and 
phase, but this effect is small and is to be neglected in this analogy. 
In the 60-cycle analogy, then, the stator is turned very slowly but 
through a relatively large number of degrees or revolutions. 

Phase modulation is produced through varying the instantaneous 
phase angle of the wave to be modulated, the instantaneous deviation 
of the phase angle from the unmodulated value being directly pro¬ 
portional to the instantaneous value of the modulating wave but inde¬ 
pendent of its frequency. The deviation in phase angle in this type of 
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expressed as 

4(1) = <o c t + k p A m cos to J. 1 J 

Through substitution of X, for the constant ampiitude of the un^ 

modulated wave, and of *«) from Eq. 12, Eq. 2 becomes the comp ete 
expression for the phase-modulated wave with s.nuso.dal modulation, 

i = A c cos (o> t t + M m cos toj). ►[ 13 1 

The instantaneous frequency also undergoes a deviation with time 
in the phase-modulated wave, in accordance with Eq. 3. Inus 

«(() = d M = to, + k p co m A m sin toj [14] 

at 


in the phase-modulated wave. 

The physical significance of phase modulation may be visualized by 
reference to the same alternator discussed above in connection with 
frequency modulation. If the stator is rocked with a sinusoidal angular 
motion about its midposition with an instantaneous angular deviation 
directly proportional to the instantaneous value of the modulating 
wave, the resulting output wave of the alternator is phase-modulated. 

From the foregoing discussion and from Eqs. 8, 10, 12, and 14, it is 
evident that frequency and phase modulation are closely related. In 
each, the deviation in both the frequency and the phase is sinusoidal 
for a sinusoidal modulating wave. However, the distinguishing feature 
in frequency modulation is that the amplitude of the frequency de\ ia- 
tion is independent of the modulation frequency, but the amplitude of 
the phase-angle deviation is inversely proportional to the modulation 
frequency. Correspondingly, in phase modulation, the amplitude of the 
phase-angle deviation is independent of the modulation frequency, but 
the amplitude of the frequency deviation is directly proportional to the 
modulation frequency. As is discussed in Art. 18, pure phase modula¬ 
tion is almost never used in practice, and some so-called frequency- 
modulation systems utilize phase modulation over a part of the range 
of modulation frequencies that they are designed to accommodate. 

The reason for the apparent similarity between frequency modula¬ 
tion and phase modulation in the foregoing analysis is that both the 
time integral and the time derivative of the sinusoidal modulating 
wave chosen for illustration are also sinusoidal in waveform. A clearer 



696 


MODULATION , DEMODULATION , DETECTION [Ch. XII 

distinction between the two types of modulation is gained from a con¬ 
sideration of the effects of a square wave as the modulating wave. 3 
These effects are illustrated in Fig. 2. With a square modulating wave 
and frequency modulation, the deviation in phase angle superposed on 
the linear increase given by (o e t is the integral of the variation in w. The 



Modulating wave 



(a) Frequency modulation (b) Phase modulation 


Fig. 2. Comparison of frequency and phase modulation. 

phase-angle deviation has a saw-toothed waveform and does not re¬ 
semble the modulating wave. In contrast, with a square modulating 
wave and phase modulation, the deviation in frequency superposed on 
o) e is the derivative of the deviation in phase angle. The frequency 
deviation is then a series of pulses having infinite magnitude but a 
finite time integral. In general, then, modulation of the frequency or of 
the phase angle always involves modulation of the other quantity. In 
frequency modulation, the waveform of the deviation in frequency 
resembles the waveform of the modulating voltage; in phase 

* G. VV. O. Howe, "Frequency or Phase Modulation?" Wireless Engr. t 16 (1930), 547. 
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modulation, the waveform of the domaSon of the 

that of the modulating voltage. 4 , , h tw0 types 

Amplitude modulation is often produce 

of modulation. For example, one method »«"«* volt age of a 

an amplitude-modulated wave is to waveform, 

vacuum-tube oscillator m accordance with the modu gI of 

With proper adjustment of the circuit parameters, P . h 

the high-frequency wave from the oscillator varies in ^cordance w th 
the instant aneous value of the modulating wave. Ho wever a dev at.on 
of frequency also occurs in the usual oscillator «rouit. and the result is 
not pure amplitude modulation. Although the amplitude vanationpre 
dominates, the frequency deviation is sufficiently great to render‘he 
method impractical for many purposes. Other methods described in 
subsequent articles reduce the frequency deviation. When the modula¬ 
tion is pure amplitude modulation and there is no angular modulation 
all the intervals between the points at which the wave has values o 
zero are equal. When these intervals are not equal, angular modulation 

is present. ... j 

Pulse modulation 5 is widely used in telegraphy, television, radar 

multichannel microwave transmission, and other communication and 
control systems. The early telegraph utilized a form of pulse modula¬ 
tion—a direct-current carrier was modulated by pulses produced by a 
manually operated switch, or key, in accordance with the Morse code. 
A second and later example of pulse modulation familiar to many is a 
high-frequency oscillator started or stopped by a similarly operated 
key. The output is a series of short and long bursts of high-frequency 
power separated by intervals of zero output, which may be used for 
wireless telegraphy. From these elementary types of pulse modulation, 
advance has been made to a variety of more complex modulation 
systems involving pulses, aimed chiefly at bettering the quality of long¬ 
distance transmission of information or at reducing the required band¬ 
width. One of the more highly developed forms is a system dependent 
on the binary arithmetic that is the basis for the operation of many 
high-speed electronic digital computers. 

As ordinarily used in connection with these improved systems of 
modulation, the term pulse modulation refers to a two-step process: 


‘ D. G. C. Luck and H. Roder, “Discussion on ‘Amplitude, Phase, and Frequency 
Modulation,’ ” I.R.E. Proc., 20 (1932), 884-887. 

6 V. D. Landon, "Theoretical Analysis of Various Systems of Multiplex Transmission," 
RCA Rev., 9 (1948), 287-351, 433-482; E. M. Deloraine, “Pulse Modulation," I.R.E. 
Proc., 37 (1949), 702-705; “Standards on Pulses: Definitions of Terms." I.R.E. Proc., 39 
(1951), 624-626; 40 (1952), 552-554; Standards on Antennas, Modulation Systems, 
TransmiUers—Definitions of Terms, 1948 (New York: The Institute of Radio Engineers, 
1948), 9. 
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First, the wave to be transmitted, such as a speech wave, is applied as 
a modulating wave to vary some characteristic of a pulse train —a 
sequence of pulses—which is used here as a pulse carrier ; and, second, 
the resulting modulated pulse carrier is applied as a new modulating 
wave to modulate a high-frequency sinusoidal carrier wave. The pulse 
carrier is hence said to serve as a subcarrier. The modulation of the 
pulse carrier may involve varying either the amplitude or the timing of 
the pulses. Accordingly, pulse-amplitude modulation or pulse-time 
modulation occurs. Since there are many time relationships among the 
characteristics of a train of pulses that can be altered, there are several 
types of pulse-time modulation. Pulse-duration modulation results if 
the duration, or length, or width, of the pulses is varied. The modulat¬ 
ing wave may vary the time of the leading edge, the trailing edge, or 
both edges of the pulses in the recurrent series. Pulse-position modula¬ 
tion occurs if the position in time, or the phase, of the pulses is varied. 
And pulse-frequency modulation results if the frequency, or the repeti¬ 
tion rate, of the pulses is varied. 

Only instantaneous samples of the modulating wave are transmitted 
in some types of pulse modulation. But if the pulse-repetition rate, or 
sampling rate, is large enough, sufficient information is transmitted to 
permit reproduction of a continuous modulating wave with reasonable 
accuracy at the receiving point. According to Shannon, 6 “if a function 
f(t) contains no frequencies higher than \V cycles per second, it is com¬ 
pletely determined by giving its ordinates at a series of points spaced 
1/(2 JT) seconds apart.” Exact values of the samples of the amplitude 
of the modulating wave are not always transmitted. In one class of 
pulse modulation, the range of amplitudes is divided into a number of 
finite intervals and a value is assigned to each. At each sampling 
instant, the amplitude is approximated by the value for the interval 
within which it falls, and that value is transmitted. Thus only a dis¬ 
crete number of so-called quantized amplitude values is transmitted. 
Often these values are transformed into a code, such as the binary code, 
before transmission, and the modulation process is then termed pulse- 
code modulation. 1 

3. Amplitude modulation 

The mathematical expression for the amplitude-modulated wave 
with sinusoidal modulation, Eq. 7. may be rearranged in the form 

i = A c (l -f m cos toj) cos o) c t y K 15 ] 

• C. E. Shannon, “Communication in the Presence of Noise,” I.R.E. Proc., 37 (1949), 
10 - 21 . 

7 B. M. Oliver, J. R. Pierce, and C. E. Shannon, "The Philosophy of PCM," I.R.E. 
Proc., 36 (1948), 1324-1331. 
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where the quantity m is called the modulation factor. Th ® 
frequency cej^fis smaller than the modulated frequency to I 2.) 
Sch is called the carrier frequency. In radio transm.ss.on, the rat.o 
of (O to a) m may be very large—1,000 or more. 

The waveform of the sinusoidally modulated wave is 8 0 . 

3. Si— v.h» of HA. .r. pMM to th.■ —l 

variation. The term in parentheses, (1 + m cos coj), 



slowly compared with cos oj e t , may be considered to be approximately 
the amplitude of the high-frequency alternations; it is called the 
envelope of the wave. The modulation factor m denotes the fractional 
extent to which the modulation varies the amplitude, or the per unit 
modulation. The relation 

Per cent modulation = m X 100 [lb] 

therefore follows. Since the amplitude cannot become smaller than 
zero, 100 per cent modulation is the maximum that can be obtained by 
means of the simple conventional modulating devices. Percentage 
modulations smaller than 100 are common. An attempt to obtain a 
higher percentage modulation usually results in an interval of zero 
amplitude. 

The signal encountered in voice transmission is of an irregular shape 
such as that shown in Fig. 4a. The envelope and the amplitude- 
modulated high-frequency wave then have the form shown in Fig. 4b. 

Since the amplitude term in an amplitude-modulated wave is a 
function of time, the high-frequency wave is not strictly sinusoidal 
even during a single cycle; the over-all expression for it is a much 






700 


MODULATION , DEMODULATION, DETECTION [Ch. XII 

more complex function of time than that for the pure sinusoid. The 
amplitude-modulated wave is nonsinusoidal and contains components 
with frequencies different from the carrier frequency. The presence of 
these components and important concepts of the process of amplitude 
modulation are brought out by use of the trigonometric identity: 

cos 0 cos <f> = £ cos (0 + <£) + \ cos (0 - </>). [ 17 ] 

By means of this expression, Eq. 15 may be put in the equivalent form 

I = A e [cos (o e t + ~ cos (to e + cojl + J cos (co e - co m )*] • ►[18] 

The sinusoidally modulated wave is thus shown to consist of the sum of 




Fig. 4. Amplitude modulation with an irregular modulating wave. 


( three sinusoidal components of different frequencies, named the 
carrier, upper side frequency, and lower side frequency, which are com¬ 
posed as follows: 



Angular 

Frequency 

Relative 

Amplitude 

Relative 

Power 

Carrier 

<o e 

wajm 

■M| 

Upper side frequency 




Lower side frequency 


msm 

MStm 


On the basis of Eq. 18, a vector representation of the carrier and side 
frequencies can be constructed as shown in Fig. 5, which is an extension 
of Fig. 1. The lower side-frequency vector rotates more slowly than the 
carrier vector, and the upper side-frequency vector rotates more 
rapidly. The projection of the sum of the three vectors on the real axis 
is the amplitude-modulated wave. The relative motion of the three 
vectors may be understood through considering that the carrier vector 
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A is held stationary; in other words, that a» e is made zero The two 
side-frequency vectors then rotate in opposite directions "‘th respect 
^ carrier vector-one at an angular velocity +o> , andl * ° ther 
at the angular velocity All components normal to A, ^eance , 

hence the sum of the carrier and side-frequency vectors is a vector 
along’the direction of A c and varying in length between the him s 


Imaginary axis 



Fig. 5. Vector representation of the carrier and side frequencies in an 

amplitude-modulated wave. 

A C {1 + m) and A c (\ — m). Because of this cancellation of the normal 
components, the resultant vector rotates at constant angular velocity. 
In particular, the intervals between the points at which the instan¬ 
taneous amplitude is zero are constant—a fact indicating that no 
frequency or phase modulation is present in such a wave. This result 
does not hold if, as is discussed later, one side frequency is suppressed. 
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Fig. 6. Frequency spectrum of a sinusoidally modulated wave. 

Figure 6 shows graphically the distribution of the components of the 
sinusoidally modulated wave in the frequency spectrum. Here the 
frequencies are plotted as abscissas and the amplitudes as ordinates. 
A sinusoidal component in the wave is therefore represented as a 
vertical line at the particular frequency with a height corresponding to 
the amplitude. 
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In general, the modulating wave is not a pure sinusoid but consists of 
a number of components of different frequencies and amplitudes and is 
representable by a Fourier series for a periodic function or a Fourier 
integral for a nonperiodic function. The frequency spectrum can then 
be represented 8 by such a curve as G(o>) in Fig. 7, where height of the 
vertical lines represents the amplitudes, and position represents the 
frequencies of the separate components. Each frequency in the modu¬ 
lating wave then produces a pair of side frequencies in the modulated 
wave, and the modulated wave has upper and lower side bands 



Fig. 7. Frequency spectrum of a wave with nonsinusoidal modulation. 


£G(co — (o e ) and \G(u) t — co), respectively, disposed symmetrically 
about the carrier, each of which contains all the essential character¬ 
istics of the modulating wave. For example, if an audio spectrum from 
0 to 5,000 cycles per second is to be transmitted on a 1,000,000-cycle- 
per-second carrier frequency, the modulated wave covers a 10,000- 
cycle-per-second band centered about 1,000,000 cycles per second. 
The modulated wave then is said to require a channel 10,000 cycles per 
second wide. 

These considerations illustrate the frequency translation mentioned 
in Art. 1 as being inherent in the modulation process. The signal Gfco), 
originally located near the origin, can be translated to any other part 
of the spectrum by appropriate choice of the carrier frequency. The 
economic importance of this process cannot be overemphasized, for, 
without it, no radio-telephonic communication would be possible and 
long-distance wire communication would be very much more expensive 
and limited than it is. Radiation of electromagnetic waves for com¬ 
munication at audio frequencies with any antenna of a size that 
might conceivably be constructed on this planet is so inefficient as to be 

• R. V. L. Hartley, "Relations of Carrier and Side Bands in Radio Transmission,” 
B.S.T.J., 2 (1923), 90-112. 
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... ..... but by being shifted to a band of sufficiently high 

unthinkable but^ atiQ g ^ effectjvely radiated and trans- 

S U ed n over great distances-even around the world. Carrier-current 
^hony whereby one pair of wires is used for transmitting different 
conversations simultaneously, also depends on the modulation process 
for shifting each audio-frequency signal to its appointed pnva e 
channel or frequency band, for transmission over wires 

The frequency-translating effect of modulation is by no means 
limited to shifting an audio signal to a higher location in the spectrum. 
A high-frequency signal may be shifted to a still higher frequency 
location in the spectrum—say from 50,000 cycles per second to 
10 000 000 cycles per second. It may also be employed to shitt a lre- 
quency down to a lower value—say from 30,000,000 cycles per second 
to 456,000 cycles per second, as is often done in superheterodyne radio 
receivers in order that the signal may be amplified effectively. 

Although frequency translation occurs with amplitude modulation, 
the effect is different from mere multiplication of the frequencies. If all 
the frequencies in a wave were multiplied by the same factor, the ratio 
of the bandwidth to the mean frequency would remain constant. In 
the process of modulation, however, the bandwidth itself remains 
constant, and the channel required is of constant width regardless of 
the carrier frequency employed. 

The amplitude of each side frequency for a sinusoidally modulated 
wave is m/2, which has a maximum value of £ for 100 per cent modula¬ 
tion. The relative amounts of power dissipated in a resistive load by the 
carrier and the side frequencies are therefore: 

= 1, [19] 


carrier 


lower t.f. 


Ttl‘ 


[ 20 ] 


m‘ 


upper *./. 


4 * 


[ 21 ] 


as is stated in a previous table. Hence 


P P 

* totals ./. 2 r carrier* 


►[ 22 ] 


or, with 100 per cent sinusoidal modulation, the total power in the side 
frequencies is one-half that in the carrier wave. However, if the modu¬ 
lation is 100 per cent, and the modulating wave is a square wave such 
as might result from a telegraph signal, the amplitude of the wave is 
double the carrier value for half the time and zero for the other half. 
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Since the power varies as the square of the amplitude, the total power 
m the wave is therefore twice the carrier power, and the total power in 
the side bands is equal to that in the carrier wave. 

With sinusoidal modulation, the total power in the side frequencies 
varies with the square of the modulation factor. Thus, though it is one- 
half the carrier power for 100 per cent modulation, it is only one two- 
hundredth of the carrier power for 10 per cent modulation. The carrier 
wave does not in itself contain the information to be transmitted, and 
it therefore represents a waste of power. In carrier-current wire tele¬ 
phony and in transoceanic radio telephony, the carrier is suppressed 
and not transmitted, but the added complications and cost of the 
suppressed-carrier systems make their use in most applications un¬ 
economical. Since one side band alone is adequate to convey the com¬ 
plete information, perfect communication can be effected if, with 
suitable apparatus, both the carrier and the other side band are sup¬ 
pressed. Radio transmission, however, with the exception noted above, 
employs both side bands and the carrier. Suppressed-carrier modula¬ 
tion is widely used in many measurement and automatic-control 
systems. 

The foregoing description of sinusoidal modulation is based on the 
assumption that the amplitude of the high-frequency modulated wave 
is directly proportional to the instantaneous value of the low-frequency 
modulating wave. Actually, in practical modulating methods, this 
condition of direct proportionality is never exactly obtained. There is 
always some nonlinearity in the relation between the two quantities. 
Consequently the variation of the amplitude of the modulated wave is 
not exactly symmetrical above and below the carrier value. The same 
dissymmetry occurs when the modulating wave is nonsinusoidal. 
With these conditions, the analysis becomes more complex, and the 
percentage modulation must be defined in terms of separate values for 
the percentage increase and decrease of the amplitude of the modu¬ 
lated wave during the cycle. 9 

In the following articles, practical methods of modulation and 
demodulation are discussed. So-called linear methods are dealt with 
first, and the so-called square-law devices are treated in the later 
articles. The behavior of the square-law methods lends itself to analysis 
by means of a power-series representation of the electrical character¬ 
istics of the circuit, but for the linear devices such a method of attack 
is precluded by the fact that the current is zero a considerable portion 

• L. F. Gaudemack. “Some Notes on the Practical Measurement of the Degree of 
Amplitude Modulation," I.R.E. Proc., 22 (1934), 819-846; Standards on Antennas, 
Mo>!ul<ition Systems, Transmitters—Definitions of Terms, 1948 (New York: The Institute 
of Radio Engineers, 1948), 17. 
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Amplitude 

of 

modulated 

wave 



- 1002 


of the time. An approximate ^doesnot invo^vejhe 

methods of modulation; only a few 
of fundamental importance are included. 

i 4. Plate modulation of Class C amplifiers 

W f The discussion in the previous article indicates that one^ way of 
" representing the characteristics of a dev.ce su,table for effecting 
modulation is that shown in Fig. 8. 

If the curve is a straight line, the 
amplitude of the modulated wave is 
directly proportional to the instan¬ 
taneous value of the modulating 
wave; no harmonics are generated in 
the process of modulation, and the 
modulation is distortionless. 

In practice, the straight-line char¬ 
acteristic curve in Fig. 8 can be 
closely approached. A common and 
useful point of view in the analysis 
of modulation devices is the assump¬ 
tion that the amplitude of the 
carrier-frequency output of the de¬ 
vice varies with the instantaneous 

value of the modulating wave in the same way that it varies with 
changes in a steady supply voltage of the circuit. This assumption is 
based on the concept that, since the modulating frequency is small 
compared with a carrier frequency, the modulating wave can therefore 
be considered as having a frequency of practically zero in comparison 
with that of the modulated wave. In other words, the modulating 
wave behaves in the circuit as a direct voltage whose value is changed 
slowly during a modulation cycle and imperceptibly during a carrier- 
frequency cycle. This point of view can be summarized by the state¬ 
ment that the dynamic and the static behaviors of the circuit are 
assumed to be the same. 

Such a point of view is subject to at least two limitations. In the 
first place, owing to blocking capacitors, inductors or chokes, internal 
impedance of the power supply, and the variation of other impedances 
in the circuit with frequency, the circuit does not behave the same for 
the varying voltage as it does for the steady supply voltage. In the 
second place, sharply tuned portions of the circuit may not permit 
rapid changes in the amplitude of the carrier-frequency components in 


Fig. 8. 


Instantaneous value 
of modulating wave 

Characteristic curve of an 
ideal modulator. 
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the currents or voltages, as has been mentioned in Art. 5, Ch. XI. This 
condition exists when the tuned portions of the circuit have appreci¬ 
ably different impedances at the carrier and at the side-band fre¬ 
quencies. Nevertheless, the point of view is often a useful approxi¬ 
mation in the analysis of modulation circuits, and the curve of the 
carrier-frequency output as a function of a steady supply voltage is 
commonly called the modulation characteristic of the circuit. In general, 


Amplitude of 
h-f output 



Fig. 9. Idealized conditions during plate modulation of a Class C 

amplifier. 

the supply voltage of any one of the tube electrodes may be varied to 
produce the modulated wave, and names that correspond to the 
particular electrode chosen are given to the various methods of 
modulation. 

With proper design and adjustment, a Class C amplifier can be made 
to have approximately the modulation characteristics shown in Fig. 9. 
The amplitude of the high-frequency components of the plate voltage 
and current, to which the output circuit is tuned, vary practically 
linearly with the plate-supply voltage, and the average value of the 
plate current is also linearly related to the plate-supply voltage. To 
obtain these characteristics, it is generally necessary to employ a com¬ 
bination of fixed grid-bias and grid-leak-and-capacitor grid-bias 
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S:Sn“ Mol”, of .h. lengthy methods requited for » un.ly.ro^ 

use of a Class C amplifier for the production of a modulated 
wave, termed plate modulation, the carrier frcqucncy .s mtroduced^ o 
the grid circuit and the modulat.ng voltage is connected in senes with 
the direct plate-supply voltage E bb , as is shown sc he mattcally in F 
10 When the modulating voltage is a sine wave, the circuit behaves as 
illustrated in Fig. 9, where the total plate-supply -Hage comprise 
the sum of a direct and a sinusoidal component, and where the 
envelope of the output wave also contains a sinusoidal component. 



Fig. 10. Simplified basic circuit of a plate-modulated Class C amplifier. 


In actual practice, the modulating wave is usually transmitted to 
the modulated Class C amplifier through an amplifier, and various 
means are used to couple the modulating amplifier to the modulated 
amplifier. In early work, the modulating wave was introduced in the 
plate circuit of an oscillator by the method called Heising modula¬ 
tion. 11 One practical circuit diagram of a modulated Class C amplifier 
and its modulating amplifier, which involves principles similar to those 
underlying Heising modulation, is shown in Fig. 11. The Class C ampli¬ 
fier has a combination of fixed grid-bias and grid-leak-and-capacitor 
grid-bias supply, and neutralization for preventing oscillations is 
accomplished by means of a neutralizing capacitor and the tapped 
arrangement of the coil in the tuned circuit. The modulating amplifier, 
frequently called the modulator, is of the push-pull type; to realize 
high efficiency, it is often operated in Class B. 12 The output voltage of 


10 I. E. MouromtsefF and H. N. Kozanowski, “Analysis of the Operation of Vacuum 
Tubes as Class C Amplifiers,” I.R.E. Proc., 23 (1935), 752-778; W. L. Everitt, Communi¬ 
cation Engineering (2nd ed.; New York: McGraw-Hill Book Company, Inc., 1937), 
630-545. 

11 E. B. Craft and E. H. Colpitts, “Radio Telephony,” A.I.E.E. Trans., 38 (1919), 328. 
11 J- A. Hutcheson, “Application of Transformer-Coupled Modulators,” I.R.E. Proc., 

21 (1933), 944-957. 
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the modulating amplifier V2E m cos w m t is connected in series with the 
direct plate-supply voltage E bb , so that the total effective plate-supply 
voltage for the Class C amplifier is E bb -j- V~2E m cos (oj. A high- 
frequency choke and a high-frequency by-pass capacitor are used in 
combination to isolate the high-frequency components of the plate- 
current and voltage in the modulated amplifier and to exclude them 
from the modulating amplifier and direct-current plate-power supply. 


Modulated Class C amplifier 



Fig. 11. Plate-modulated Class C amplifier with a Class B transformer- 

coupled modulating stage. 


The direct-current plate power for the push-pull modulating amplifier 
may be obtained from the same source as is that for the modulated 
amplifier, but this common source is not essential, and the require¬ 
ments of the tubes may make it undesirable. 

Among the requirements of interest for the design of amplifiers used 
in plate modulation are the plate dissipation of the tubes and the turns 
ratio of the output transformer of the push-pull stage. These are deter¬ 
mined by the following considerations. The total effective plate-supply 
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voltage E bb + V2 E m cos a>J may be expressed as 

Total effective plate-supply voltage = E bb (\ + m cos wj), [23] 

since, for 100 per cent modulation, Fig. 9 shows that the amplitude of 

the modulating voltage V2 E m is equal to the direct P a ^® u PP 
voltage E bb . The total plate current in the Class C modulated st g 

comprises carrier-frequency and modulation-frequency components 
with harmonics, together with other frequencies introduced by no 
linearities of the tube characteristic, and a steady or average com¬ 
ponent. However, for the purpose of computing the average power 
input to the modulated amplifier, only the components having the 
frequencies contained in the total effective plate-supply voltage are 
important, because in any circuit the average power comprises con¬ 
tributions from the products of current and voltage terms of like 
frequency only. The average plate current I bt in Fig. 9, which varies 
linearly with the plate-supply voltage, has the usual significance when 
the plate-supply voltage is constant. But when the plate-supply 
voltage varies at a rate slow compared with the carrier-frequency 
that is, at the modulation frequency—the average plate current also 
varies, and the average plate current then takes on a new significance. 
It is an average over the carrier-frequency cycle but a variable during 
the modulation-frequency cycle, and may therefore be denoted by 
I bs (t). The expression for the modulation-frequency and steady com¬ 
ponents of the current furnished by the combined modulating source 
and direct-current plate-supply voltage is therefore 


= /»•(! + rn cos (v m t), 


[24] 


where I bt is the average current as indicated by an ordinary direct- 
current ammeter. In fact, the physical significance of I b$ (t) can also be 
interpreted in terms of the response of a measuring instrument. It is the 
current indicated by the deflection of an oscillograph such as the bifilar 
type that, because of its inertia, does not respond to the high carrier- 
frequency components but does respond to the low modulation- 
frequency components. Finally, the total plate current i b , which in¬ 
cludes the carrier-frequency components, is the current indicated by an 
instrument such as the cathode-ray oscilloscope, which responds to 
all components, including those of very high frequency. 

In accordance with the foregoing concepts, the average power 
supplied to the modulated amplifier is 

1 f 2a 

P >» = ^J 0 + m c°s o>J)I b ,( 1 -f m cos toj)d(coj), [25] 
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or 


nr 


P bs — E bbh$ + ~Y E bb J b,- 


►[26] 


Also the power supplied by the direct-current plate-power supply is 

P ‘* = 2wJo + m 008 [27] 

or 

p bb = E bb I bt . K28] 

Thus the power supplied by the modulating amplifier is 

Pm = Y £ bb I b . • M29] 

Consequently, for 100 per cent sinusoidal linear modulation, the modu¬ 
lating amplifier must deliver half as much power as the direct-current 
plate-power supply. 

If the plate efficiency of the modulated amplifier is constant over the 
modulation-frequency cycle (as is approximately true in practice), 
the power output in the unmodulated carrier wave is 


P a — VcPbb ™ Vjbbl »i» [30] 

where tj f is the plate efficiency of the modulated Class C amplifier. The 
power output with sinusoidal modulation is 

Pac = VcPbt = VcEbbhi + ■g"! • [31] 

Equation 31 contains terms proportional to P bb and P m in Eqs. 28 and 
29; hence it may be concluded that the direct-current plate-power 
supply furnishes the power to produce the carrier wave, and the 
modulating amplifier furnishes the power to produce the side fre¬ 
quencies or side bands. 

Since the peak amplitude of the modulated output wave is twice 
that of the carrier wave for 100 per cent modulation, the peak power 
output of the modulated amplifier is four times the unmodulated value. 
The plate dissipation also increases with modulation, and the amplifier 
must not be designed for the maximum allowable plate dissipation 
with an unmodulated output. The average plate dissipation of the 
tubes of the modulated amplifier is 

Pp, = P>. - Pac = P>.( 1 - Vc), [32] 

or, from Eqs. 26 and 28, 

^, = ^(i+y) O -**-)• 


[33] 
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tamed 100 per cent sinu . * , absence 0 f modulation is 

SSSar*a P Uowab.e £ 

53i ESS of two-thirds is generally 

increased somewhat for this service. , , arnD iifi e r is 

The plate dissipation of the tubes in the modulating arnpime 

[34] 


'--Mir 1 )' 


where r, m is the plate efficiency of the modulating amplifier. From Eqs. 
28 and 29, this becomes 

[35] 


p ’--T r ~(r- 1 ) 


Thus the ratio of the plate dissipation of the tubes in the modulating 
amplifier and the modulated amplifier is 

m 'p f±-l] 


P,. 2 “'l- ' 

Pp ‘ ( 1 + t) P m(1- ’ ? ' ) 

[36] 

( »■ W l -M *. 

\2 + m 2 / Vl - r/J r)m 

►[37] 


This ratio is considerably larger than unity under certain operating 
conditions, with the result that the cost of the tubes in the modulating 
amplifier is sometimes greater than that of those in the modulated 
amplifier. As an example, it may be assumed first that the modulating 
amplifier is operated in Class A 1 with a plate efficiency rj m of 0.2. The 
modulated Class C amplifier may have a plate efficiency i] e of, say, 0.7. 
The ratio of the plate dissipations for 100 per cent continuous sinu¬ 
soidal modulation is then 




= 4.44. 


[38] 


With these operating conditions, the tubes in the modulating amplifier 
therefore must have a total allowable plate dissipation of about 4£ 
times that of the modulated-amplifier tubes. 



712 


MODULATION, DEMODULATION, DETECTION [Ch. XII 


As an alternative example, it may be assumed that the modulating 
amplifier is operated in Class B with a plate efficiency r) m of 0.5 and 
that 7] e equals 0.7 as before. The ratio of the plate dissipations is then 



Thus, with the Class B modulating amplifier, the plate dissipation of 
the modulating tubes must be approximately equal to that of the 
modulated amplifier tubes. The ratio of the total number of tubes of a 
specified plate dissipation needed in the two cases is 


1 + 4.44 
1 + 1.11 


= 2.58. 


[40] 


The total plate-dissipation rating of the tubes needed to produce a 
modulated wave with a Class B modulating amplifier is therefore only 
about 40 per cent of that needed with a Class A, amplifier. An example 
of the use of a Class B modulating amplifier is a radio transmitter 
having a carrier power of 500 kilowatts in which eight 100-kilowatt 
tubes are used in the modulating amplifier, which operates at approxi¬ 
mately 50 per cent plate efficiency at its full output. 13 The Class C 
amplifier comprises twelve 100-kilowatt tubes. 

Actually, the efficiency of the transformer or other circuit element 
used to couple the modulating amplifier to the modulated amplifier is a 
factor in the determination of the relative plate dissipations required. 
Dividing the right-hand side of Eqs. 34 through 37 by this efficiency 
brings it properly into the analysis. 

A knowledge of the effective impedance across the secondary 
terminals of the output transformer of the modulating amplifier is 
needed in order that the turns ratio of the transformer may be chosen 
to have the value that reflects the optimum value of impedance into 
the plate circuits of the modulating tubes. The transfer of power at the 
modulation frequency is of interest ; hence the effective impedance as 
viewed from the secondary terminals toward the modulated amplifier 
is the ratio of the modulation-frequency alternating secondary voltage 
and the modulation-frequency component of the secondary current. 
From Fig. 0 and the preceding discussion, this ratio is 

= EJI bs . H41] 

Thus the effective impedance across the output terminals of the 


M J. A. Chambers. L. F. Jones. G. W. Fyler, R. H. Williamson, E. A. Leach, and 
J. A. Hutcheson, “The WLW 500-kw Broadcast Transmitter," I.R.E. Proc., 22 (1934), 
1154. 
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modulating transformer isathis load. 

ratio of the transformer should be transmitters. 

The plate-modulated amplifier is ^ Fig can 

It has the advantage that the line ■ le methods, whereas 

be approached in practice y re complicated adjustments 

other methods of modulation require moof the 

m f “" ,lv amount of 




Modulated 

output 


Fig. 12. Basic circuit for grid-bias modulation. 

power at th. moduteion froqu.no, ia r.quirod and the 
of the equipment is sometimes greater than ia 

5. Additional methods for linear modulation of Class C 

AMPLIFIERS 

Modulation may be accomplished through connecting the ow- 
frequency modulating source in series with one of the g r 'd-voltage 
sources instead of in series with the plate-power supply as 11 done in 
the plate-modulated amplifier discussed in the previous article^ 1 
basic simplified circuit for this method of modulation is shown in Fig. 
12 In effect, the grid-bias voltage is varied by the low-frequency 
modulating source, and the amplitude of the high-frequency output is 
thereby varied. The method is therefore called gnd-bias modulation, 
although this name is sometimes shortened to grid modulation. Ihe 
distinction resulting from the use of the longer term should be made, 
however, because there are other methods of modulation that also 
involve the introduction of the modulating voltage into the grid 
circuit but operate on an essentially different principle. For example, 
the Van der Bijl modulator discussed in Art. 12 also employs a series 
connection of the low- and high-frequency sources in the grid circuit. 
However, the Van der Bijl modulator operates with Class A con¬ 
ditions over the nonlinear region of the tube characteristics, whereas 
grid-bias modulation involves Class C operating conditions. 

Grid-bias modulation has the advantage that only a small amount 
of low-frequency modulating power is required, but this is not to be 
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interpreted as meaning that the total over-all efficiency, which 
includes the effects of the losses at both the plate and the grid, is 
greater than that of plate modulation, because the average plate 
efficiency during the modulation cycle is much lower. The circuit 
adjustments for a linear modulation characteristic are more difficult 
with grid-bias modulation and they are sensitive to variations in the 
high-frequency exciting voltage, the plate-supply voltage, and the 
magnitude of the tuned load impedance. 

A modulated output wave is produced if a modulating voltage is 
introduced in series with the cathode of a Class C amplifier tube. This 
method is called cathode modulation . l4 Since the modulating voltage is 
effectively introduced into both the plate and the grid circuits, the 
characteristics of the method are a combination of those of grid-bias 
and of plate modulation. The values of the plate efficiency of the 
modulated amplifier and the amount of modulating power required are 
intermediate between the corresponding values for grid-bias and for 
plate modulation. 

Tetrodes and pentodes are often used in Class C amplifiers, because 
the addition of a screen grid makes it unnecessary to provide for 
neutralization of the tendency of the amplifier to oscillate, and hence 
simplifies the circuit. The introduction of additional grids also 
increases the possibilities for modulating the amplifier, and several 
methods are in use. 

Plate modulation of tetrode amplifiers is accompanied by distortion 
or harmonic generation unless the screen-grid voltage is also varied in 
accordance with the modulating voltage, because secondary emission 
causes pronounced dips and curvature in the modulation character¬ 
istics for a fixed screen-grid supply voltage. If the modulating voltage 
is introduced simultaneously into the screen-grid and plate circuits, 
characteristics having satisfactory linearity may be obtained. 15 

Grid-bias modulation of tetrode or pentode amplifiers is accom¬ 
plished in the same manner as for triodes. 

The suppressor grid of the pentode amplifier may be used as an addi¬ 
tional control grid for the purpose of modulation. 16 The modulating 

14 E. E. Spitzer, A. G. Neukut, and L. C. Waller, “Cathode Modulation,” RCA Ham 
Tips, 3 (January-February, 1940), 1; F. C. Jones and F. W. Edmonds, "Cathode Modu¬ 
lation,” QST, 23 (November, 1939). 23-25, 102; F. W. Edmonds, “More on Cathode 
Modulation," QST, 23 (December. 1939), 52-54, 57; F. C. Jones, “Cathode Modulation,” 
Radio, No. 242 (October, 1939), 14-18. 

“ H. A. Robinson, “An Experimental Study of the Tetrode as a Modulated Radio- 
Frequency Amplifier," I.R.E. Proc., 20 (1932), 131-160. 

14 C. J. de Lussanet de la Sabloniere. "The New Transmitting Pentode P.C. 1.5/100," 
Philips Transmitting News, 1 (December, 1934); C. B. Green, “Suppressor-Grid Modu¬ 
lation," Bell Lab. Rec., 17 (1938), 41-44. 
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teristic increases with the per cent modulation. Negative feedbackhas 
been effectively employed to overcome the effects of th,s n0 "‘'£ 
The modulated output of the amplifier is fed to a linear demodulator, 
which recovers the modulation-frequency components of the modu^ 

lated wave. These components are then fed back to the p 
modulating amplifier in such a manner as to decrease the output, and 
the over-all harmonic generation in the complete modulating system is 
thus decreased, as is explained in Art. 12, Ch. IX. 


6. Linear detection 

The process of detection or demodulation is used to recover the 
original frequency components in the modulating wave from the 
carrier and side-band components when the modulated wave arrives 
at the point in the transmission system where it is desired to reproduce 
the original modulating wave. The modulation frequencies which were 
translated to a higher part of the frequency spectrum by modulation 
are translated back to their original part of the spectrum by demodu¬ 
lation. The demodulation is generally accomplished by a process of 
rectification using some form of nonlinear circuit element. The 
common methods may be separated into two classes—so-called linear 

17 H. Cheirex, “High-Power Outphasing Modulation.” I.R.E. Proc., 23 (1935), 
1370-1392; W. H. Doherty, “A New High-Efficiency Power Amplifier for Modulated 
Waves.” I.R.E. Proc., 24 (1936), 1163-1182; F. E. Terman and J. R. Woodvard, “A 
High-Efficiency Grid-Modulated Amplifier,” I.R.E. Proc., 26 (1938), 929-945; R. B. 
Dome, "High-Efficiency Modulation System." I.R.E. Proc., 26 (1938), 963-9S2; L. F. 
Gaudemack, “A Phase-Opposition System of Amplitude Modulation,” I.R.E. Proc., 26 
(1938), 983-1008. 
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detection and square-law detection. These classes are distinguished by 
the fact that, in linear detection, the current through the detecting 
circuit element is zero part of the time and flows in pulses, but in the 
circuit element used in square-law detection the current is uni¬ 
directional and greater than zero at all times. When the current is 
continuous, it is convenient to analyze the behavior of the device by 
the use of a power-series representation of the tube characteristics, as 

is done in the subsequent articles of 
this chapter. The phenomena in 
linear detection, which are discussed 
in this article, do not lend them¬ 
selves to analysis by the power- 
series method, however, and the 



Fig. 13. Basic linear-detection method of analysis generally used 
circuit. is an extension of that used in the 

previous chapters on rectifiers. 

The essential principle of linear detection is that, in a diode rectifier 
circuit with a capacitance load such as is shown in Fig. 13, the direct 
voltage developed across the capacitor C, is equal to the crest value 18 
of the alternating voltage at the input terminals, as is explained in the 
discussion of rectifiers, Art. 9, Ch. VI. If, however, a modulated input 
voltage is used, the capacitor retains the charge acquired from the 
greatest amplitude of the input voltage during the modulation cycle, 
and its voltage remains fixed at that value, because no output current 


Diode 



( Output voltage 



Fig. 14. Detection in an idealized linear detector. 


is drawn from the capacitor and its voltage therefore cannot decrease. 
Consequently, in order that the output voltage be able to decrease 
with the amplitude of the input voltage, a load such as R L in Fig. 14a 
is necessary. The ideal desired in the operation of the circuit is that 
the capacitor should charge to the peak of the input wave during each 
carrier-frequency cycle, but that there should be sufficient current 

“ C. H. Sharp and E. D. Doyle. ‘ Crest Voltmeters,” A.I.E.E. Trans., 35 (1916), 
99-107; C. H. Sharp, United States Patent 1,209,766, December 26, 1916. 
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Fig. 15. Waveforms in the circuit of Fig. 14. The irregularities in the 
output waveform are greatly exaggerated, since ordinarily during a 
cycle of the envelope there would be many more cycles of the high 

frequency than are shown. 


capacitance coupling circuit, the essentials of detection are accom¬ 
plished by the diode used in this way. 

Actually, the previously mentioned objectives, that (a) the capaci¬ 
tor charge to the peak of the input wave during each cycle and (b) the 
resistance load drain the charge fast enough to enable the output 
voltage to decrease with the envelope, are incompatible. The circuit of 
Fig. 14a will be recognized as the same as that discussed in Art. 9, Ch. 
VI, where a capacitor is used for smoothing the rectified output 
voltage. The one additional consideration peculiar to the detector 
circuit is that the alternating input voltage varies in amplitude. The 
waveforms of the input voltage, output voltage, and tube current that 
result in the circuit of Fig. 14a are roughly those shown in Fig. 15. 
Near the top of each positive peak of input voltage, the tube passes a 
pulse of current that charges the capacitor to a value near the envelope 
of the input voltage, but the voltage drop in the tube during the 
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conduction period prevents the output voltage from actually reaching 
the peak value. When the input voltage drops below the capacitor 
voltage, the tube ceases to conduct, and the capacitor discharges slowly 
through the load resistance until the next positive peak of input 
voltage occurs and recharges it. The resulting waveform of the out¬ 
put voltage 19 is therefore somewhat “jagged.” The diagram of the 
waveforms in Fig. 15 exaggerates this effect, however, because the 
carrier frequency is ordinarily much greater than the modulation 
frequency, so that the pulses of current and voltage are very much 
closer together and the jaggedness is less pronounced. Essentially, the 
output voltage of the detector follows the envelope of the modulated 
input wave and has the waveform of the modulating voltage. 

If a small amplitude of the high-frequency variations in the output 
voltage is to be secured, R L C„ the time constant of the load circuit, 
must be large compared with the period of a carrier-frequency cycle. 
There is a maximum permissible value for this time constant, however, 
because it must not be so large that the output voltage cannot decay as 
rapidly as the envelope decreases. If the time constant were larger than 
this value, the output voltage would follow a curve such as the dotted 
one in Fig. 15, labeled R L C t too large , and would not be a reproduction 
of the envelope. The negative peaks of the modulating wave would be 
“clipped” ofF. The greater the frequency of the modulating wave, the 
greater the restriction on the time constant, since, for a particular 
percentage modulation, the maximum rate of decrease of the envelope 
is proportional to the highest modulating frequency. 

The maximum permissible value for the time constant may be 
determined approximately as follows. 20 Under the most unfavorable 
conditions, the envelope waveform may be represented by 

e = E(\ + m cos (oj), [42] 

where w m is the largest angular modulating frequency the detector is 
designed to handle. At any particular time t 0 , the slope of the envelope 
is 

= —mEoj m sin c o m t 0 , [43] 

and the particular value of the envelope at that time is 

e 0 = E(l + m cos a> m f 0 ). [44] 

*• A more nearly complete analysis is given by W. B. Lewis, “The Detector,” Wireless 
Ergr., 9 (1932), 487-499. 

10 F. E. Terman and N. R. Morgan, “Some Properties of Grid-leak Power Detection,” 
I.R.E. Proc., 18 (1930), 2160-2175. 
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and its initial rate of change is 

de, _«o_ [46] 

d(t - < 0 ) ' 

If the capacitor voltage is to remain smaller than the envelope 
voltage after the time then at the time i, the dope of t e curv 

capacitor voltage, given by Eq. 46, must be smaller than (a nega ^ 
number of greater magnitude than) the slope of th P 

modulated wave, given by Eq. 43. Thus 


_fo_ 

R,C, 


—mE(o„ sin u>J 


m l 0 > 


or 


[47] 


[48] 


-4r ^ mEco m sin co„f 0 - 

R iy. 

Substitution of Eq. 44 for e 0 and rearrangement of the expression give 

m sin (v m t 0 1 


1 r m sin (dJq 1 

R^C, ~ ll + m cos ' 


, . + m cos tuj 0 . 

Hence, in order that the initial rate of decay of the capacitor voltage 
be greater than the rate of decay of the envelope voltage at a.ny time 
of equality of the voltages t 0 , the time constant of the load circuit 
R l C, must satisfy the relation 

R l C, ^ ---- • t 5 °] 


m sin (o m t 0 
( ° m Ll 4- rn cos oj m t 0 


-f- m cos 

Since this relation involves the assumption of equality of the capacitor 
and envelope voltages at the time t 0 , the bracketed term in the denomi¬ 
nator of the right-hand member of Eq. 50 is a function of t 0 . By the 
usual process of maximization, the value of t 0 for which the bracketed 
term is a maximum and the required time constant hence is a minimum 
is found to be that for which 


cos co m t 0 = —m, 


or 


sin (o m t 0 = V1 — 


m 


Substitution of Eqs. 51 and 52 in Eq. 50 gives 


— co„ m 


[51] 

[52] 

►[53] 
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A time constant that satisfies this relation insures that the capacitor 
voltage will have a greater rate of decay than the envelope voltage at 
the time of equality of the voltages * 0 , regardless of the point in the 
cycle at which this time occurs. Since the charging pulses of current 
supplied through the detector tube repeatedly restore the capacitor 
voltage to practical equality with the envelope voltage during the 
modulation cycle, the time of equality t 0 takes on essentially all values 
of time during the cycle. Hence Eq. 53 must be satisfied if the output 
voltage is to follow the waveform of the envelope. According to this 
equation, as the modulation approaches 100 per cent the required 
time constant approaches zero. In other words, the capacitance 
should be zero if the modulation is to be 100 per cent. Under these con¬ 
ditions, the output voltage would contain the carrier as well as the 
modulating frequency, and the output would not follow the envelope 
of the input voltage. Actually, additional factors, such as the imped¬ 
ance of the source supplying the modulated voltage, enter into the 
behavior of the detector, 21 and it has been shown 22 experimentally 
that the amount of harmonic generation, or distortion, in the detector 
is not excessive for reproduction of sound if 

*iC. < 1 l(<o m tn). ►[54] 

Equation 53 or 54 governs the value of the product of R, and C, to 
be used in the circuit, but their individual values are subject to 
additional design considerations. For the current through the tube 
and the voltage drop in it to be small, R L should be largo compared 
with the effective resistance of the tube. On the other hand, the 
capacitance C, should be large compared with the capacitance of the 
diode, in order that the displacement current through the two capaci¬ 
tances in series may not develop an appreciable voltage component of 
the carrier frequency in the output. Generally a compromise adjust¬ 
ment is made corresponding to a value of the load resistance given by 
Eq. 53 or 54 and a value of C, five to ten times the plate-to-cathode 
capacitance of the diode. 

In addition to the desired component of waveform corresponding 
to that of the original modulating voltage, the output of the circuit in 
Fig. 14a also contains a steady component that corresponds to the 
amplitude of the carrier voltage. If the detector is to supply the input 
voltage for a succeeding stage of amplification, elimination of this 
steady component is often desirable, and a blocking capacitor with 

tl S. Bennon, “Note on Largo Signal-Diode Detection,” I.R.E. Proc., 25 (1937), 
1505-1573. 

” F. E. Torman and J. R. Nelson, “Discussion of ‘Some Notes on Grid-Circuit and 
Diode Rectification,’ ” I.R.E. Proc., 20 (1932), 1971-1974. 
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Fig. 16. Diode-detector circuit with a 


--- m 

across the direct-voltage supply 
order to prevent varia- 


component in the output. 


tions in the voltage at the tube caused by the pulses of current 
flowing through the slide-wire rheostat used to adjust the voltage. It 
the alternating-current supply voltage is held constant at various 
values as a parameter, and the rectified current is measured as a 
function of the direct voltage, curves similar to those of Fig. 18 result. 
The negative sign for the direct voltage along the axis of abscissas is a 
result of the choice made in the assigning of the positive reference 



Fig. 17. Circuit for measurement of the rectification characteristics of 
a diode. The capacitance C, is assumed to be large enough to reduce the 
ripple voltage across it to a negligible value. 

direction for voltage in Fig. 17. These curves are characteristics of the 
tube alone, it being assumed that a capacitor C s sufficiently large to 
reduce the carrier-frequency component in the output voltage to a 
negligible value is included in the circuit. Each curve is a direct- 
current volt-ampere characteristic of the tube for a fixed value of the 
parameter (the alternating input voltage), and the curves are similar 
in that sense to the plate characteristics of a triode. When a resistance 


83 C. E. Kilgour and J. M. Glessner, “Diode-Detection Analysis,” I.R.E. Proc., 21 
(1933), 930-943. 



722 


MODULATION , DEMODULATION , DETECTION [Ch. XII 


load is connected in the plate circuit of the tube, a solution for the 
direct current and corresponding output voltage may be obtained by 
the same graphical procedure as is outlined for the triode in Art. 2, Ch. 
VIII. The straight-line volt-ampere characteristic of the load is super- 
6H6 posed on the rectification 

characteristics, and the direct 
current and direct voltage 
developed in the load are 
given by the intersection of a 
particular rectification char¬ 
acteristic and the load line. 
Since there is no direct-volt¬ 
age supply in series with the 
tube, the load line passes 
through the origin for the 
circuits of Figs. 14a and 16. 
Several load lines for differ¬ 
ent values of load resistance 
Rl are drawn in Fig. 18. 

To illustrate operation 
with the circuit of Fig. 14a, 
assume that the load resist¬ 
ance is 100,000 ohms, and 
the carrier voltage of the 
modulated input wave is 15 
volts. Figure 18 shows that 
at the quiescent point Q , 
which corresponds to zero 
modulation, the steady com¬ 
ponent of the output current 
is then 178 microamperes 
and the steady component 
of the output voltage is 
Fig. 18. Rectification characteristics of a 17.8 volts. If the modu- 
typical diode-detector tube.* lation is 100 per cent, the 

input voltage varies between 
the limits of 0 and 30 volts, and the corresponding intersections 
on the 100,000-ohm load line show that the output voltage then 
varies between 0 and —36.0 volts. 

The fact that the rectification characteristics in Fig. 18 are somewhat 


6H6 

Average Characteristics 
Half-wave rectification-Single diode 



• This diagram is adapted from RCA Receiving Tube Manual, Technical Series 
RC-16 (Harrison, N. J.; RCA Manufacturing Company, Inc., 1950), Fig. 92CM-4446T, 
p. 140, with permission. 
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and a study of the curves shows that, along any one load lme t 
direct-current output is directly proportional ..to d* “ t0 ‘J? 
parameter (amplitude or root-mean-square value of the input volts g ). 
Thus the harmonic generation is generally neghg.ble For example for 
strictly linear detection, the direct output voltage at the peak oft 
modulation cycle would be -17.8 X 2, or -35.6 volts, instead of the 
measured -36.0 volts, a negligible difference. In practice, linear 
detectors are made that introduce much less than one per cent oi 


harmonic generation. 

When the detector is resistance-capacitance coupled to the succeed¬ 
ing amplifier stage, as is done in Fig. 16, the path of the operating 
point does not follow the load line through the origin, because the 
impedance of the combined load to the steady component of current 
corresponding to the carrier input is different from its impedance to the 
modulation-frequency component of current. The conditions are 
analogous to those described for the resistance-capacitance-coupled 
amplifier (see Fig. 12, Ch. IX). Aline drawn through the origin with a 
slope corresponding to R L intersects the curve corresponding to the 
carrier voltage at the point giving the output current and voltage for 
an unmodulated input. For a modulated input, operation takes place 
along a line through Q with a slope corresponding to R l RJ{Rl + R 0 )> 
where R g is the resistance coupled to the diode through the capaci¬ 
tance C e . The reactance of C e at the modulation frequency is assumed 
to be negligible compared with R g . If, for example, R L and R g in the 
circuit of Fig. 16 are 100,000 ohms each, and the effective value of the 
carrier voltage is 15 volts, the operating point for the unmodulated 
input is the same as in the example above. For a modulated input, 
however, the operation takes place about Q along a line through Q with 
a slope corresponding to 50,000 ohms. 

The figure shows that, as a result of this new operating path, the out¬ 
put current decreases to zero not when the envelope of the modulated 
wave decreases to zero but when it decreases to an effective value of 


about 6.0 volts (approximately midway between the curves for 8 and 


* 4 F. M. Colebrook, “The Theory of the Straight-Line Rectifier," Exp. Wireless and 
Wireless Eng., 7 (1930), 595-603; C. E. Kilgour and J. M. Glessner, “Diode-Detection 
Analysis," I.R.E. Proc., 21 (1933), 936. 



MODULATION, DEMODULATION, DETECTION [Ch. XII 


724 

5 volts). The maximum percentage modulation that the detector can 
accommodate without exceeding the limits of linear operation is 
therefore 

15 - 6.0 

-—- 100 = 60.0 per cent. [55] 

1 o 

For higher degrees of modulation, the envelope decreases below 6.0 
volts, the peaks are clipped, and appreciable harmonic generation 
takes place; hence the output wave contains harmonics of the original 
modulation frequency. To minimize this undesirable effect, the grid 
resistor R 9 should be made large compared with R L . However, the 
grid-current requirements of the amplifier tube that follows the 
detector generally place a practical upper limit on the value of R g . 

As previously stated, a basic assumption underlying the foregoing 
analysis is that the capacitance C t is large enough to suppress the 
carrier-frequency components in the output of the detector, but small 
enough to allow the output to follow the envelope of the modulated 
wave. A second assumption, previously stated, is that the reactance of 
the coupling capacitance C c is small compared with the resistance R r 
When these assumptions are not fulfilled, the graphical analysis based 
on the straight load lines through the point Q is not applicable. If the 
capacitance C e is not large, the analysis must be extended to take into 
account the resulting elliptical operating paths. 25 The shift of the 
operating point caused by harmonic generation and discussed in Art. 
18, Ch. VIII, is a further consideration. 

This analysis should be recognized as approximate; it does not 
include many aspects of diode detection. One additional consideration 
is that the combination of the diode detector and load absorbs power 
from the circuit supplying the modulated input voltage. As a result, 
the diode circuit can be represented as having a particular input 
impedance that loads the input circuit and may affect its characteristics 
—for instance, its selectivity when the input circuit is tuned. Another 
result of the absorption of power by the detector and load is that the 
effective internal impedance of the source of modulated voltage has 
an appreciable effect on the harmonic generation taking place in the 
detector circuit. 26 A precise analysis of the diode detector circuit must 
include the effect of the initial velocities of emission of the electrons 
from the cathode. They can be represented as establishing an effective 
direct bias voltage in the plate circuit of the diode. 26 One complete 


M W. P. N. Court, “Diode Operating Conditions," Wireltss Engr., 16 (1939), 548-555. 
*• H. A. Wheeler, “Design Formulas for Diode Detectors," I.R.E. Proc., 26 (1938), 
745-780. 
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analysis includes the representation of the curved lower part of the 
tube characteristic by an equation of exponential for ^ it 

The linear diode detector .s w.de y less har . 

m“L he gentatTon 8 parcu 0 larly for large Pe-entages of modujation^ Its 
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delivers a’larger output voltage for a given input voltage than do some 
other types of detectors. 


7. Power-series representation of nonlinear functions 

At this point in the discussion of modulation aod demodulation a 
digression is made to develop and illustrate some of the methods of 
representation of the characteristics of vacuum tubes by analytical 
expressions in the form of infinite series. These methods are applicable 
to the analysis of the behavior of nonlinear elements in general, they 
are by no means restricted to vacuum-tube applications. In fact, semi¬ 
conductor rectifier elements are widely used as modulators. 

In a power-series form, the t t (e>) functional relation for a nonlinear 

element such as a diode becomes 

[56] 


0 + °l e b + a 2 e b 2 + fl 3*6 3 + 


Such a power-series representation has limited utility, first, because of 
the relatively large number of terms often required for representing 
accurately a given function; and, second, because of the often un¬ 
wieldy manipulations that the use of the power series involves. In 
certain applications, nevertheless, such representation is very helpful. 

Reference is made in Art. 13, Ch. VIII, to the fact that the dynamic 
characteristic of a triode with a resistance load can be represented by 
a power series, and the relation between the generated harmonics and 
the presence of terms in the series is pointed out. In this article, a 
method is presented for finding the power series representing a given 
function, such as i b {e b ), defined by a set of numerical experimental 
data. The procedure involves, first, the evaluation by arithmetical and 
graphical means of the derivatives of this numerically defined function; 
and, second, the calculation of the coefficients a 0 , a v a 2 , • • • from the 
values of these derivatives. 

The relation between the coefficients and the derivatives may be 


« C. B. Aiken, “Theory of the Diode Voltmeter,” I.R.E. Proc., 26 (1938), 859-876. 

M R. S. Caruthers, “Copper-Oxide Modulators in Carrier Telephone Systems,” E.E., 
58 (1939), 253-260. 
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determined by successive differentiation of Eq. 56, which yields the 
following expressions: 

di b 

— = a, + 2 a 2 e b + 3+ 4a 4 e 6 3 + • • • , [57] 

§ = 2a 2 + 6a 3 e 6 + 12a 4 e 6 2 + • • • , [58] 

d\ 

= 6a 3 + 24a 4 e 6 + • • • . [59] 

Suppose that, in a given example, the numerical differentiation when 
performed as indicated below shows that the third and higher deriva¬ 
tives are either negligible or so poorly defined as to be useless. It can 
then be reasonably concluded, from Eq. 59 and expressions for the 
higher derivatives, that a 3 , a 4 , and higher-order coefficients are sub¬ 
stantially zero or that the terms containing them will have no signifi¬ 
cance. The term a 2 e b 2 in Eq. 56 is therefore the last one that is useful in 
that example; or, if the third derivative is well defined and constant, 
the fourth and higher derivatives are zero, and the a 3 e 5 3 term can close 
the series. Under these conditions, a 4 , a 6 , and higher-order coefficients 
are zero; and by substitution of known values of the first three 
derivatives and of e b for any convenient point on the curve into Eqs. 
57 to 59, the coefficients a 3 , a 2 , and a x can be computed in turn. The 
first step in the process, then, is the method of computation of the 
derivatives of a numerically defined function, which is a modification 
of the method of finite differences. 

This method can be understood from a numerical example for 
which the data in the first two columns of Table I describe the charac¬ 
teristics of a particular diode or other nonlinear device. The general 
procedure is to take differences At 6 between successive values of t* for 
equally spaced values of e b . These so-called first-order differences A^ 
are then plotted as a function of the average e b in the interval, and a 
smooth curve is drawn, from which the column of “smoothed” Aji^’s 
is obtained. Second-order differences A(Ai 6 ), or alternatively A 2 i b , of 
the smoothed Ajt^’s are obtained by subtraction and plotted. From a 
smooth curve determined by these points, smoothed values are again 
read and tabulated for uniformly spaced increments of e b . Third-order 
differences A(A s t») or A 3 i b are computed, and the process is repeated 
until the differences either become substantially constant or so erratic 
as to be meaningless. 

The results of the application of the above processes to the tube 
data are shown in Table I. The smoothed curves are shown in Fig. 19. 
The third-order differences are so near to being constant, as indicated 
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by a linearly varying second-order difference, that the fourth and 
higher derivatives may be assumed to be negligible. 

Smoothed 

A,i h in (ampx 10' 4 ) 


| 2.0 



°0 10 20 30 40 50 60 70 80 90 100 110 120 130 

in volts 

Fig. 19. Determination of the smoothed differences. 

TABLE I 


Smoothed 



7.80 

10.20 

12.90 

15.68 

18.50 

21.60 


0.9 

0.9 





0.35 

0.37 

1.25 

1.25 





0.35 

0.336 

1.60 

1.60 





0.30 

0.302 

1.90 

1.90 





0.255 

0.268 

2.15 

2.155 





0.225 

0.234 

2.40 

2.38 





0.21 

0.200 

2.70 

2.59 





0.19 

0.166 

2.78 

2.78 





0.14 

0.132 

2.82 

2.92 





0.12 

0.098 

3.10 

3.04 




-0.034 

-0.034 

-0.034 

-0.034 

-0.034 

-0.034 

-0.034 

-0.034 
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The smoothing of the differences can be justified by the following 
consideration. Suppose that in the example all the t 6 ’s were precisely 
on a third-degree curve except one, which was too large by an amount 
6. If differences are taken numerically without smoothing, this one 
small error spreads in size and extent, as shown by the tabulation 
below, from which all entries are omitted except the errors. A single 
irregularity d in the original values of i b can thus give the appearance 
of erratic behavior to the differences of an otherwise perfect third- 
degree function. Smoothing the differences largely reduces the effects 
of small chance errors that are present to some degree in all experi¬ 
mental data, and hence makes the true nature of the function more 
apparent. 



A test of the accuracy of this process of taking differences is the 
accuracy with which a power series determined by this process agrees 
with the original data. To obtain the coefficients of the power series, it 
is necessary to have the derivatives at some value of voltage e b . These 
are obtained approximately as follows: 


di> 

de t 

-£• 


[60] 

d\ 

*(£) 

a* 

[61] 

W 

~ A*. 

(Ae,)» ’ 

d\ 

A [ ^ ' 
L(Ae,)’. 

a 3 h 

[62] 

de> 

^ »- 

(A*,)* ‘ 
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In the example used here, A*. is 10 volts throughout. The coefficient a 3 
is computed from Eq. 59 and Table I as 

1 d\ 1 _ —0.0340 [63] 

“ 3 “ 6 de> ~ 6 (Ac,) 3 6 X 10 ! 

= —0.567 x 10 _i milliampere per volt cubed. [64] 

The values of the other coefficients depend slightly on the value of e,.at 
which they are evaluated. By trial, approximately the best agreement 
between the power series and the original »»(«*) data is found 
obtained when the coefficients are evaluated at the point where e 6 is 3 
volts. At this point, the coefficients are computed as follows from itqs. 
56 through 59 and the curves of Fig. 19: 

1 ra302 _ 0 567 10 -s)3ol t 66 l 

2 L 10 2 J 

= 0.00202 milliampere per volt squared. [ 67 ] 

[ 68 ] 


— 2o 2 e 6 — 3a 3 e, 3 as — 2o 2 e 6 — 3c^e* 2 
de b &e b 

1.76 


= Ill: - 2(0.00202)30 - 3(-0.567 X 10-*)30 2 


= 0.0701 milliampere per volt. 

a„ = i„ - o,e. - a 2 e 6 3 - a 3 e 6 3 l 7 1] 

*, 3.75-(0.0701 X 30)—(0.00202 X 30*) + (0.567 X 10“ 5 X 30 3 ) [72] 
= —0.018 milliampere. t 73 l 

With the coefficients evaluated, the power series becomes 

i b = -0.018 + 0.07016, + 0.00202e, 2 - 0.567 X lO'V, [74] 

where i b is in milliamperes and e b is in volts. 

The following tabulation gives the current i b as determined from the 
series, together with the error of the series: 




i b from 


series — \ 





70 

80 

12.94 

15.62 

0.04 

-0.06 
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Evaluation of the coefficients at other values of e„ gives slightly greater 
errors, but the maximum deviations are about 0.2 milliampere, and 
the average is much smaller. Thus it is shown that these particular 
data, which were not in any way selected to suit the purpose of illus¬ 
tration, can be represented within the usual experimental error of their 
measurement by a power series ending with the cube term. Such a 
good agreement or “fit” cannot generally be obtained with so few 
terms. 

As may be concluded from the foregoing illustration, the evaluation 
of the coefficients of a power series is usually a tedious process, and it 
is seldom carried through in practice. Nevertheless the concepts 
involved in the power-series treatment of many circuits comprising 
nonlinear elements are of the utmost importance for an understanding 
of the behavior of the circuits. For example, it may often be more 
important to know that the even-order harmonics can be balanced out 
in a push-pull amplifier, or that the amplitude of the second harmonic 
increases with the square of the input voltage, than to know, for 
instance, that the amplitude of a particular harmonic for 10 volts 
applied is 60 microamperes. 

8. Taylor-series representation of nonlinear functions 

In this article, the method of representation of the volt-ampere 
characteristic of a device by means of a Taylor series is developed. The 
Taylor series is a type of power series and is useful when operation is of 
interest in the neighborhood of some point on the curve at which no 
discontinuity of slope exists. 29 It is not a practicable mathe¬ 
matical tool when in a diode the excursion of the operating point 
extends on both sides of the origin, as in the operation of the linear 
detector discussed in Art. 6. The utility of the Taylor series is 
contingent upon the characteristic’s being of such simple form, 
over the range actually used, that relatively few terms of the series 
are required. 

As a starting point, the fairly simple problem of the operation of the 
circuit of Fig. 20 may be analyzed. In this circuit, a direct-voltage 
supply E hb provides a bias voltage in the plate circuit of a diode or 
other nonlinear device, and a varying voltage e p connected in series 
with the device causes a varying component of current t p . The object of 
the analysis is to determine a power-series relation between the vary¬ 
ing or incremental components of the plate current and plate voltage. 
The total plate voltage e b applied to the tube may be considered to 

*• F. S. Woods and F. H. Bailey, Elementary Calculus (revised ed.; Boston: Ginn and 
Company, 1928), 205-207. 
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- - ”“rr:i-,Lr,tri y 


amount e 


p> 



Fig. 20. Diode circuit with direct- 
current and incremental sources in 
series. 


-»»-/**** 



Fig. 21. Diode in series with a 
resistance load and direct-current 
and incremental sources. 


increment in plate current. The operating point on the nonlinear 
characteristic curve is (E h , /„). and the Taylor-series expansion about 
this point is 


H — h + *p 

-/ 4- — 
" + *. 


in which, for example, 


1 d\ 


e!' + 2! 

p 2 J __ 

3! dt* 


d\ 

de„* 


«,*+•••. [75] 

I 

means that the second derivative of the 


Is. 


functional relation i b (e b ) is to be evaluated at the point where e b equals 
E b . By subtraction of I b from both sides, Eq. 75 can be condensed to 


i v = b x e v + b 2 e, 2 + 6 3 e p 3 + • • • , 


[76] 


where 


h _ di b 
1 de b 




l_d\ 

2! de 6 2 


[77] 


The coefficients (6’s) can be evaluated approximately from smoothed 
finite differences taken in the vicinity of E b > or, as in the example 
involving an illustrative vacuum-tube characteristic curve in Art. 7, 
they can be obtained from the power series, Eq. 74, that represents the 
entire characteristic. For example, at E b equal to 50 volts, the co¬ 
efficients are given by substitution of Eqs. 64, 67, and 70 in Eqs. 57, 
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58, and 59 as follows: 





[0.0701 +(2 x 0.00202 x 50)-(3 x 5.67 x 10~ 6 X 50 2 )] X 10" 3 
2.3 X 10 -4 ampere per volt, 

±d\\ 

2! de* L 


[78] 

[79] 


= i[2 X 0.00202 — 3 X 2 x 5.67 x 10~« X 50] X 10" 3 
= 1.17 x 10~ 6 ampere per volt squared, 

63 = 3 ! 5^7 Lv = * [ ” 3 X 2 X 5 67 X 10 " 6] X l °" 3 


[80] 

[81] 

[82] 


= —0.567 x 10 -8 ampere per volt cubed. [83] 

The coefficient is a quantity for the diode analogous to that 
defined as l/r p in Art. 6, Ch. IV, for the triode. Thus the coefficients 
may be replaced by their equivalents in terms of the dynamic resis¬ 
tance r p of the diode, which are 


*>. 

K 

K = - 


= i K 


1 d\ 

1 «*(l/r,)| 

~ 2! de* 

«. 21 1 

1 d\ 

1 d*(llr p ) 

3! de*' 

e. 3! de* 


J_ d zl\ 

2 ^. 2 

—N 2 

3!r, 3 LdeJjjJ 


[84] 


[85] 


1 d*r v 
3 \r* de* 




[87] 


so that the power series becomes 


dr. 




2 r 2 de t 


+ 


r_ 

3!r p 3 Ue b E J 


d 2 r. 


3 !r p 2 de 2 


+ 


[ 88 ] 




Thus far, the power series represents the behavior of the nonlinear 
device alone, which is of no utility until some type of load is connected 
in series with it. Accordingly, the analysis may be continued by a con¬ 
sideration of the circuit of Fig. 21, which includes a resistance load. 
Here the incremental voltage source is denoted by e, in order that it 
may be distinguished from the incremental tube voltage drop e p , and 
similarly the direct supply voltage E bb is distinguished from the corres¬ 
ponding component of voltage across the tube. E b . When e s is zero, the 
current has a value I b , the voltage e b has a value E bi and Kirchhoff s 
law gives the relation 

E b = E bb - I b R L . [89] 
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When the voltage e, is not zero, the voltage c. is changed to e, + 

" h d .h. cZJ » i, + Kirchhoff’s l.w the. g.v« 

e b = (E bb + e t ) — i b RL » 

OT e„ + = (E bb + e,) - (i„ + • [91 1 

Subtraction of Eq. 89 from Eq. 91 gives 

e, = e, - x,R l , [92] 

a relation between the incremental quantities alone. In order ' to 
ascertain the current through the circuit in terms of the mcrementa. 
input voltage e„ Eqs. 76 and 92 may be combined to eliminate e,, 

gi v ing 

i. = Me. - w + b t (e. - »,*J* + M«. - W +■■■■ [ 93] 

This equation could be solved to give an explicit expression for i„ in 
terms of e„ but only at the expense of considerable effort An alter¬ 
native and useful method of obtaining the result is the method ot suc¬ 
cessive approximations In this method it is assumed—and this is an 
important restriction—that the b 2 term and all succeeding terms, 
while not negligible, are relatively small, so that to a first approxi¬ 
mation the current i„ is given by a solution using the first term only. 
If this so-called first-order approximation is denoted by 

[94] 


*1» = M«. — *1 V R l) 


or 


*i, = 6 i 


(First-order 

approximation) 


►[95] 


1 + Ml 

The object of the next step is to determine a second approximation 
function i 2p which is nearer the correct solution than the first. To 
determine this “second-order approximation;’ it may be recognized 
that, since the b 2 term is small, the substitution in it of an approxi¬ 
mately correct i p , such as the first approximation, makes the resulting 
two-term equation 

*'p = “ Ml) + M e « 


R r ) 2 


»lp "l*" t 96 l 

a source of a much better approximation for i p . Thus this second-order 
approximation is given- by 


- *■<«■ - (*■ - *■ nHbrJ 

=*■<«• - w + »■ (f+bl)’ ; 


[97] 


[98] 


80 J. R. Carson, “A Theoretical Study of the Three-Element Vacuum Tube,” I.R.E. 
Proc., 7 (1919), 187-200. 
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whence, 


l 2p — 


b iC. 


+ 


6 2 e/ 


1 -f- b 1 R L (1 b 1 R L ) 3 


(Second-order 

approximation) 


►[99] 


Further approximations can be obtained through a continuation of the 
same process. Thus, if terms in Eq. 93 up to the cube are considered, 
substitution of the first approximation Eq. 95 into the cube term, and 
of the second-order approximation into the square term, followed by 
solution of the resulting equation for i p , yields the third-order approxi¬ 
mation, and so on for higher-order approximations. For most purposes 
where the power-series representation proves useful, the second-order 
approximation is sufficient. When it is not sufficient, the continuation 
of this method becomes so cumbersome that the method loses its utility 
altogether and is usually displaced by the method described in Art. 7 
or by a similar one. 

If Eq. 99 is sufficient, the subscript 2 in t 2p can be dropped and the 
equation further abbreviated through defining the coefficients 


*i 


1+Ml 


a, = 


b 2 


(1 + Ml) 3 


[ 100 ] 


so that Eq. 99 becomes 

*» = Q l e . + • [101] 

Equation 101 is a general relation between the incremental current 
and the incremental applied voltage (which may be functions of time) 
in the circuit of Fig. 21. It is based on two assumptions: first, that two 
terms of a Taylor series are sufficient to describe the nonlinear charac¬ 
teristic for increments; and. second, that the size of the terms of Eq. 93 
are such that the method of successive approximations used to obtain 
Eq. 97 is justified. 

When the load is not a pure resistance but is an impedance that 
varies with the frequency, the Taylor series can also be developed by 
the method of successive approximations. However, the form of the 
series is greatly complicated by the presence of the variable imped¬ 
ance. 31 Note that it is not correct merely to substitute the function 
Z(o>) for R l in the foregoing method. 


9. Taylor-series representation of triode 

CHARACTERISTICS 

The Taylor series of Eq. 99 for the diode can be extended to apply to 
the triode as well, by recognition of the fact that, to the extent that p 

** J. R. Carson, “A Theoretical Study of the Three-Element Vacuum Tube,” I.R.E. 
Proc., 7 (1919), 187-200. 
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Art. 9] 

i. . «- ta*— ■^‘" d the 

electrode voltage is 

*» =/( e e + =/( e „)> ^ 

where e 0 is called the control voltage (see Art. 3, Ch. X. and Art. 3, 
Ch. XI). In the triode, the relations 

: —7 4 -» 

t b — -r l P » 

e e = E e + e,, W 

e. = + *, t 105] 

anolv where the capital letters denote steady components corre¬ 
sponding to the quiescent conditions for e. equal to zero, and the 
PS s, ... and e„ are the incremental variatmns from these 

‘‘"Tgenerl^fom for the Taylor-series expansion of J(x) about the 
point x equals (*_« W 

/(*> =/<“) + (* “ a) diL_„ + ~~2T~ dx* 


+ 


1-0 


[106] 


In the notation used here, 

/(*) = h > 

[107] 

II 

O’ 

[108] 

a = E e + = Eq t 

[109] 

E b ■+■ 

x — e 0 — E e + ^ » 

[110] 

e 

x — a = e g H—. 

[111] 


Thus the Taylor series becomes 

h = 1 b +*p 


= A + («t + ") 3“ I 


+ 




2 ! 


de* 


+ 


[ 112 ] 


where the subscript E 0 denotes that the derivative is to be evaluated 
at the quiescent operating point. Since in general either the grid 

31 R. G. Hudson, The Engineer's Manual (2nd ed.; New York: John Wiley & Sons. Inc., 
1939), 34. 
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voltage or the plate voltage may be an independent variable, it is con¬ 
venient to convert the derivatives in Eq. 112 to their equivalents in 
terms of one or the other of these variables. It can be shown 33 that 


and 


_ di b _ di b de 0 _ di b 
gm de e de 0 de e de 0 

a ' — _ d 2 i b _ d 2 i b (deA* di^d*^ = d\ 

9m ~ de c ~ de e * de 0 *\de e ) + de 0 de* de 0 2 * 


[113] 


[114] 


Thus, after subtraction of I b from both sides, and substitution of Eqs. 
113 and 114, the Taylor series for the triode, Eq. 112, becomes 



+ 2| S- 



+ J< 9 




[115] 


where the third-order term has been included for completeness, and 
g m and its derivatives are to be evaluated at the quiescent operating 
point. This power series involves the assumption, implicit in Eq. 102, 
that n is a constant. When /x is not constant, a more general Taylor 
series of two variables applies. 34 

When a load impedance is included in the plate circuit, and the only 
source of incremental voltage is in the grid circuit, the incremental 
plate voltage e p becomes equal to the voltage across the load (with a 
negative sign in accordance with the assigned reference directions for 
the voltages and currents introduced for triodes in Ch. VIII). The 
solution for the current i p in terms of e„ can then be made by a 
successive-approximation method similar to that used to derive Lq. 
99 in Art. 8. The first two terms of the series when the load is a 
resistance are 


* P “ <1 " r 2!* m / g mn \ 3 ’ 

i+7*‘ ( 1+ 7N 

which may be written 




+ S0- 


i P =Q, 


+ 


! + —' 2|V " (l + —')* 

r, \ r , > 


[116] 


►[117] 


M F. S. Woods, Advanced Calculus (new ed.; Boston: Ginn and Company, 1934), 71. 
h f. B. Llewellyn, "Operation of Thermionic-Vacuum-Tube Circuits," B.S.T.J., 5 
(1926), 433-462. 
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Art. 9] 

w . load impedance is a function of frequency, the successive- 

ThA firterm of Eq. 117 is a different form of Eq. 2 b, on. vm, 
a pure resistance load and linear operation. When g m is a consi an e 

second term in Eq. 117 is zero. Thus the Taylor-ser.es 
of the tube behavior includes linear operat.on as the firs* .term an 
agrees with the relations derived in Ch. VIII for the operation of the 
tube over the linear range of the characteristic curves in which is 
constant. The second-order and higher-order terms account lor the 
nonlinearity in a tube. For example, Eq. 117 is an expression for the 
dynamic transfer characteristic discussed in Art. 13, Ch. V1U, ana 
is shown there that the second-harmonic generation in the tube is a 
direct result of the square term in the power series (see Eq. 114, un. 
VIII). Also, a rectified component is created in the plate current t e 
alternating-current input is partially converted into a direct current. 
These effects also occur in the two-element device discussed in the 
previous article, since the power series has the same form for both. 
The magnitude of the rectified component is proportional to the 
coefficient in the second-order term and therefore proportional to the 
second derivative, or rate of change of slope at the quiescent point on 
the dynamic transfer characteristic of the triode, or diode, and load. A 
change of slope in the operating range is sufficient and necessary to 
cause rectification and harmonic generation. 

The dependence of the harmonic generation on the coefficients of the 
power series leads to one convenient method used in practice for the 
evaluation of the coefficients. A pure sinusoidal voltage is impressed 
on the nonlinear device, and the amplitude and frequency of the har¬ 
monics generated are measured. 35 The coefficients are then found from 
these experimental results by a process that is essentially the reverse of 
that given in Art. 13, Ch. VIII. If the input amplitude is varied, the 
approximation involved in neglecting high-order terms can be investi¬ 
gated. A knowledge of the coefficients obtained by this experimental 
approach is of value in an interpretation of the more complicated modu¬ 
lation processes in which two or more input voltages are superposed. 

Subsequent articles show that modulation and demodulation can be 
accomplished by a nonlinear device whose power-series representa¬ 
tion contains a second-order term. Thus, while the second-order term 
is a source of unwanted harmonic generation in an amplifier, it is of 
great practical utility for the purpose of modulation. 

55 L. B. Arguimbau, “The New Wave Analyzer—Some of Its Features." Gen. Rad. Exp., 
13 (December, 1938), 1-5; L. B. Arguimbau, “Wave Analysis,” Gen. Rad. Exp., 8 
(June-July, 1933), 12-14. 
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The limitations of the power-series representation are worthy of 
further emphasis. In the first place, it is useful only over that part of a 
curve where there are no discontinuities in the function or its deriva¬ 
tives—the curve must be smooth without sudden changes in slope. 
Actually, if the function has discontinuities only in the first or higher 
derivatives (not in the function itself), it is frequently possible to 
obtain a sufficiently good approximation to the function by means of a 
power series. However, this limitation often makes the use of the 
Taylor series less desirable than alternative methods, and ineffective 
for the purpose of representing the behavior of a circuit in which the 
voltage across the device reverses in direction and in which the device 
is a rectifier that passes current in one direction but not in the other. 



Fig. 22. Modulation by means of a square-law diode. 


The usefulness of the power series is much greater for operation over a 
range of currents in the conducting direction in a rectifier. The same 
restrictions apply to the operation of triodes; the power (or Taylor) 
series is therefore not applicable for the analysis of Class B and Class C 
amplifiers. In the second place, the power series obtained by successive 
approximations from a Taylor series and containing only two or three 
terms is a good approximation only when the second term is of a lower 
order of magnitude than the first, and the third is of a lower order 
of magnitude than the second, and so forth. In other words, it is of 
value only when the magnitude of the terms decreases rapidly as 
their order increases. 

10. Square-law diode modulation 

Although it is not often used as a modulator, the diode circuit of 
Fig. 22 offers perhaps the simplest illustration of the modulating 
action of a device having a square-law characteristic. This is the same 
circuit as that of Fig. 21, with the total input voltage e s made up of the 
sum of two components—one a high-frequency carrier voltage source 


e„= E„ cos <o c t, 


[118] 
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and the other a low-frequency modulating voltage so.urce 

e m = E m cos (o m t. 

Thus n 901 

e, = E„ cos a) c t + E„ cos coj. 11 

It is assumed that the over-all volt-ampere characteristiccurveofthe 
series combination of the diode and res.stance load is descnbab y 
the Taylor series ri211 

i p = a x e, + a 2 e, 2 , L 1 J 

whose coefficients can be derived as described in Arts. 7 and 8. 

When Eq. 120 is substituted in Eq. 121, 

t p = a,#* cos u) c t + a 1 E m cos coj + a 2 EJ cos 2 w c t 

+ 2 a 2 E h E m cos oij cos coJ + a 2 S„ 2 cos* a> m <. [122] 

By means of the trigonometric identities 

1 + cos 2a 


cos 2 a 


[123] 


and Eq. 17, Eq. 122 may be rearranged in the form: 


Component 


Identification 

= i* [E 2 + EJ] 

(a) 

Direct-current com¬ 
ponent; rectified 

+ a l E m cos <oJ 

(b) 

Modulation frequency 

+ ^ EJ cos 2co m l 

(c) 

Second harmonic of 
modulation frequency 

+ a 2 E„E m cos (co e - wjt 

(d) 

Lower side frequency 

+ a 2 E h cos a> c t 

(e) 

Carrier 

-f a 2 E„E m cos (o> c + to J1 

(0 

Upper side frequency 

+ E h 2 cos 2 co t < 

(g) 

Second harmonic of 
carrier frequency. 


Thus there are terms of seven different frequencies in the output of the 
square-law modulation circuit, these terms being identified as shown. 
The linear term in the power series produces in the output the carrier 
frequency shown as term (e) in Eq. 124, but the square-law term pro¬ 
duces the side frequencies. Terms (d), (e), and (f) constitute the 
amplitude-modulated component in the current; thus 
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Modulated current component = a l E h cos oj e t 

+ °2 E h E m COS ("c + 0>m)t + CL 2 E h E m COS (cO e — (Ojt, [125] 
and by means of Eq. 17 this may be put in the form 

Modulated current component 

= a,E„ [l + cos .j] cos io c t, ►[126] 

from which it is seen that the degree of modulation is given by 

Modulation factor = 2 — E m . ►[127] 

a i 

It therefore follows that the larger the ratio a 2 /a lt the larger the degree 
of modulation. However, the ratio a 2 /a, is generally less than unity in 
vacuum tubes, and it must be small if the successive-approximation 
method is to be used for a determination of the power series. 

From this discussion it may be said that in general the square terra 
in the power series producos components of three categories: first, com¬ 
ponents having the sum and difference of all the impressed frequencies; 
second, components having double the frequency of all the impressed 
frequencies; and, third, direct-current components. Or, in summary, 
the square term produces double-frequency, sum-and-difference-frequency , 
and zero-frequency components. An alternative statement is that the 
square-law term produces components having the sum and difference 
frequencies of all frequencies in the input voltage, including each 
frequency taken with itself. This last step results in the production of 
the double- and zero-frequency components. 

If a sinusoidally modulated wave is impressed on the circuit of Fig. 
22, the input voltage e t contains the carrier frequency and two side 
frequencies. The output contains frequencies that are the sums and 
differences of those of these three components and therefore contains a 
term having the original modulation frequency. The original modulat¬ 
ing waveform is thereby recovered, and the process of detection takes 
place. The square-law device serves equally well as a modulator or as a 
demodulator. 

Both the a x and the a 2 coefficients of the power series involve the 
load resistance R fj (see Eq. 100). The ratio aja x decreases as the load 
resistance increases; hence, from Eq. 127, the modulated power output 
varies with the load resistance. It has been shown 36 that the modulated 
power output is a maximum when the load resistance is one-fifth of the 
dynamic plate resistance. 

The behavior of the two-terminal square-law modulator may be 

*• J. R. Carson, “The Equivalent Circuit of the Vacuum-Tube Modulator,” I.R.E. 
Proc., 9 (1921), 243-249. 
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illustrated in a qualitative manner by Fig. 23. Because of the non- 
lUustrated in ^ re characte ristic of the combined tube and 

oad the amplitude of the high-frequency component in the current 
waveform is greater during the positive half-cycle of the modulating 
voltage than during the negative half-cycle. The average value of the 

/ ( i ✓ Current waveform 

tlTv/ 

I lr\ 

oi uiuuc w.u. Ul 11 x 

load resistance 
(square-law) - 



Modulated component of above current 
(after subtraction of steady component 
and low-frequency components) 

Input-voltage 

waveform 

Fig. 23. Waveforms in a square-law diode modulator with resistance 
load. In this example, both E m and E h are assumed equal to E b J 2. 


current over a high-frequency cycle varies with time and contains the 
low or modulation frequency. After this average value and the steady 
component have been subtracted, the remainder has the form of an 
amplitude-modulated wave, as is shown in the figure, but the presence 
of the second harmonics of the modulation and carrier frequencies 
that is revealed by the mathematical analysis is not apparent without 
careful graphical construction. In a sense, the low-frequency modulat¬ 
ing component in the input voltage can be thought of as causing a 
variation of the operating point and thereby of the average slope over 
which the carrier-frequency variation occurs. Thus the carrier- 
frequency component in the output varies in amplitude in accordance 
with the modulating wave. 

The modulating voltage may also be considered to cause a time 
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variation of the effective internal dynamic resistance r p of the tube. 
Since this dynamic resistance is in series with the input carrier 
voltage and the load resistance, its variation effects modulation in a 
manner similar to that which occurs in the superheterodyne mixer 
tube described in Art. 17. 

In both the modulator and the detector with a resistance load, 
unwanted frequency components exist in the output voltage. In the 
modulator, only the terms in the output voltage that correspond to the 
fourth, fifth, and sixth terms of the current in Eq. 124 are desired. To 
eliminate the others effectively, it is expedient to substitute a parallel- 
resonant circuit for the resistance load, as is indicated by the dotted 
coil and capacitor in Fig. 22. If the carrier frequency is sufficiently 
large compared with the modulation frequency, the tuned circuit can 
be so designed that its impedance is effectively a resistance for the 
range of angular frequencies from io e — co m to o) e + c o m (which includes 
the three desired frequency components) but is effectively zero for the 
frequency components in the current that exist outside that range, 
thus eliminating the unwanted components from the output voltage. 
In the detector, not only the desired modulation-frequency component 
exists in the output but also, as is discussed in more detail in Art. 13, 
terms that include the second harmonic of the modulation frequency 
terms are present. A capacitance is ordinarily connected across the 
load to reduce the load impedance at the high frequencies and thus 
effectively to eliminate from the output voltage the unwanted com¬ 
ponents having frequencies comparable to the carrier frequency. 

Note that when the load impedance is changed from a pure resis¬ 
tance to a parallel-resonant circuit or a parallel combination of 
resistance and capacitance, as indicated above, the analysis given in 
this article for the resistance load does not apply, despite the fact that 
the load is effectively a pure resistance at the frequencies of the desired 
components. The same frequency components are present, and no new 
ones are created, but their amplitudes are changed. The analysis for 
the amplitudes requires the use of the more complicated series 
expansion mentioned in Art. 8, and it develops that a considerable 
increase in the modulated power output occurs 37 with the substitution 
of the resonant load. 

11. Possibilities for square-law modulation with 

TRIODES 

The triode, having two circuits into which the carrier and modulat¬ 
ing voltages may be impressed, presents several possibilities for 

* 7 J. R. Carson, “The Equivalent Circuit of the Vacuum-Tube Modulator,” I.R.E. 
Ptoc., 9 ( 1921 ), 243 - 249 . 
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Output 
Itage 


S quare-law modulation. These may be understood b y alte^ 

circuit of Fig. 24. The circuit contains a resistance load and alter 
nating-voltage sources e, and e 2 are included in the grid and plate 
circuits, respectively. The tube is assumed to be biased to a point o 
considerable nonlinearity on its 
dynamictransfercharacteristic, 

so that the square term in the 
power series that describes the 
variations about the operating 
point on the dynamic transfer 
characteristic, Eq. 115, has 
appreciable magnitude. In the 
circuit, Fig. 24. Basic circuit for modulation by 

+ [Ufl *“• 

and substitution of this relation in Eq. 115 gives 



+ 


[129] 


If the successive-approximation method is applied for the solution for 
the current in Eq. 129, it may be seen by comparison with Eqs. 115, 
116, and 117 that, since the term e 9 -f (e 2 //i) in Eq. 129 replaces the 
term e, in Eq. 115, the result for the second-order approximation is 



which may be written as 

*• = dl ( e - + + d > ( e - + ^ 2 ) ’ 


►[130] 


[131] 


where d 1 and d 2 are constants that depend on the tube and circuit. 
Expansion of the terms in Eq. 131 gives 


t„ — d^, + d 1 -^ + d 2 e, 2 + d 2 + d 2 ^2e„ 


[132] 


( 1 ) 


(2) (3) 


(4) 


(5) 
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If a carrier voltage e h equal to E h cos co e t and a modulating voltage e m 
equal to E m cos co m t are utilized, it follows from Eq. 132 that four 
possibilities for modulation exist, which may be summarized as 
follows: 


M ethod 

*0 

*2 

Term in Eq. 132 
that produces the 
carrier 

Term in Eq. 132 
that produces the 
side frequencies 

I 

+ g m 

0 

(1) 

(3) 

II 

0 

tWPW 

(2) 

(4) 

III 

e m 


(2) 

(5) 

IV 

C A 

mm 

(1) 

(5) 


Method I is known as Van der Bijl modulation. In practice, resonant 
or selective load circuits are substituted for the resistance load, and 
the relative amplitudes and phases of the various components are 
hence changed. 

The type of modulation indicated as Method I also occurs in every 
Class A amplifier since nonlinearity of the dynamic transfer character¬ 
istic is always present to some extent. When more than one frequency 
is present in the grid-signal voltage, the square term (3) in Eq. 132 
causes not only the second harmonic distortion discussed in Art. 13, 
Ch. VIII, but also a cross-product term as in Eq. 122 that gives rise to 
the sum and difference frequencies in the output. The components 
having these frequencies are the intermodulation distortion components. 
They are particularly objectionable in sound reproduction because 
they are not harmonics of any of the signal components, and may 
therefore be dissonant to the ear. 

12. Van dee Bijl modulation 

The circuit for the use of a triode over the square-law portion of its 
dynamic characteristic known as the Van der Bijl modulator™ is shown 
in Fig. 25. Here a tuned plate circuit is employed, and the selectivity 
of the tuned circuit is so chosen as practically to eliminate the low- 
frequency or modulation-frequency components from the output but 
to pass the carrier and side frequencies. In this article, only an approxi¬ 
mate analysis of the circuit behavior is given, for it is assumed that 
the load for the tube behaves as a pure resistance at all frequencies. 
An accurate analysis would require the use of the complex power 
series, because the impedance in the plate circuit actually varies with 
frequency (see Art. 8). 

11 H. J. Van dor Bijl, The Thermionic Vacuum Tube and Its Applications (New York: 
McGraw-Hill Book Company, Inc., 1920), 318-322. 
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t „ fn.r as the load can be considered a pure resistance, the 


Carrier: 

e h -E K cosv e t 


Modulating voltage: 
e m s E m cos 



Fig. 25. Van der Bijl modulation circuit. 

and load in the diode modulator. This change entails a shift of the 
origin of the co-ordinates to the right, say to the line aa in Fig. 23, so 
that operation takes place over the negative-grid-voltage region of the 

Since the grid current in the Van der Bijl modulator may be made 
very small by the use of the negative grid-bias voltage, little power is 
required from the sources of carrier and modulating voltage; this is the 
important advantage of the Van der Bijl device over the diode 
modulator. The efficiency of the Van der Bijl modulator nevertheless 
is low because of the undesired direct component of its plate current, 
which is relatively large in comparison with the desired carrier and 
side-frequency components. Consequently it is used only in low-power 
applications such as carrier-current telephony and measurement or 
control applications where the efficiency is unimportant. 

The plate current in the Van der Bijl modulator with a resistance 
load, having a dynamic characteristic given by Eq. 117, is describable 
by Eq. 124 if the coefficients a x and a 2 are replaced by 



respectively.* The modulated output component is, from Eq. 126, 


* When the values of L and C in Fig. 25 are so chosen that the load impedance as 
viewed from the tube is essentially a constant resistance R L for the carrier and side 
frequencies, but is essentially zero for all higher or lower frequencies, the term a, is 


changed to the value - 


9m 


2[1 + (**/%)]> 


, and Eqs. 133 and 134 are modified accordingly. 
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Modulated current component 


E*g, 


i + A 


1 + 

0m 






cosokJ 

m 


cos (x> c t. ►[133] 


The modulation factor is therefore 


Modulation factor = — 

9m 



►[134] 


From this relation it is apparent that the modulation factor increases 
with the ratio g m 'lg m and with a decrease of the load resistance. 

In addition to the low-frequency terms corresponding to (b) and (c) 
in Eq. 124, which may be suppressed in the output voltage by the 
tuned circuit of Fig. 25 or in a subsequent part of the system, the out¬ 
put also contains a term of double the carrier frequency corresponding 
to (g) in Eq. 124. This high-frequency term can be suppressed in a 
similar manner. Third-, fourth-, and higher-power terms in the power 
series for the dynamic transfer characteristic, Eq. 117, contribute to the 
output additional unwanted components that constitute distortion 
in the modulation. Further analysis shows that the ratio of the ampli¬ 
tudes of the unwanted side frequencies to the desired side frequencies 
increases with the modulation factor. This system therefore is appli¬ 
cable only where modulation of small percentage is required at small 
outputs. 


13. Square-law detection with a triode 

As is mentioned in Art. 10, a square-law device is applicable for 
demodulation. The triode with a square-law dynamic transfer 
characteristic can hence be used as a detector to translate the informa¬ 
tion or modulating voltage from an inaudible frequency region, to 
which it was shifted for economical transmission, back to its original 
position in the audio region of the frequency spectrum. 

The fundamental principle of square-law detection with a triode can 
be illustrated by the circuit shown in Fig. 26a, where the amplitude- 
modulated wave 

e a = A t [ 1 + 0(f)] cos (o e t [135] 

is impressed on the grid of the vacuum tube. The term G(f) represents 
the modulating voltage, which may be an audio-frequency signal in a 
Fourier-series or Fourier-integral form. The detection process must 
give a component of current in the output of the form 0(f). 
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Siono?Je°W and ^nacou'rat analysis of the circuit behavior 




(a) 



Fig. 26. Square-law detection with a triode. 


requires the use of the complex power series (see Art. 8). The analysis 
given here is approximate and involves the assumption that the 
capacitor and inductor are not used—the load is assumed to be a pure 
resistance at all the frequencies involved. In the complete circuit of 
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Fig. 26a, the frequencies of the current components in the load can be 
shown to be the same as if a pure resistance load were used, but their 
amplitudes are different. 

When the load is a pure resistance, the behavior of the circuit as a 
detector can be illustrated as in Fig. 26. The tube is assumed to be biased 
to a point of large curvature on its dynamic transfer characteristic, so 
that the varying component of its plate current i p can be represented 
approximately by the power series 

= a i e , + a 2«, 2 H-, [136] 

where the coefficients a t and a 2 are defined* in Eq. 117. Substitution 
of e a from Eq. 135 for e 9 in Eq. 136 gives 

b = + iMc 2 ( 1 + G(f)] 2 cos 2 co e t + \a 2 A 2 [\ + G(f)} 2 . [137] 

The first two terms in Eq. 137 are of no value in the process of detec¬ 
tion, because they represent inaudible high-frequency currents that are 
generally by-passed through the capacitor. The last term may be 
written 

Direct and audio-frequency components of i v 


= ba 2 A 2 + a 2 A 2 G(f) + \a 2 A 2 G 2 (f). 


Direct- 

current 

component 


Facsimile 
of signal 


Distortion 
of signal 


[138] 


The term \a 2 A 2 is a direct-current component and may be dis¬ 
regarded, for it is generally eliminated by the coupling network used 
between the detector and the succeeding stage. The second term 
a 2 A e 2 G(f ) is the desired audio-frequency facsimile of the original 
signal G(f) that modulated the carrier before transmission. Thus, in 
effect, the side bands are translated from their high-frequency position 
down to their correct audio-frequency position; this translation may 
be considered to be the inverse process of modulation. The pro¬ 
portionality to A 2 —that is, to the square of the carrier amplitude— 
does not disturb the facsimile reproduction, since the carrier is 
generally unaltered by the modulation. The term \a 2 A 2 G 2 (f) repre¬ 
sents frequencies other than those of the signal; it is hence a distortion 
term in the output. 


• When the values of L and C in Fig. 26 are so chosen that the load impedance as 
viewed from the tube is essentially a constant resistance R L for the audio frequencies 
and their harmonics, but is essentially zero for the carrier and all higher frequencies, the 
term a, appearing in Eqs. 136 through 140 is changed from its value corresponding to 


Eq. 117 to the now value 


1 9 -' 

2[1 + (**/%)]«• 
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As a means of further analysis, the conditions when the modulation 
is sinusoidal, or Gf) = m cos [139] 

may be considered. The components of audio frequency in the output 

current are, from Eq. 138, 

Audio-frequency components of i p * 

= a t A c \m cos <oJ + ~ cos 2<oJ]; ►[140] 

thus the square-law detection process produces in the output a second- 
harmonic audio-frequency component proportional to the square of the 
modulation factor. If the second-harmonic amplitude is to be kept 
smaller than, say, one-tenth of the fundamental, it is necessary that 

™‘<±m [141] 

4 10 


m< 77v 


[142] 


To maintain the second-harmonic distortion at less than 10 per cent, 
the percentage modulation must thus be less than 40 per cent for 
sinusoidal modulation. 

If the dynamic characteristic, Eq. 136, contains third-, fourth-, and 
higher-degree terms, the audio-frequency output contains third-, 
fourth-, and higher-order harmonic currents proportional to m 3 , m 4 , 
and correspondingly higher powers of m. These components are usually 
negligible when m is small. When G(f) contains more than one sinu¬ 
soidal Fourier component, as it does in actual voice transmission, 
additional new frequencies produced by terms involving the cross 
products of the sinusoids appear in the output. 

In the graphical analysis of the square-law detector shown in Fig. 
26, the modulated input wave is shown in Fig. 26b. By projection of 
this wave on the dynamic transfer characteristic of Fig. 26c, the out¬ 
put current wave of Fig. 26d is found. The average value of the output 
wave over a high-frequency cycle has the form dotted in Fig. 26d; thus 
the audio-frequency component in the output is as shown in Fig. 26e. 
The operation of the circuit depends upon the nonlinearity of the curve 
of plate current as a function of grid voltage; hence this method is 
sometimes called plate or anode-bend detection. 

An alternative method of square-law detection with a triode makes 
use of the nonlinearity of the grid-current grid-voltage characteristic. 39 


89 F. B. Llewellyn, “Operation of Thermionic Vacuum-Tube Circuits,” B.S.T.J., 5 
(1926), 433-462; F. E. Terman and N. R. Morgan, “Some Properties of Grid-Leak 
Power Detection,” I.R.E. Proc., 18 (1930), 2160-2175. 
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This method has improved voltage sensitivity, because the amplifica¬ 
tion property of the tube becomes effective; but it has the dis¬ 
advantage that the presence of appreciable grid current requires that 
the source of grid current furnish appreciable power. In the early days 
of the development of radio communication, this method of detection 
was customarily used, and a parallel combination of grid leak and 
capacitor of suitable size was employed in series with the grid, the 
tube being biased to a point of large curvature on its t f (e c ) 
characteristic. 

The square-law triode plate detector is inferior to the linear-diode 
detector in that it generates harmonics of the modulation frequencies. 
It does, however, have the advantage over the linear diode that it can 
be so biased as to require only negligible power from the source of 
modulated voltage when a triode is used. 

The analysis given here is directly applicable to the square-law 
diode detection mentioned in Art. 10. Since the initial velocities of 
emission of the electrons from the cathode of a diode have a 
Maxwellian distribution that includes all values, the current 
approaches zero gradually, and the combined diode-and-load volt- 
ampere characteristic has appreciable curvature near the zero of 
current regardless of the load resistance. Consequently even the so- 
called linear diode detector reverts to a square-law detector for small 
amplitudes of the modulated input voltage. 

As is mentioned in Art. 6, the modulation-frequency output of a 
linear-diode detector may be considered approximately as a slowly 
fluctuating direct current that varies, in some cases, in the same way 
with the dynamically varied carrier envelope as the direct-current out¬ 
put would vary with the amplitude of the applied carrier voltage. 
Similarly the variation of the direct current with the input carrier 
amplitude in a square-law detector may be measured experimentally 
and used to estimate, by a graphical analysis, the modulation com¬ 
ponent in the output with a dynamically varying carrier input. Such 
an approach often gives results more readily than does a power-series 
treatment. 

14. The balanced modulator 

A modulator circuit of considerable importance is the so-called 
balanced modulator 10 shown in Fig. 27. Its importance lies in the fact 
that in it certain frequency components are suppressed and do not 
appear in the output. In many respects it is similar to the push-pull 
amplifier, and the frequency suppression in the modulator is related 

40 E. Peterson and C. R. Keith. “Grid-Current Modulation,” B.S.T.J., 7 (1928), 131. 
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t° the fa ^ n| d ®^ 0 ^ d harmonics generated in the tubes appear in the 

„v.„ h£— appear in the pi.te-po.er- 

SU Th'JdrcuiTas shown has two sets of terminals at e, and e, for control 

of the grid voltages of the tubes, and two other sets o 

and e, from which output power or voltage can be taken from 



Fig. 27. Balanced-modulator circuit. 


plate circuits. It is assumed that the transformers are ideal and that a 
resistance load is connected across the terminals at % and e K . The 
transformer windings have the polarities indicated by dots, and it is 
convenient though not essential to assume that their turns ratios are 
unity, as indicated. 

The grid-bias and plate-supply voltages are adjusted so that opera¬ 
tion takes place over the portion of the dynamic transfer character¬ 
istics that has considerable curvature. The considerations of Art. 19c, 
Ch. VIII, show that the coupling in the output transformer at e A has 
an effect on this curvature, and that the resulting dynamic transfer 
characteristic for a single tube is not the same as that for a single tube 
with a pure resistance load. Only varying components of the electrode 
voltages and currents need be considered, since the direct components 
are not of interest. It is assumed that the dynamic transfer charac¬ 
teristics can be represented to a sufficient degree of approximation by 
the power series 

S = a l e g + a 2 e g 2 + • • • [ 143 1 

for one tube, with a similar expression with primed letters for voltage 
and current for the other tube, the two tubes being identical. In 
accordance with the assigned positive reference directions of the 
voltages in the circuit, 

= *1 + 

« 2 - 


[144] 

[145] 
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Thus 

and 


ip = + * 2 ) + a 2 («i + € 2 ) 2 [146] 

ip = a i(«i ~ « 2 ) + a 2 (€, - e 2 ) 2 . [147] 


Because the transformers are ideal and the load is a pure resistance, 
the voltage e 3 is proportional to the sum of the currents i v and i v ', and 
the voltage e 4 is proportional to their difference. Thus 


e 3 — Ks(ip + ip) [ 148 ] 

and 

*4 = * 4 (i, - V). t 149 ] 

where K z and K x are constants. The results of the substitution of Eqs. 
146 and 147 in Eqs. 148 and 149 are 


e 2 = 2K 2 [a l e l + a 2 (e x 2 + e 2 2 )] [150] 

and 

e 4 = 2 K i [a l e 2 + 2a 2 e,e 2 ]. [151] 

As is stated in Art. 10, the squared terms in Eq. 150 result in sum- 
frequoncy, difference-frequency, and double-frequency components of 
all the frequencies contained in the squared voltage, while considera¬ 
tion of the trigonometric transformation, Eq. 17, shows that the cross 
product e,e 2 in Eq. 151 produces the sums and differences of all the 
frequency components in e x and e 2 . From these considerations, the 
results in Table II may be derived. 


TABLE II 

FREQUENCIES IN THE BALANCED MODULATOR 



Input 

frequencies 

at 

Output 

frequencies 

at 


e l 

e 2 

*3 

C 4 

1 



2 <o m , (O e t 2 (o e 

(O m , ((Of ± (Oj 

2 

°»n, 


“>m* 2w m- 2to e 

COft ((Of ± (Oj 

3 


0 

( o m , 2(o m , (Of, ((Of ± (Oj, 2(0 c 

0 

4 

0 


2 (o m , (c o e ± (o m ), 2u> c 



There are four possible combinations for impressing the carrier 
angular frequency a> e and the modulating angular frequency oj m at the 
two positions, as is shown in the table. The side frequencies, as indi¬ 
cated by (d c ± o) m > appear at one or the other of the two output 
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freqiiency oe PP^ th other output position. In this way, 

Art 3 suppression of the carrier is desirable to save power, and.th® 
balanced modulator is commonly used in earner-current telephony 
One side band is usually filtered out to reduce the width of the channe 
reauired for the transmission, and the remaining side band is trans 
milted to the receiving station where a local oscillator supphes a 
carrier frequency to be combined with the side band before detection 
by a square-law demodulator takes place. Although the balanced 
modulator finds its greatest use in carrier-current telephony it is also 
widely used in measurement apparatus 11 and in control systems. 


15. Radio communication 

One important application of modulation and demodulation is radio 
communication. As previously mentioned, communication without 
wires by electromagnetic waves could not be realized without means 
for shifting the audio-frequency signal up to higher frequencies at the 
sending end and down to the original frequencies at the receiving end. 
Modulation serves a double purpose—it makes possible efficient 
radiation of the signal, and it also makes possible the separation of 
one signal from another when they are received simultaneously at the 
same station. 

Most of the essential components of a radio-telephone system are 
discussed in this chapter and the previous ones, and a discussion of the 
simple type of radio system shown in Fig. 28 can now be made. The 
microphone translates the sound wave into electrical currents of sub¬ 
stantially the same waveform. These currents are small, but they are 
amplified by cascaded vacuum-tube amplifiers to a power level of 
several watts in the small stations to 100 kilowatts and more in the 


41 C. R. Moore and A. S. Curtis. “An Analyzer for the Voice-Frequency Range,’* 
B.S.T.J., 6 (1927), 217-229; A. G. Landeen, “Analyzer for Complex Electric Waves.” 
B.S.T.J., 6 (1927), 230-247; L. B. Arguimbau, "The New Wave Analyzer—Some of Its 
Features,” Gen. Rad. Exp., 13 (December, 1938), 1-5; L. B. Arguimbau, “Wave Analysis,” 
Gen. Rad. Exp., 8 (June-July, 1933), 12-14. 
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larger stations now operating. A carefully regulated master vacuum- 
tube oscillator (usually with a temperature-controlled piezoelectric 
crystal controlling the frequency) supplies a carrier voltage of remark¬ 
ably constant frequency (a government regulation forbids a frequency 
deviation of more than 20 cycles per second, or 2 parts in 100,000 at a 
1-megacycle carrier frequency) to a cascade of high-efficiency tuned 
radio-frequency amplifiers. These successively increase the power to 
approximately the same magnitude as the audio-frequency power out¬ 
put from the signal amplifiers. The signal and the carrier frequencies 
meet in the modulated vacuum-tube amplifier, where the audio signal 
modulates the carrier to form the two side bands. The carrier and the 



Fig. 28. Radio-telephone communication system. 


side bands are transferred to the antenna system by a coupling net¬ 
work, and energy is radiated into the surrounding space by the 
antenna, from which it travels to the receiving point or points. There 
the electromagnetic or radio wave induces an electromotive force in 
another antenna. These minute voltages, of orders of magnitude of 
0.0001 volt, are amplified before being demodulated by a vacuum-tube 
detector, which shifts the information from the high-frequency loca¬ 
tion to its original audible position. Subsequent audio-frequency 
amplifiers increase the power to a value lying between 0.5 watt and 20 
watts or more before it is delivered to a loud speaker for conversion 
into sound waves. 

In another and now generally used type of radio receiving circuit, 
the superheterodyne receiver, the signal is demodulated in two steps. 
This type of receiver is discussed in Art. 17. 

16. Beat-frequency, or heterodyne, oscillator 

A second important application of modulation is the beat-frequency 
or heterodyne oscillator. This type of oscillator is one of the most con¬ 
venient for the production of audio-frequency currents for measure¬ 
ment and for other purposes requiring a continuous and rapid varia¬ 
tion of the frequency over a wide range, which it allows with a single 
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beat-frequency oscillator 

adjustment The schematic diagram of this type of oscillator is shown 
in Fie 29 Two high-frequency oscillators having almost the same 
“ Fl f; ,,, and l + L. w being fixed and A<o being variable, 

induce electromotive forces in the two coils, as shown. The two 
voltages e. and e, act in series cm the demodu^r, —- 



0 

Lower side Fixed freq. Variable freq. Upper side 

frequency osc., No.l osc.. No.2 frequency 

Fig. 29. Simplified circuit of a beat-frequency oscillator, and the 
spectrum of the frequencies in it. 

variable-frequency oscillator has a substantially sinusoidal output, so 
that 

e v = E vm cos (to + Ac o)t, [152] 

but the fixed-frequency oscillator has an appreciable second harmonic 
and is representable by 

e x = E xm cos cot -f E x2m cos 2 wt. [153] 

In the previous analysis of modulation, the quadratic term and higher 
terms are found to be the only ones giving components of new fre¬ 
quencies. Hence, if the demodulator is of the square-law type, and if its 
load is assumed to behave as a pure resistance, the term of the output 
current that contains the new frequencies can be written as 

i = a 2 e 9 2 = a 2 (e x + e,) 2 [154] 

= a 2 [E xm 2 cos 2 c at -f- E x2m 2 cos 2 2c ot -f E vm 2 cos 2 (co + A (o)t 
-j- 2 E xm E x2m cos cot cos 2 cot + 2 E xm E vm cos cot cos (co + Acu)f 
+E x2m E vm cos 2 cot cos (co + Aco)f]. [155] 
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Study of the expanded terms of this expression shows that the only 
audio frequency comes from the fifth term, all other components being 
of higher frequency. After expansion, the fifth term becomes 

2(Z 2 EzmEymlh COS (to -f A to + to)* -f- \ COS (to + Ato — to)*], 

and therefore the audio-frequency current is 


'audio = COS A to*. ►[156] 

The voltage produced across the resistance R by this current is 
amplified to the desired level by the following amplifier. A pure sinu¬ 
soidal output is produced, provided one of the oscillators has a simple- 
harmonic waveform, even though the other oscillator output contains 
harmonics. The use of an appropriately high c o and a small variable 
capacitor of the type used in radio apparatus can produce a beat- 
frequency oscillator that covers continuously the entire audio¬ 
frequency spectrum with a single adjustment. 

When two waves of almost the same frequency, such as e z and e 
above, beat together, their sum has an appearance very similar to that 
of a modulated wave. However, between the beat wave and a modu¬ 
lated wave there is a distinct difference that may be illustrated as 
follows. Let 


and 


e, = E x cos to,* 


e 2 = E 2 cos to 


bo the two waves whose sum is e. Then 


[157] 

[158] 


c = e, + e 2 = E x cos to,* -f E 2 cos to 2 * [159] 

= E x cos to,* -f E 2 cos to 2 * + [E 2 cos to,* — E 2 cos to,*] [160] 

= £ 2 [cos w,* + cos to 2 *] 4- [E x — E 2 ] cos o>,* [161] 

= [l'A’j cos 2 ,l12 )'] COS I '" 1 * ( + [£,- £,] cos a>,«. 

[162] 

For simplicity, let 

to, 4- to» 

[163] 


2 


= to 


and 


= E t . 


[ 164 ] 
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Then 

e = E(t) cos cot, 

[165] 

where 

E(t) = 2 E z cos 2 — : )t. 

[166] 


The waveform of the beat wave, Eq. 165, is drawn in Fig. 30, which 
shows that the term E(t) may be visualized as the varying amplitude 
or envelope of a sinusoidal wave of frequency co. In the beat wave 
however, the sign of the apparent amplitude reverses during the beat 
cycle. In other words, the phase of the oscillation reverses once during 
each beat cycle. There is actually no oscillation of simple-harmonic 

EW-2E, 


Fig. 30. Beats between two sinusoidal waves of equal amplitude. 

form of angular frequency co, and no power can be supplied at this 
angular frequency to a sharply resonant circuit tuned to co. The wave 
does not contain an additive component of the beat frequency 
(1/2tt) (co, — co 2 )/2 for the mere addition of two sinusoidal waves of 
different frequency cannot create a new frequency. Such a component 
can be obtained only through distortion of the waveform by some non¬ 
linear process such as that involved in the demodulator of the beat- 
frequency oscillator. (See Art. 18d for further discussion of superposed 
waves.) 

17. Superheterodyne receivers, mixers, and converters 

The heterodyne principle is very generally used in the super¬ 
heterodyne type of radio receiver. The modulated voltage from the 
antenna is combined with the voltage from a local oscillator and 
demodulated in a frequency-converter tube or device, sometimes called 
a first detector, which effectively changes the carrier frequency of 
the modulated wave to the resonant frequency of a tuned amplifier 
called the intermediate-frequency amplifier. The tuning of the inter¬ 
mediate-frequency amplifier is fixed, and selection of the signal to be 
amplified is made by adjustment of the local-oscillator frequency. 
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After amplification in the intermediate-frequency amplifier, the signal 
is again demodulated by a detector, which translates the signal to its 
original place in the audio-frequency spectrum. The output of this 
detector is then amplified and delivered to a loud speaker or telephone 
receiver. 

There are numerous tube and circuit combinations for producing 
the local-oscillator voltage, combining it with the incoming modulated 
wave, and performing the desired change of frequency. 42 A single 



JZ 


input 


Intermediate 

frequency 

output 


Fig. 31. Pentagrid-mixer circuit. 


device that performs all these functions is called a converter. One which 
requires a separate local oscillator is called a mixer. A simple diode or 
crystal rectifier may be used as a mixer and has advantages at very 
high carrier frequencies. Triodes, tetrodes, and pentodes are also used 
as mixers. Tubes having more than three grids are particularly useful 
as mixers at moderate carrier frequencies (see Art. 13, Ch. IV). In the 
use of one such tube called a pentagrid mixer , the incoming amplitude- 
modulated voltage is impressed on one control grid, as at e 5 in Fig. 31, 
and the local-oscillator voltage is impressed on another control grid, as 
at e 0 . A screen grid is included in the tube to minimize interaction 
between the local oscillator and the input-signal circuits, as is a 
suppressor grid to eliminate the effects of secondary emission. The 
load is connected to the plate circuit through a transformer, and is 
tuned to the desired intermediate frequency. 

The local-oscillator voltage e 0 , which has an angular frequency w 0 , is 

41 M. J. O. Strutt, “On Conversion Detectors," I.R.E. Proc., 22 (1934), 981-1008 
(contains a bibliography of 89 references); E. W. Herold, “The Operation of Frequency 
Converters and Mixers for Superheterodyne Reception," I.R.E. Proc., 30 (1942), 84-103; 
E. W. Herold and L. Matter, “Some Aspects of Radio Reception at Ultra-High Fre¬ 
quencies, Part V. Frequency Mixing in Diodes," I.R.E. Proc., 31 (1943), 675-582; E. W. 
Herold, “Superheterodyne Frequency Conversion Using Phase-Reversal Modulation,” 
I.R.E. Proc., 34 (1946), 184-198. 
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produce" by grid part^fthecycTe. 

to small values or even . . controls the transconductance 

The oscillator voltage thus effectively con 

S^-a-SaFA's: 

frequency. 



Fig. 32. Time-varying transconductance between the signal grid and 

the plate in a mixer tube.* 


The amplitude-modulated signal voltage e, is ordinarily much 
smaller than the oscillator voltage; hence it has an inappreciable effect 
on the instantaneous value of g m . Also, the dynamic plate resistance is 
very large compared with the load impedance because the screen and 
suppressor grids have effects similar to those in a pentode. Hence, the 
varying component of the plate current associated with the simul¬ 
taneous presence of the signal voltage and the oscillator voltage is 
given approximately by 

S = g n e ., [167] 

where both e, and g m are functions of time. Other varying components 

* This diagram is adapted from E. W. Herold, “The Operation of Frequency Converters 
and Mixers for Superheterodyne Reception,” I.R.E. Proc., 30 (1942), Fig. 1, p. 87, 
with permission. 
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of the plate current exist, but they are not of interest in the frequency- 
conversion application. 

If the oscillator voltage is represented as a cosine wave in Fig. 32, 
the transconductance is an even periodic function, and may therefore 
be represented by the Fourier series 

9m = <*<> + cos oj 0 t -f <z 2 cos 2 aj 0 t + • • • . [168] 

The amplitude-modulated signal voltage may be represented as 

e, = A(t) cos (o e t , [169] 

where A(t) is the modulated amplitude and oj c is the carrier angular 
frequency. The varying component of the plate current given by 
substitution of Eqs. 168 and 169 in Eq. 167 is then 

i p = a 0 A(t) cos (D c t -f a x A(t) cos oj e t cos (o 0 t 

+ a 2 A(t) cos u) e t cos 2uj 0 t + • • • , [170] 

or, through trigonometric transformation, 

i P = ao^(0 cos M' 1 + 7>* Ml) c °s K - <o 0 )* + ^ A(l) cos (co e + w B )t 

+ A (t) cos (to c — 2w 0 )t + ^ A(I) cos ((o e + 2o>„)t H-. [171] 

Timing the output transformer and load to the difference angular 
frequency ( oj e — co 0 ) in Eq. 171 suppresses the other components and 
gives an output that contains the original amplitude function A(t) 
impressed on an angular frequency lower than (o e . The second term on 
the right-hand side of Eq. 171 then becomes the intermediate- 
frequency amplitude-modulated output-current wave for the super¬ 
heterodyne receiver. Alternatively, the load may be tuned so that 
the w-th harmonic of the oscillator frequency is used, and the angular 
intermediate frequency becomes (a> c — nw 0 ). 

The conversion transconductance of a frequency converter is a 
quantity useful as a measure of its effectiveness. It is “the quotient of 
the magnitude of the desired output-frequency component of current 
by the magnitude of the input-frequency (signal) component of voltage 
when the impedance of the output external termination is negligible 
for all of the frequencies which may affect the result.” 43 This definition 
involves the assumption that all the direct electrode voltages and the 
magnitude of the local-oscillator voltage are constant, and that the 
input-frequency voltage is effectively an infinitesimal. Thus, when the 

4 > “Standards on Electron Tubes: Definitions of Terms, 1950,” I.R.E. Proc., 38 
(1950), 431. 
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, j . fllned so that the fundamental frequency of the oscillator 
voltage is used, the conversion transconductance is, in terms o e 
quantities in Eqs. 169 and 171, 

zi a m 

[172] 


J A ») 

Conversion transconductance = 


a i 

2 ' 


If the second harmonic of the oscillator is used, the conversion trans 
conductance becomes a t /2, and so on. For any particular bias and 
waveform of oscillator voltage, the coefficient a n, ‘ ‘ De 

evaluated by a graphical method such as that used in Art. 13, Ch V m 
or Art. 4, Ch. X. If the oscillator voltage and bias are adjusted so that 
the waveform of the transconductance g m in Fig. 32 approaches a 
square wave—that is, g m is a constant, g mmat , for half the cycle and 
zero the other half—the coefficient a x approaches 2g mm Jn. Corre¬ 
spondingly, the conversion transconductance approaches g mnai b- 
Values of 25 to 30 per cent of g mm „ are realized in practice. 

The multigrid tube illustrated in Fig. 31 may also be used as a 
penlagrid converter. For such service the local oscillator function is 
commonly performed by the cathode and first two grids connected as a 
grounded-plate Hartley oscillator, the second grid serving as the plate. 


18. Frequency modulation 

In Art. 15 of this chapter, a system of communication is described in 
which audio-frequency signals are transmitted by means of the ampli¬ 
tude variation of a high-frequency carrier wave. As the design of 
receiver circuits has progressed, a point has finally been reached where 
(technically speaking, at least) the sensitivity is no longer a problem. 
As more amplifier tubes are added to a receiver, the noise voltage 
caused by thermal agitation of electrons in the low-level input circuits 
is increased in the same ratio as the signal, so that no advantage is 
gained in making a receiver with greater sensitivity than that neces¬ 
sary to give appreciable response to the thermal noise level. If the 
efficiency of the receiving antenna system is increased beyond a certain 
point, a similar situation is reached in most localities—atmospheric 
and other electrical disturbances, including interference from other 
transmitters, are increased in the same proportion as the signal. The 
problem of improving reception quickly reduces itself to the problem 
of selecting the signal from the interference—the problem that has 
perhaps been the most important one for many years. 

44 C. F. Nesslage, E. W. Herold, and W. A. Harris, “A New Tube for Use in Super¬ 
heterodyne Frequency Conversion Systems,” I.R.E. Proc., 24 (1936), 207-218. 
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The history of this problem is exceptionally interesting because of 
the sharp controversy that has existed over fundamental ideas. It has 
long been known that a certain audio-frequency spectrum is necessary 
for the proper reproduction of speech and music. For 80 per cent 
intelligibility, telephone engineers have shown that a system capable 
of transmitting a band 2,500 cycles per second wide is necessary. 46 For 
adequate radio reception, a 5,000-cycle width is desirable, and 
improvement is noticeable up to the limits of audibility—about 
17,000 cycles; perhaps a 10,000-cycle width is a fair compromise. 
When a carrier is amplitude-modulated by such a signal, the resultant 
high-frequency wave has a bandwidth either equal to or twice that 
of the audio modulation, depending on whether or not one of the side 
bands is suppressed. When static or other disturbance interferes with 
such a signal, that part of the disturbance that lies in the frequency 
range within the band of the desired signal cannot be separated from 
it. If the usual type of linear diode detector is used, the instantaneous- 
output voltage is proportional to the envelope of the carrier. If one 
broadcast signal interferes with another, the resultant is about the 
same as if the two audio signals were added in the same proportion as 
the carriers. Also an audible beat may be produced. 46 It was early con¬ 
cluded that the best to be hoped for was an interference proportional 
to the bandwidth of the receiver. For optimum results, the receiver 
band should cover the two side bands and nothing else. 

18a. Narrow-Band Frequency Modulation. About 1920, engineers 
became interested in the possibility of improved radio communication 
by means of frequency modulation. Their proposals followed this 
reasoning: The frequency of a transmitter was to be varied linearly 
with the instantaneous value of an audio signal, but only by a small 
amount, say by ±100 cycles at the peak amplitude of the signal. The 
receiver was then to include a crystal filter arranged in such a way as 
to make the output vary rapidly with frequency—by a circuit similar 
to a modern discriminator circuit but operating over a band only 200 
cycles wide. It was believed that such a system would reduce static by 
narrowing the bandwidth from 20,000 cycles to 200 cycles, thereby 
reducing the interfering energy by 20 decibels. The fallacy in this 
argument was pointed out 47 by Carson in 1922. 

41 H. Fletcher, Speech and Hearing (New York: D. Van Nostrand Company, Inc., 
1929), 280. 

44 This is an oversimplified discussion of a complicated process. The matter is treated 
in a lengthy paper by C. B. Aiken, “Theory of the Detection of Two Modulated Waves 
by a Linear Rectifier,” I.R.E. Proc., 21 (1933), 601-629, but the discussion there does 
not cover the case of a diode peak detector, which has become the most important type. 

47 J. R. Carson, “Notes on the Theory of Modulation,” I.R.E. Proc., 10 (1922), 67-64. 
This paper is very readable and has become a classic on the subject of modulation. 
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Th« difficulty may be seen from the following analysis. As is shown 
b, eJ U SSLodul-ttag toy. i. . fi» q u»c y -mod»l..=d 

wave is representable by an expression of the form 

e(t) = A c cos (co e t + d sin co m t), [ 17 3] 

where [174] 

6 = k,AJu> m L 1 

and is caUed the modulation index ; that is, <5 is the ratio of the maxi¬ 
mum frequency deviation during a cycle to the modulating frequen y. 
If Eq. 173 is expanded, 

e(«) = A e [cos w c t cos (5 sin eoj) - sin <o c t sin {» sin »«/)]• t 175 l 

It is shown elsewhere 48 that 

cos (i sin o>J) = JJfi) + 2 JJfi) cos 2o ,J + 2J.(6) cos 4a,J + ■■■ [176] 


sin (6 sin o>J) = 2 J,(6) sin o>J + 2 J^d) sin 3 <o m t + ■ • • , [177] 

where the coefficients JJ6) are Bessel functions of <5 and do not involve 
t. When Eqs. 176 and 177 are substituted in Eq. 175 and the products 
are put in terms of multiple angles, there results 

e(t) = A e [J 0 (d) cos a) e t + Ji(d) cos (a) e + (o m )t — cos ~ 

+ cos (a> e + 2 cojt -f J 2 W cos (w e - 2 wjt +•••]• H*™] 

Note that regardless of how small the modulation index 6 is, the 
spectrum of e(t) consists solely of frequencies spaced by the modulating 
frequency —not the deviation frequency. Thus, if the frequency devia¬ 
tion is ±100 cycles at a rate of 10 kilocycles per second, 

e(t) = ^4 C [J 0 (0.01) cos (o e t + J,(0.01) cos (u) e + <o m )t 

- J^O.Ol) cos (co e - (ojt -f J 2 (0.01)cos (co e 4- 2 (o m )t 
+ J 2 (0.0l) cos ( 0 J e — 2 (ojt + • • • ] [ 179 1 


= ^4 c [0.999975 cos a> e t 4- 0.005 cos (c o e 4- (o m )t 

- 0.005 cos (co c - (ojt 4- 0.000012 cos (co c 4- 2 cojt 
4- 0.000012cos ((o e - 2c ojt +•••], [180] 

which shows that such a signal consists essentially of a carrier with two 
side frequencies of 0.5 per cent amplitude displaced from it by 10 kilo¬ 
cycles. Clearly, a filter circuit that eliminates all but a band 200 cycles 
wide will pass an unmodulated carrier and nothing else—no informa¬ 
tion whatsoever will be conveyed, because the side frequencies will 
be eliminated. 


48 F. S. Woods, Advanced Calculus (new ed.; Boston: Ginn & Company, 1934), 281. 
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18b. Wide-Band Frequency Modulation. Armstrong, who was one of 
those attempting to eliminate static by the narrow-band system, 49 
continued his efforts in a slightly different direction; he endeavored to 
find a man-made signal that was essentially different from a natural 
one. It occurred to him that, if static interference is largely of an 
amplitude-modulated type and has little frequency modulation, there 
might be a possibility of improving conditions by generating a signal 
with a very large amount of frequency modulation and passing it 



Microphone 


Fig. 33. Frequency-modulated-transmitter diagram. The diagram is 
simplified by the omission of frequency-control equipment, frequency 
multipliers, direct-current power supplies, and so forth. 

through a receiver unable to respond to amplitude modulation but 
sensitive to frequency changes. When first demonstrated, this system 
met with considerable skepticism, but was finally recognized as 
remarkably effective in suppressing interference and static. 50 

A typical frequency-modulation transmitter is shown in Fig. 33. 
The transmitter is an idealized one; a frequency-stabilization circuit, 
which is very important but is not essential for an understanding of the 
principles, is omitted. The reactance tube is arranged to place a 
reactance across the oscillator circuit that can be varied by the grid-bias 

49 E. H. Armstrong, "A Method of Reducing Disturbances in Radio Signalling by a 
System of Frequency Modulation," I.R.E. Proc., 24 (1936), 689-740. 

80 I. R. Weir, "Field Tests on Frequency and Amplitude Modulation with Ultra-high- 
Frequency Waves," G.E. Rev., 42 (1939), 188-191, 270-273; R. F. Guy and R. M. Morris, 
"NBC Frequency Modulation Field Test,” RCA Rev., 5 (1940), 190-225. 
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to reduce any that may be present. The purpose of ^e frequency 
weighting circuit in the audio system is discussed subsequentiy lhe 
frequency-modulated signal is finally amplified1 to thedesired outpu 
power by a broad-band amplifier. The amplifier need not be linear 
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Fig. 34. Frequency-modulation-receiver diagram. 


with input voltage and can operate in a very efficient manner, since 
the output amplitude is not varied. 

The transmitter shown in Fig. 33 is one of two types in common use 
at present. The other, developed by Armstrong, 51 makes use of phase 
modulation, in that the audio signal is first used to phase-modulato a 
200-kilocycle wave. This phase-modulated wave is then put through 
frequency-multiplier circuits until the original frequency deviations 
have been amplified by several thousand, and the average frequency is 
brought to about 100 megacycles. The circuit has some interesting 
features that throw considerable light on the process of frequency 
modulation, and reference to the original description is well worth 
while. 

A typical receiving circuit is indicated in Fig. 34. The incoming 
frequency-modulated signal is converted to a lower, or intermediate, 
frequency, which is then amplified and passed through an amplitude- 


* The plate circuit of the reactance tube is a parallel current path across the tuned 
circuit. The grid voltage is maintained 90 degrees out of phase with the plate voltage by 
proper selection of the values of the resistance and the capacitance connecting the two. 
Consequently, the plate current contains a component 90 degrees out of phase with the 
plate voltage, and the tube therefore acts as a reactive load across the tuned circuit. This 
reactance can be changed at an audio-frequency rate by introduction of an audio signal 
at the control grid. 

81 E. H. Armstrong, “A Method of Reducing Disturbances in Radio Signalling by a 
System of Frequency Modulation.” I.R.E. Proc., 24 (1936), 692-696. 



766 


MODULATION , DEMODULATION , DETECTION [Ch. XII 


limiting circuit that removes any amplitude modulation introduced by 
interference from noise or other signals during transmission. After the 
removal of amplitude modulation by the limiter, the signal is passed 
through a frequency-sensitive network, the discriminator , which 
converts the frequency variations to amplitude variations. The result¬ 
ing amplitude-modulated signal is then rectified and amplified in the 
same way that any other amplitude-modulated signal is, except that a 
frequency-weighting circuit described in Art. 18d is commonly used. 

18 c. Frequency-Modulation Spectra. As is indicated by Eq. 178 , the 
frequency-modulated signal wave contains a carrier frequency and 
side frequencies, just as does the amplitude-modulated wave. How¬ 
ever, the relationships between the number of components and the 
frequency interval between them in the modulating and modulated 
waves are quite different in the two types of modulation. In amplitude 
modulation, a sinusoidal modulating wave results in the production of 
only one side frequency on each side of the carrier ; in frequency modu¬ 
lation it generally results in a large number. 

The spectrum of a frequency-modulated signal may be obtained 
from Eq. 178, rewritten in the form 


€ jl = .7 0 (<3) cos o) c t + J x (6) cos ( (o e + wjt — J x (6) cos (o> e — ajjt 


-f J 2 W cos (co e + 2co m )t + J 2 (d) cos (o> e - 2c ojt + 
where 

^ Frequency deviation, Aw e /(27r) 
Modulating frequency, 


[181] 


►[182] 


and the frequency deviation Acu f /(27r) is half the difference between the 
maximum limits between which the instantaneous frequency of the 
modulated wave varies. 

For example, let 

^ _ 100 kilocycles _ ^ 

4 kilocycles 


[183] 


Then the coefficients J n (d) have the values 52 as a function of n shown 
in Fig. 35a. The solid curve is a plot of J n { 25) for continuous values of 
n , and the vertical lines are drawn at each integral value of n. The 
amplitudes of the frequency components in Eq. 181 are found by 
means of this curve and may be plotted as shown in Fig. 35b. The 
interval between the components in the spectrum is equal to the 
modulating frequency. 

# * E. Jahncke and F. Emde, Tablet of Functions with Formulae and Curves (3rd ed.; 
Leipzig: B. G. Teubner, 1938), 171-179. 
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The sDectra of frequency-modulated signals for several values of the 

S^iBheld^nstant while the 

observe the amphtude of the carrier relative to that of the side 
frequencies as the modulation index is varied. For a certain value 
the^modulation index, the carrier amphtude disappears entirely from 
the resultant frequency-modulated wave. 



II. 



Fig. 36. Bessel functions and frequency-modulation spectrum for a 
modulation frequency of 4 kilocycles and a frequency deviation of 

100 kilocycles. 


18d. Interference. The primary advantage of frequency modulation 
as a means of communication is its relative freedom from inter¬ 
ference. 63 In this connection, interference is to be interpreted as the 
presence of extraneous audio-frequency power in the output of the 
receiver as a result of a variety of causes, among which are atmospheric 
disturbances (static), noise from thermal agitation in tubes and 

68 In this article free use is made of the results of a doctoral dissertation. D. Pollack, 
Interference between Stations in Frequency-Modulation Systems (unpublished doctoral 
dissertation, Massachusetts Institute of Technology, Cambridge, Massachusetts, 1940), 
42-64. See also 0. E. Keall, “Interference in Relation to Amplitude-, Phase-, and 
Frequency-Modulated Systems,” Wireless Engr., 18 (1941), 6-17, 56-63; S. Goldman, 
“F-m Noise and Interference,” Electronics, 14 (August, 1941), 37-42; L. B. Arguimbau, 
Vacuum-Tube Circuits (New York: John Wiley <fe Sons, Inc., 1948), 523-533. 
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Fig. 36. Frequency-modulation spectra for different modulation 

indices.* 


• This diagram is adapted from Balth van der Pol, “Frequency Modulation,” I.R.E. 
Proc., 18 (1930), Fig. 2, p. 1200, and Fig. 3, p. 1201, with permission. 
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reduction of interference is basically a problem that involves the 
transient behavior of the communication system, since most of the 
causes are nonperiodic. However, an approach based on steady-state 
behavior yields some results, and the discussion that follows is an 
analysis of one of the simpler causes of interference, namely, the 
simultaneous reception of two unmodulated carrier waves whose 
frequencies are so close together that neither is suppressed by the 
tuned circuits of the receiver. The amount of such interference is com¬ 
pared in the amplitude-modulation and frequency-modulation 
systems of communication. 

The simultaneous reception of two unmodulated carrier waves at a 
receiver results in an input voltage that is the sum of the two waves. 
This sum may be shown vectorially, as in Fig. 37. For simplicity, it is 
assumed here that one signal wave—the desired one—has unit ampli¬ 
tude and that the other—the interfering wave—has an amplitude a. 
Thus a is the ratio of the amplitudes. The angular frequencies of the 
two waves are co e and oj c -f respectively. The assumption is also 
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made that the amplitude a of the interfering signal is smaller than 
unity and that the difference angular frequency co d is small compared 
with that of the desired signal co e . 

The desired signal may be represented by the projection on a 
stationary axis of a unit vector OA rotating about the origin with an 
angular frequency o> e , and similarly for the interfering signal. The 
instantaneous value of the result, which is merely the sum of the pro¬ 
jections of the two vectors, is 


e(t) = cos a> c t + a cos (co c + (o d )t . [ 184 ] 

Alternatively, however, the instantaneous value of the combination 
may be considered as the projection of the vector that results from the 
addition of the two vectors OA and OB, as indicated in Fig. 37—that 
is, as the projection of the vector OC. This vector may also be recog¬ 
nized as the resultant of a unit vector OA of angular velocity a> c and a 
vector AC of length a rotating about the tip of OA at an angular 
velocity (with respect to the vector OA, not with respect to the 
stationary co-ordinates). Considered in this way, the resultant instan¬ 
taneous value may be described by 


where 


e(f) = V(\ -f a cos oj d t) 2 + (a sin ojJ) 2 cos ( a) e t -j- <j>), 


. . . flsinw^ 

<f> = tan" 1 --—. 

1 -|- a cos a )/ 


►[185] 

►[186] 


The quantity V(l + a cos (o d t) 2 -|- (a sin (o d t) 2 may be thought of as 
the “instantaneous amplitude,” and, in accordance with Art. 2, the 
“instantaneous angular frequency” is given by 


J t (a >'t + 4) = a,'+ ^t. ►[187] 


The representation in Eqs. 185 and 186 is exact, because it can be 
shown that the equations are mathematically identical with Eq. 184. 
Although, mathematically speaking, the wave is more complicated 
than a simple sinusoid, the concepts of instantaneous amplitude and 
instantaneous frequency are nevertheless useful, because the difference 
frequency is small compared with the frequency a> c /(27r), from which 
fact it follows that neither <f> nor the length of OC changes appreciably 
during any one revolution of the vectors about the origin. The instan¬ 
taneous amplitude and frequency are functions of time, but they vary 
slowly in comparison with the rate at which the function as a whole 
varies. Consequently, the function is nearly sinusoidal during any one 
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TYi^Hnla.tion or frequency modulation will respond to it. 
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amplitude-modulation receiver, the detector (assumed 
linear diode type) responds to the envelope of the wave. Inasmuch as 
the term cos (£ + +) varies rapidly in comparison w.th the vanatiOM 
in the instantaneous amplitude, the instantaneous amplitude is 
essentially the maximum value of «(<) in the imme Jate nejghborlmod 
of the time /, and it therefore represents the envelope. If a is small 
compared with unity, the instantaneous amplitude (or thee^elopo) » 
given, to a close approximation, by 1 + a cos Thus the output of 
the amplitude-modulation receiver is practically the same as if the 
original desired signal were amplitude-modulated by a modulation 
factor a at an angular frequency <o d equal to the difference frequency. 
The ratio of the amplitudes a is therefore the fractional utilization ol 
the full range of the output that corresponds to the full permitted 
range of the modulating signal at the input of the system. A corre¬ 
sponding quantity, indicative of the interference for a frequency- 
modulation system, is developed subsequently. 

When the wave represented by Eqs. 185 and 186 is received by a 
frequency-modulation receiver, the changes in frequency, not in ampli¬ 
tude, are responsible for the output amplitude. In the frequency- 
modulation receiver, the passage of the wave through the limiter 
shown in Fig. 34 produces essentially a square wave that crosses the 
axis at the same instants as the original wave and has the corre¬ 
sponding instantaneous polarity at all times. The limiter thus intro¬ 
duces extraneous high frequencies that are not essential, but these are 
eliminated by a fairly broad filter tuned to the intermediate frequency, 
and the output is then frequency-modulated with no amplitude modu¬ 
lation. In passing through the discriminator, the frequency variations 
are converted into amplitude variations; the relation between the 
amplitude of the output and the deviation of the instantaneous 
frequency from the mean value at the input is linear in the dis¬ 
criminator. When a is small compared with unity, Eq. 186 becomes 


6 = tan -1 — a Sm ^ ^ tan -1 (a sin a> d t) & a sin co d t. 
1 + fl cos co J, 


[188] 


• This point of view is useful in analyzing the distortion in single-sideband transmission 
and in beat-frequency oscillators. 
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The instantaneous frequency from Eq. 187 is then 



^ — (oj c -f- d(i) d cos (O d t). 
Ztt 


[189] 


The instantaneous frequency therefore contains a sinusoidal term 
having a frequency equal to the difference frequency of the two original 
waves, and the output of the discriminator has an envelope whose 
variations are proportional to the variations in the instantaneous 
angular frequency au) d cos ojJ. The amplitude of the output of the 
linear diode detector corresponds to the envelope of the wave out of 
the discriminator. Consequently, it too is proportional to au) d cos oj d t. 
The audio output therefore has an amplitude proportional to aoj d and 
a frequency w d /(27r). 

In the frequency-modulation system, linearity between input and 
output is established by design for operation within the limits of a 
certain frequency deviation, which, for a typical system, is ±75 kilo¬ 
cycles. Thus a frequency deviation of ±75 kilocycles is the maximum 
permitted, just as 100 per cent modulation is the maximum permitted 
in an amplitude-modulation system. A deviation of ±75 kilocycles 
corresponds to the full permitted range of the modulating signal at the 
input of the system. The fractional utilization of this full range by the 
interfering signal in the example considered here is then ao> d /(2tr x 75), 
as far as the amplitude of the audio-frequency output is concerned. 
But the maximum frequency passed by the audio system, even in 
high-fidelity audio systems, is perhaps 15 kilocycles. Consequently, the 
fraction of the full output of the receiver utilized by the interference 
cannot be more than (15/75)a or (1/5)a for the frequency-modulation 
system, whereas it is a for the amplitude-modulation system. Evi¬ 
dently the use of a wider permitted frequency deviation would result 
in a reduction of the interference by an even larger factor. 

In practice, interference is further reduced by the use of so-called 
pre-empliasis circuits that increase the high-frequency audio com¬ 
ponents before the modulation process and reduce them in the audio¬ 
frequency part of the receiver. This procedure is the same as that used 
in phonograph recording to reduce “scratch” and in the sound channel 
of television systems to reduce noise. The method is based on the fact 
that, for most audio programs, most of the power is contained in the 
low frequencies, so that multiplying all high-frequency components by 
a factor proportional to the frequency docs not materially increase the 
peak amplitude. A weighting factor of V 1 ± (//2,100) 2 has been found 
to be a good compromise. This factor corresponds, for example, to the 
fractional variation with frequency of the voltage across a series com¬ 
bination of inductance and resistance when it is fed with constant 
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arrmlitude of current and its time constant is 1/(2 tt X 2,100) second, 
or S microseconds. The use of such a factor does not appreciably 
- Dea k amplitude of a signal wave; but, if noise or inter 

ference having power or energy uniformly distributed with respect to 
frequency is combined with the signal at some pomt in the system the 
use of the reciprocal weighting factor at the receiver enormously 
reduces the interfering power at the output while merely restoring the 
signal to its original unweighted distribution of power. 

Further reasoning of this sort may be used to determine the inter- 
ference between two frequency-modulated signals, but the analysis is 
not simple. The results may be summarized by the statement that, in 
an ordinary amplitude-modulation broadcast radio system, to reduce 
the interference to one per cent, the amplitude of the interfering signa 
must be reduced to ^ that of the desired signal, whereas in a 
frequency-modulation system a ratio of £ is sufficient. 

In a similar way, it can be shown that static and thermal noise cause 
less interference in a frequency-modulation system. This reduction in 
noise has made the introduction of high-fidelity systems feasible, so 
that frequency-modulation systems can be made to operate with a 
15 -kilocycle audio band without appreciable noise in the output. 


PROBLEMS 

1. Figure 38 shows a Class C amplifier modulated by a Class B push-pull 
amplifier. The ratings of the tubes for the particular plate-supply voltages and 
conditions of operation are: 

Type 1 

As Plate-Modulated R-f Power Amplifier—Class C Telephony. 

Carrier conditions (no speech input) for use with a maximum modulation 
factor of 1.0. 

Direct plate voltage = 1,000 volts 
Direct plate power input (E b I „) = 175 watts 
Plate dissipation = 67 watts. 

Type 2 

As A-J Power Amplifier and Modulator—Class B. 

Values are for two tubes in push-pull. 

Direct plate voltage = 750 volts 
Maximum signal power output = 90 w atts 
Effective load resistance (plate-to-plate) = 6,400 ohms. 

For analysis it may be assumed that (1) the Class C amplifier is so adjusted that 
the average component and the fundamental radio-frequency component of plate 
current in the Type 1 tube vary directly with the average plate voltage during a 
radio-frequency cycle, (2) the plate efficiency is constant during an audio-frequency 
cycle, and (3) the efficiency of the modulating transformer is 90 per cent. 
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(a) What maximum percentage modulation may be produced in the output 
current? 

(b) What ratio of total primary turns to secondary turns should the modulating 
transformer have? 

(c) What maximum power output in the carrier and side bands may be pro¬ 
duced if the efficiency of power transfer through the tuned circuit to the 
coupled load is 90 per cent? 



Fig. 38. Class C plate-modulated r-f amplifier circuit for Prob. 1. The 
circuit has been simplified for clarity. 

2. A Type 6H6 diode is used in the circuit of Fig. 16 as a linear detector. In the 
circuit, R l is 100,000 ohms. R g is 250,000 ohms, C e is 0.1 ni, and C, is 100 w f. 
The carrier voltage is 10 volts rms at 10 6 cps and the modulating frequency is 10 3 
cps. 

(a) What is the limiting value of the percentage modulation above which the 
harmonic generation produced by the detector increases rapidly? 

(b) What changes in the parameters would you recommend in order to increase 
this limiting value? 
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3. If the function /«, represente the voltage of an arbitrary audio-frequency 

signal, the equation e = AJi i + £)/«)] cos aj c t, 

Esssrcsna essms*, .£—- 

unity. 

4. The voltage impressed between the grid and cathode of the Van der Bijl 
modulation circuit of Fig. 25 is assumed to have the form 

t 9 = 0.5 cos c > c t + 1.0 cos a > m t volts, 

given with sufficient accuracy by the relation 

*» — f * («. + %) am p- 

m the circuit, the plate-voltage supply E» is 33 volU »d the^bi^ volugefi 
U -1.6 volts. Although the circuit parameters actually are chosen as discussed m 
Art. 12, the load for the tube may be considered to be a pure resistance of 20,000 
ohms for purposes of analysis. 

(a) Sketch the tube characteristic and show the operating conditions. 

(b) Determine the numerical values of the coefficients in the relation 

«p = D i e o + B 2 e t 2 ' 

which expresses the output voltage e p in terms of t g . 

(c) Show that a portion of the output has essentially the form of an amplitude- 
modulated wave. Determine the magnitude of the carrier output in volts 
and the per cent modulation. 

(d) If now the voltage impressed between the grid and the cathode is changed 
to the form 

e 9 = 0.5(1 + m cos cajt) cos to c t volts, 

show that the circuit operates as a square-law detector. 

(e) Determine the magnitude of the audio-frequency component in the output 
voltage having the angular frequency w m and the per cent second harmonic 
of this frequency when the signal of (d) is 20 per cent and 100 per cent 
modulated. 


5. An amplitude-modulated voltage wave 

e = E( 1 + m cos a > m t) cos a > e t 

is transmitted to a receiver where it is demodulated by a square-law detector 
whose current-voltage characteristic is 

i = Are 2 . 

What is the audio frequency in the detector output when 

(a) one side frequency is eliminated from the transmitted wave? 

(b) both side frequencies are eliminated from the transmitted wave? 

(c) the carrier is eliminated from the transmitted wave? 
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6. In carrier-communication systems, which involve essentially the same prin¬ 
ciples as those for radio communication, the carrier is customarily suppressed at 
the sending end and supplied again at the receiving end before demodulation. 
Assuming a square-law detector, 

(a) If both side bands are transmitted, show that for minimum audio-frequency 
distortion the carrier at the receiving end must be supplied in its original 
phase position relative to the side-band frequencies. Demonstrate this 
fact for an original amplitude-modulated carrier of the form 


e = A e ( 1 -f m cos c o m t) cos a> e t. 


and show specifically what would result after demodulation if the supplied 
carrier were given as 


B cos 


(“** + !)• 


(b) On the other hand, if one side band in addition to the carrier is suppressed 
before transmission, show that the phase of the supplied carrier may have 
any value without noticeably affecting the quality of the demodulated 
output in the steady state. 



<10‘«-5.000)'v 
<a> Radio transmitter 


Antenna 



0.8 x 10‘~ Loud 

speaker 

tb> Superheterodyne radio receiver 


Fig. 39. Block-diagram representation of a typical radio-broadcast 
transmitter and receiver for use with Prob. 8. 
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_ A nroDOsal is made to transmit information by modulation of a carrier 
followed by suppression of all frequencies l^^'oscMator at the 

,b) 5EZ to to* of to.U io i- upon to M-O 

output. 

8. Figure 39 shows in block-diagram form the general arrangement of the units 
in a radio-broadcast transmitter and a superheterodyne receiver. The modulators 
2 d the d" may be assumed to work as simple nonlinear -ist.ve elemen^ m 
series with the voltage sources and a resistive load. The nonlinear current-vo g 
characteristic of these devices may be assumed to be of the form 

i = OjC + <V 2 » 

where t and e are the current and terminal voltage, respectively, of the nonlinear 

^Determine all frequencies present at each of the eight points numbered in circles 
on the figure if 

(a) there is no audio frequency input at the transmitter, 

(b) an audio-frequency signal of 500 cps is impressed, 

(c) audio-frequency signals of 100 and 4,000 cps are simultaneously impressed. 


9. A 100 -megacycle-per-second carrier wave is frequency modulated by a 
3 -kilocycle-per-second sinusoidal audio modulating signal. The maximum 
frequency deviation is ±75 kilocycles per second. 

(a) Determine the modulation index 6. 

(b) Plot the coefficients J n {6) as a function of n. 

(c) Plot the frequency spectrum of the frequency-modulated wave. 

(d) Repeat (a), (b), and (c) for a 15 -kilocycle-per-second signal, when the 
carrier and maximum deviation frequencies remain as before. 



CHAPTER XIII 


Semiconductor Rectifiers and Transistors 

Semiconductors, 1 which are solids having a resistivity intermediate 
between that of an insulator and a metal, were used as detectors in 
radio receivers for years prior to the development of the electron tube. 
When that tube became available, however, the semiconductors were 
virtually abandoned because of the electron tube’s ability to amplify 
and because of the difficulty of producing semiconductor devices with 
predetermined stable electrical characteristics. Recently, with the 
extension of radio and radar transmission into the microwave region, 
the unique properties of semiconductors have been again and further 
exploited by intensive research into the electrical properties of the 
solid state. This research has revealed many possibilities for replace¬ 
ment of electron tubes by rugged solid-state devices that may well 
have indefinitely long life. Thus, semiconductor rectifiers, photo¬ 
sensitive devices, and amplifiers are finding increased use as their 
development proceeds. In particular, the transistor , 2 which is a semi¬ 
conductor amplifying device, has marked advantages over the electron 
tube for many applications. It is much smaller in size, requires no 
cathode heating power or warm-up time, has higher efficiency of 
power conversion, operates with much less direct input power, is free 
from microphonic troubles, and has potentially extremely long life. It 
does have the present disadvantages, however, of greater noise, lower 
frequency range, smaller power output, and lower permissible ambient 
temperature, which render it impractical for many purposes for which 
electron tubes are suited. 

1. Conduction in semiconductors 

For an explanation of the operation of semiconductor devices, at 
least a qualitative understanding of electronic conduction in solids is 
necessary. The discussion of conduction in metals in Art. 2, Ch. II, 
points out that when atoms are packed tightly together in a solid, the 
energy levels of the individual atoms expand into bands. Energy level 
diagrams showing such bands in various solids are given in Fig. I. 

1 G. L. Pearson, “The Physics of Electronic Semiconductors,” A.I.E.E. Trans., 66 
.(1947), 209-214. 

* J. Bardeen and \V. H. Brattain, "The Transistor, A Semi-Conductor Triode,” Phys. 
Rev., 74 (1948), 230-231; J. A. Morton, "Present Status of Transistor Development,” 
B.S.T.J., 31 (1952), 411-442; R. F. Shea, Editor, Principles of Transistor Circuits 
(New York: John Wiley & Sons, Inc., 1953). 
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Fig. 1. Energy-level bands in solids. 


band into a permitted level in an unfilled band. When such escape 
does take place, the electron can drift in an externally applied electric 
field and contribute to electrical conduction through the solid. 
Furthermore, the vacancies left in the formerly filled band, called 
holes , can also drift in the electric field and contribute to the con¬ 
duction just as though they were electrons with a positive instead of a 
negative charge. As the temperature of the insulator is increased from 
absolute zero, the added thermal energy tends to impel some of the 
valence electrons to jump the gap of forbidden energy levels and 
occupy unfilled levels above, leaving holes in the filled band. Drift of 
these electrons in one direction and of holes in the other could take 
place and constitute a conduction current, but the conductivity of 
such an insulator is small at ordinary temperatures because the for¬ 
bidden region is so wide that only a negligible fraction of the thermally 
excited electrons can escape across it. 

In a metal , the band of energy levels corresponding to the valence 
electrons is completely filled at a temperature of absolute zero, but a 
band of permitted and unoccupied levels overlaps it. Transfer of the 
valence electrons into these unoccupied levels takes place frequently 
when the temperature is raised. Electric conduction through motion of 
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electrons occupying levels in this conduction band then occurs readily, 
and the conductivity is large. 

In an electronic semiconductor , the energy-level distribution is 
similar to that of an insulator, as is shown in Fig. 1, but either the 
forbidden-energy gap is small compared with the thermal energy of 
electrons at room temperature, or additional allowed energy levels lie 
in the otherwise forbidden region. These additional energy levels are 
associated with the presence of impurities or of imperfections in the 
crystal lattice of a pure substance. Semiconductors generally fall into 
three classes. In an intrinsic semiconductor , the forbidden energy 
region is so narrow that even at room temperature appreciable 
numbers of thermally excited electrons can transfer across it. Electric 
conduction then takes place through simultaneous motion of holes and 
electrons. In an n-type extrinsic semiconductor , also called a donor and 
an excess type, localized impurity or imperfection levels that are filled 
at a temperature of absolute zero lie near the top of the otherwise for¬ 
bidden region. Germanium having a small amount of antimony as an 
impurity is an example of an n-type semiconductor. When the tem¬ 
perature is elevated to room temperature, the thermal excitation of 
electrons from these levels into the unfilled band above is almost com¬ 
plete and can cause appreciable conductivity through drift of electrons 
alone. Finally, in a p-type extrinsic semiconductor , also called an 
acceptor and a defect type, impurity or imperfection levels that are 
unoccupied at a temperature of absolute zero lie near the bottom of the 
otherwise forbidden region. Germanium having a small amount of 
gallium or aluminum as an impurity is an example of a p-type semi¬ 
conductor. At room temperature electrons are thermally excited from 
the filled band into almost all of these unoccupied levels and leave 
holes that can drift in an electric field and constitute a current. P -type 
and n-type semiconductors may be distinguished experimentally 
through the fact that the sign of the Hall 3 effect for one is opposite to 
that for the other. Generally, an impurity semiconductor contains 
some of both types of impurity, but one or the other predominates, 
and designation of the type is made accordingly. Since thermal 
excitation of electrons is an essential factor in the conductivity of semi¬ 
conductors, the electrical characteristics of most practical semi¬ 
conductor devices are markedly dependent on temperature. 


2. Semiconductor rectifiers 

The special properties of a junction between a metal and a semi¬ 
conductor are employed in a large class of rectifying devices. One type 

» Olof Lindberg, “Hall Effect,” I.R.E. Proc., 40 (1952), 1414-1419. 
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Fig. 2. 
current 


(b) Cross section (0 Typical current-voltage characteristic 

Germanium crystal diode. Rated maximum average anode 
— 40 ma. Rated maximum peak inverse voltage = 00 volts. 
(Adapted by courtesy of Sylvania Electric Products, Inc.) 


When the wire is positive in a typical diode, conduction of a par¬ 
ticular value of current takes place at a lower voltage drop than when 
the semiconductor crystal is positive, and the over-all relation of 
current and voltage is correspondingly nonlinear, as is illustrated in 
Fig. 2c. In contrast to the vacuum diode, the point-contact crystal 
diode conducts an excessive reverse current upon application of an 
inverse voltage of a few tens of volts. This inability to withstand 
'inverse voltage, the limitation on its forward-current rating imposed 
by the smallness of the contact area of the wire point, and the marked 
temperature dependence of its current-voltage characteristic are the 
chief disadvantages of the point-contact crystal diode as a power 
rectifier. Its major advantages over the vacuum diode for other uses 


4 E. C. Cornelius, “Germanium Crystal Diodes,” Electronics, 19 (February, 1946), 118- 
123; H. C. Torrey and C. A. Whitmer, Crystal Rectifiers, Massachusetts Institute 
of Technology Radiation Laboratory Series, Vol. 15 (New York: McGraw-Hill Book 
Company, Inc., 1948). 
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are its greater compactness, lack of need for an external source of 
cathode heating power, lower effective capacitance (a value of 1 
micromicro-farad is typical), and much smaller transit time, all of 
which are particularly important features for high-frequency applica¬ 
tions. Point-contact silicon diodes are effective rectifiers at frequencies 
as high as 25,000 megacycles per second. 

A second type of semiconductor rectifier is the so-called barrier- 
layer y or metallic , rectifier. The selenium rectifier shown in Fig. 3 is an 



Insulating 
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Barrier 
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Front 

electrode 



(a) Cross section 


(b) Typical current-voltage characteristic 


Fig. 3. Selenium rectifier. (Adapted by courtesy of Federal Telephone 

and Radio Corporation.) 


important example. 6 In it rectification takes place at the barrier layer 
between a front plate of sprayed metal and a thin selenium 
covering a back plate of steel. Conduction of a particular value of 
current occurs at a lower voltage drop when the semiconductor, 
selenium, is positive with respect to the front plate than for the 
opposite polarity. Thus the semiconductor is to be regarded as the 
anode and the front plate as the cathode. The direction of the current 
for the lower voltage drop in this barrier-layer rectifier is therefore 

• E. A. Richards, "The Characteristics an<£Applications of the Selenium Rectifier,” 

I. E.E.J. (Part II), 88 (1941), 423-442; C. A. Clarke, "Selenium Rectifier Characteristics, 
Applications, and Design Factors,’’ Electrical Communication, No. 1, 20 (1941), 47-08; 

J. E. Yamack, "Selenium Rectifiers for Closely Regulated Voltages,” Electronics, 14 
(September. 1941), 46-49. 
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(a) Construction 


G-10/l 



(b) Characteristics 


Fig. 4. Germanium power rectifier and current-voltage characteristics.* 


range of ambient temperature to which they are suited is limited. 
Since excessive current in either direction tends to overheat the recti¬ 
fier through internal power loss, the alternating voltage and current 
that one disc will rectify are limited. For rectifying higher voltages, the 

• L. O. Grondahl and P. H. Geiger, "A New Electronic Rectifier,” A.I.E.E.J., 46 
(1927), 216-222; A. L. Williams and L. E. Thompson, “Metal Rectifiers,” I.E.E.J. 

(Part I), 88 (1941), 353-383. . „ 

7 R. N. Hall and W. C. Dunlap, "P-N Junctions Prepared by Impurity Diffusion, 
Phys. Rev., 80 (1950), 467-468; F. J. Lingel, "Germanium Power-Rectifier Construction," 
Electronics, 25 (June, 1952), 210-212; L. D. Armstrong, "P-N Junctions by Impurity 
Introduction through an Intermediate Metal Layer,” I.R.E. Proc., 40 (1952), 1341- 
1342; R. N. Hall, "Power Rectifiers and Transistors,” I.R.E. Proc., 40 (1952), 1512-1518; 
C. L. Rouault and G. N. Hall, “A High-Voltage Medium-Power Rectifier,” I.R.E. Proc., 
40 (1952), 1519-1521. 

8 G. L. Pearson and B. Sawyer, "Silicon P-N Junction Alloy Diodes,” I.R.E. Proc., 40 
(1952), 1348-1351. 

* The diagram of the construction is taken from F. J. Lingel, "Germanium Power- 
Rectifier Construction,” Electronics, 25 (June, 1952), Fig. 2, p. 212, with permission. The 
characteristic curves are reproduced with the permission of the General Electric Company. 
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discs are stacked in series; for higher current, they are connected in 
parallel. Because of their simplicity and low cost, semiconductor 
rectifiers are widely used, particularly for heavy currents at low 
voltage. 


3. Types of transistors 9 


Transistors fall generally into two classes, the point-contact type and 
the junction type. The schematic configuration of a representative 
point-contact transistor is shown in Fig. 5a. It comprises two closely 

Emitter Collector 

Emitter Collector 




(a) Point-contact type (b) Junction type 

Fig. 5. Schematic structures and symbols for transistors. 


(c) Symbol and reference 
directions 


adjacent rectifying point contacts on the same small wafer of semi¬ 
conductor, such as n-type germanium, and a third common connection 
to a larger area on the body of the semiconductor. Thus, it resembles 
two rectifying semiconductor diodes utilizing the same germanium 
crystal. Pointed wires as small as 0.002 inch in diameter are used as 
contacts and are spaced as close as 0.002 inch apart. The surface of the 
crystal is etched and oxidized, and an electrical forming treatment is 
given one of the contacts to improve the characteristics. The structure 
is ordinarily imbedded in wax or plastic to provide mechanical 
stability, and is spmetimes enclosed in a metal cylinder connected to 
the semiconductor. One contact is designated the emitter , and the 
other the collector , for reasons that become apparent subsequently, 
and the germanium wafer is termed the base. 

9 The chief sources from which the facts on transistors in the remainder of this chapter 
are drawn are: J. A. Becker and J. N. Shive, "The Transistor—A New Semiconductor 
Amplifier,” E.E., 68 (1949), 215-221; R. M. Ryder and R. J. Kircher, "Some Circuit 
Aspects of the Transistor,” B.S.T.J., 28 (1949), 367-401; W. Shockley, Electrons and 
Holes in Semiconductors (New York: D. Van Nostrand Company, Inc., 1950); R. L. 
Wallace, Jr. and W. J. Pietenpol, "Some Circuit Properties and Applications of n-p-n 
Transistors," I.R.E. Proc., 39 (1951), 753-767; W. Shockley, "Transistor Electronics: 
Imperfections, Unipolar and Analog Transistors,” I.R.E. Proc., 40 (1952), 1289-1313. 
An additional general reference is R. F. Shea, Editor, Principles of Transistor Circuits 
(New York: John Wiley A Sons, Inc., 1953). Other references are cited as used. 
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possible. The center region of P;*™? g ermamu ® “ * ions is the 

and may be less than 0.001 inch thick; one of the n-type g 

emitter and the other the collector. _ f 

Amplification by a transistor depends upon the P^nomeno^o 

controlled injection of so-called minority c ^ ,e ”fVof alH ansistors 
tact or junction. To provide this inject.on, the emitter of all trans.stom 

is ordinarily biased in the forward-current direction, as on the charao 
teristic in Fig. 2c, and the collector is ordinarily biased »i the reverse 
current direction so that a few milliamperes flow at each electrode^ 
Thus the emitter-to-base resistance is small compared 
collector-to-base resistance. The emitter of a point-contact transistor 
containing an n-type semiconductor, for example, is biased positively 
for transistor action, and the current at the emitter contact is carried 
primarily by holes, instead of by electrons, which are the majority 
carriers in an n-type semiconductor. In other words, the current in the 
base material immediately adjacent to the emitter contact results 
primarily from the motion of holes, which are minority carriers in this 
instance. The negative collector attracts the positive holes thus 
injected by the emitter. Most of the holes travel to this near-by 
collector, and the corresponding current returns to the emitter throug 
a load connected in series with this electrode, rather than through the 
more remote base connection. Thus, a large fraction of the emitter 
current flows through the collector circuit, and a change in the emitter 
current caused by a signal results in a change in the collector current. 
In fact, for reasons not fully understood, the change in collector 
current can be larger than the change in emitter current causing it, and 
some current amplification from the emitter circuit to the collector 
circuit can occur. Even when the change in collector current is smaller, 
however, considerable voltage and power amplification can take place 
because of the difference in internal impedances between the emitter 
and base and the collector and base. Since the emitter-to-base resis¬ 
tance is comparable to the low forward resistance of a crystal diode, 
but the collector-to-base resistance is comparable to the much larger 
reverse resistance, the collector and base terminal pair may be matched 
to a load resistance that is much larger than the emitter-to-base 

10 W. Shockley, M. Sparks, and G. K. Teal, “p-n Junction Transistors,” Phys. Rev., 
83 (1951), 151-162; R. R. Law, C. W. Mueller, J. I. Pankove, and L. D. Armstrong, ‘‘A 
Developmental Germanium P-N-P Junction Transistor,” I.R.E. Proc., 40 (1952), 
1352-1357. 
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resistance, and the power and voltage drop produced in this load 
by a particular increment of current is much larger than the power 
and voltage drop produced by approximately the same increment of 
current at the emitter and base terminal pair. 

The behavior of the junction-type transistor is perhaps best under¬ 
stood if the emitter and collector voltages are first considered to be 
applied separately. For this discussion the transistor is assumed to be 
an n-p-n junction type, and the transistor materials are assumed to 
be such that electrons predominate as current carriers in the n-type 
emitter and collector regions and that the density of the holes present 
there is very much smaller than the density of the electrons. Also, it is 
assumed that holes predominate as carriers in the p-type base region 
and that the density of electrons available for conduction in this region 
is much smaller. If a positive voltage is applied to the collector while 
the emitter is disconnected, electrons that are prevalent as current 
carriers in the collector material are held there and cannot reach the 
base region, just as electrons do not leave a thermionic cathode in an 
electron tube when it is held at a positive voltage with respect to the 
adjacent electrodes. Likewise, holes, which are the majority carriers in 
the base region, cannot reach the positive collector. Hence, only a 
small current, which is caused by the thermal production of electron- 
hole pairs, as in an intrinsic semiconductor, flows in the collector 
circuit. In other words, a positive collector voltage biases the collector 
of an n-p-n type transistor in the reverse-current direction, as is 
required for amplification. 

Similarly, if a positive voltage is applied to the emitter while the 
collector is disconnected, little emitter current results. But as the 
positive emitter voltage is reduced, some of the electrons in the emitter 
can travel against the retarding field and reach the base, whereupon 
the current corresponding to them returns through the base con¬ 
nection. At the same time, holes in the base region can flow into the 
emitter. In an actual n-p-n transistor, however, the density of the 
hole carriers in the base region is made much smaller than the density 
of the electron carriers in the emitter region—the conductivity of the 
emitter region is much larger than that of the base region. Conse¬ 
quently, the rate at which holes flow into the emitter is small, and the 
emitter current is essentially a current of electrons into the base. This 
current increases as the emitter bias is changed from positive to 
negative values. Thus a negative emitter voltage biases the emitter of 
an n-p-n type transistor in the forward-current direction, as is required 
for amplification. If the transistor were of the p-n-p type, a positive 
emitter-bias voltage and a negative collector-bias voltage would be 
required for amplification. 
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rather than to return through the remote base connect.om Hence. the 
collector current almost equals the emitter current, and the base 
current is comparatively small. A relatively large current at a high 
impedance level in the collector circuit is thus controlled an al ™ 08 ‘ 
equal current in the low-impedance emitter circuit or by a much 
smaller current in the base circuit, and power and voltage gamresult. 
The emitter may be likened to the cathode of an electron tube, the 
collector to the plate, and the base to the grid, for the base current is 
smaU and the base-to-emitter voltage essentially controls the 


collector current. . . r . . . . 

The physical phenomena at the metal points of a point-contact 

transistor have many characteristics in common with those at the p-n 
junctions in a junction-type transistor, but additional factors enter 
into their explanation. In particular, the conditions conducive to 
effective electron or hole injection depend upon the surface energy 
states in which electrons can be tightly bound at the surface of the 
semiconductor , 11 and to some extent upon the work functions of the 
materials. Though the reasons for the existence of a current amplifica¬ 
tion greater than unity are not entirely clear, several theories have 
been advanced . 12 A forming process, which consists of the application 
of momentary excessive current at the collector and which increases 
the current amplification, is believed to result in formation of a p-n 
junction under the contact through localized heating . 13 

The point-contact and junction transistor triodes previously 
described are the basic types of transistors. Other types that have 
special properties have been developed or proposed. One such type is a 
p-n-p-n junction transistor tetrode, which is especially suited for 


n J. Bardeen, "Surface States and Rectification at a Metal Semiconductor Contact,” 
Phya. Rev., 71 (1947), 717-727; W. H. Brattain and J. Bardeen, "Nature of the Forward 
Current in Germanium Point Contacts," Phya. Rev., 74 (1948), 231-232; J. Bardeen and 
W. H. Brattain, "Physical Principles Involved in Transistor Action," Phys. Rev., 75 
(1949), 1208-1225. 

18 W. Shockley, "Theories of High Values of Alpha for Collector Contacts on Ger- 
manium," Phya. Rev., 78 (1950), 294; W. R. Sittner, "Current Multiplication in a Type-A 
Transistor," I.R.E. Proc., 40 (1952), 448-454; W. Shockley, “Transistor Electronics: 
Imperfections, Unipolar and Analog Transistors,” I.R.E. Proc., 40 (1952), 1309-1310. 

l * L. B. Valdes, “Transistor Forming Effects in n-Type Germanium," I.R.E. Proc., 40 
(1952), 446-448. 
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connection as a so-called hook-collector transistor. 14 Another special 
type is an n-p-n junction transistor tetrode involving two connections to 
the p-type base material.’ 5 These connections are located on opposite 
sides of the base bar, but are otherwise identical. Application of a 
transverse bias voltage of about 6 volts between the two base con¬ 
nections to provide a transverse field in the base gives high-frequency 
performance superior to that of triode transistors. Still another special 
type of transistor, for which a theory has been developed, is called a 
unipolar field-effect transistor. 16 This type is closely analogous to the 
vacuum tube in that the amplifying action involves currents carried 
predominantly by one type of carrier. 

An actual emitter electrode is not essential for transistor action. 
Light or radiant energy impinging on a semiconductor diode in the 
vicinity of a point-contact or a p-n junction can cause a change in the 
conductivity of the diode. 17 Practical photosensitive devices are based 
on this principle. 

4. Characteristic curves of transistors 

The conventional symbol for either basic type of transistor is shown 
in Fig. 5c; E is the emitter, C the collector, and B the base. The arrow 
at the electrode E is drawn in the direction of forward current at the 
emitter junction. As shown, the arrow designates a transistor utilizing 
an n-type semiconductor as a base. For a p-type base, the arrow is 
reversed. Symbols for the currents at the electrodes and the voltages 
between them, together with the conventional assigned positive 
reference directions, are also shown in Fig. 5c. Voltages for the tran¬ 
sistor are conventionally referred to the base. Contrary to the 
standards for electron-tube circuits, however, capital letters are con¬ 
ventional to denote total instantaneous quantities, and increments 
from the quiescent values are denoted by the corresponding lower-case 
letters. The subscript c corresponds to the collector, e to the emitter, 
and b to the base. The symbol v is used for voltage to avoid confusion 
with the subscript e. 

Relations among the two voltages and the two currents for the 
transistor may be shown by static characteristics, just as for the 

14 J. J. Ebers, "Four-Terminal P-N-P-N Transistors," I.R.E. Proc., 40 (1952), 1361- 
1364. 

14 R. L. Wallace, Jr., L. G. Schimpf, and E. Dickten, "A Junction Transistor Tetrode 
for High-Frequency Use." I.R.E. Proc., 40 (1952), 1395-1400. 

>• W. Shockley. "A Unipolar ‘Field-Effect’ Transistor," I.R.E. Proc., 40 (1952), 
1365-1376. 

17 J. N. Shive, "The Phototransistor," Bell Lab. Rtc., 28 (1950), 337-342; J. N. Shive, 
"Properties of the M-1740 P-N Junction Photocell," I.R.E. Proc., 40 (1952), 1410-1413. 
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AWtron tube A family of static characteristics may be constructed 1 
any one current or voltage is chosen as being independent, a second as 
dependent and a third as a parameter. Among the many such families 
possible, those of primary interest for circuit analysis are shown in l Fig. 
6 The currents I e and I et rather than voltages, are chosen as the 
independent variables here, because as is discussed later, the curves 
sometimes exhibit more than one value of current for the same va ue 
of voltage, but always only one value of voltage for a particular value 
of current. That is, the voltage is always a single-valued function oi 
the current, but the current may be a multi-valued function of the 
voltage. This multi-valued relationship may result in instability it the 
device is supplied from a constant-voltage source or one with a low 
internal resistance. The emitter and collector families in Fig. 6 relate 
the voltage on one side of the transistor to the current on the same side. 
The forward and feedback, or backward, families, on the other hand, 
relate a voltage on one side to the current on the other. Any two of 
these four families completely describe the behavior of the transistor, 
for the other two may be constructed from them. Furthermore, any 
pair of the two voltages and two currents determines the other pair 
because the transistor imposes a functional relationship among the 
four. 

The curves in Fig. 6 are for an n-type point-contact transistor. 
Collector and forward transfer families for an n-p-n junction-type 
transistor are shown in Fig. 7. 


5. Graphical determination of operating points 

When the transistor is utilized as an amplifier, a source of input- 
signal voltage is connected to one pair of its terminals and a load to 
another pair. Six such connections are possible for this three-electrode 
device, just as for the vacuum triode discussed in Art. 10, Ch. \ III. 
One of these connections, which is called the grounded-base connection 
because the base terminal is common to the input and output circuits, 
is shown in Fig. 8a. A voltage V ee to bias the emitter in the forward 
direction is connected in series with the source of input signal voltage, 
which is assumed to have an open-circuit voltage v s and internal 
resistance R s . The internal resistance of this source must be taken into 
account in a transistor circuit, because, unlike the negative-grid 
electron tube, the transistor cannot be considered to have infinite 
impedance. Conduction occurs in both the input and output circuits 
simultaneously, and conditions in one circuit depend on those in the 
other. The problem of determining the instantaneous operating 
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I r in milliamperea 

Fig. 7. Static characteristics of an n-p-n junction-type transistor.* * 

• This figure is taken from R. L. Wallace. Jr., and W. J. Pietenpol, “Some Circuit 
Properties and Applications of n-p-n Transistors,’’ B.S.T.J ., 30 (1951), Fig. 4, p. 533, 
with permission 
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conditions is exactly similar to that of an electron tube operating with 
a nositive grid so that the grid current is appreciable. 

The instantaneous operating point for the amplifier of Fig. 8a may 
be found by the graphical method shown. Since in the circuit 

K = V" - IcRl > [1] 

the collector current and voltage are constrained by the collector bias 
voltage V cc and load R L to lie on a straight load line on the collector 
characteristics, Fig. 8b, just as the operating point for an electron tube 




(b) Paths on collector 
characteristics 


(c) Paths on emitter characteristics 

Fig. 8. Graphical construction for determination of operating point in a 
grounded-base transistor amplifier circuit. 


lies on a straight load line on the plate characteristics. Intercepts of 
this straight resistance line are V ee on the voltage axis, at a numerically 
negative voltage in accordance with the reference direction of V cc and 
polarity of the battery in Fig. 8a, and V C JR L on the current axis. The 
transistor behavior differs from that of an electron tube, however, in 
that for any particular value of input signal voltage v sl , the emitter 
current I e and voltage V e are also constrained by the total input 

18 E. L. Chaffee, Theory of Thermionic Vacuum Tubes (New York: McGraw-Hill Book 
Company, Inc., 1933), 210-213. 
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voltage v tl + V re and internal source resistance R, to lie on a straight 
lme on the emitter characteristics in accordance with 


K = v si + Ke — 7 e R t . [2] 

This line is designated the signal-source line in Fig. 8c. 

The two straight-line constraints may be combined on either family 
of characteristic curves to find the operating point that satisfies both. 
Thus, each pair of values of /, and I { along the load line on the collector 
family locates a point on a curve across the emitter family called the 
input-resistance curve. The intersection of this curve with the signal- 
source line at point 1 evidently satisfies simultaneously the voltage and 
current requirements set by the input circuit, output circuit, and 
tiansistor, and is thus the instantaneous operating point correspond¬ 
ing to v tl . Similarly, each pair of current values along the signal- 
source line on the emitter family locates a point on a curve across the 
collector family called the output-resistance curve. The intersection of 
this curve with the load line at point 1 is the instantaneous operating 
point on the collector characteristics corresponding to v, v Construc¬ 
tion of the input-resistance curve and output-resistance curve is 
similar to that for the dynamic transfer characteristic in Fie. 27 
Ch. VIII. 6 ’ 


When the input signal voltage changes to a new value v l2 , the 
signal-source line shifts to a new position parallel to the old, but the 
load line does not shift. Hence the input-resistance curve remains 
unchanged, and operation changes to point 2 on it. Correspondingly, 
the output-resistance curve shifts to a new position and intersects the 
load line at the new operating point 2 on the collector characteristics. 
The corresponding operating points 1 and 2 on the forward and feed¬ 
back transfer characteristics, not shown in Fig. 8, are then readily 
located if desired. This graphical procedure thus determines the path 
of the instantaneous operating point on all four families of charac¬ 
teristic curves for any signal voltage source that varies so slowly that 
the transistor and circuit behavior is essentially resistive. 

Feedback is frequently included in transistor circuits—either 
negative to stabilize the operation when linear amplification is desired, 
or positive to accentuate the tendency toward instability when 
oscillation or switching action is desired. One common method of apply¬ 
ing feedback is the addition of a resistance R b in series with the base, 
as is shown in Fig. 9. The graphical analysis in Fig. 8 indicates that a 
positive increment in I f generally results in a negative increment in I e . 
When the external base resistance R b is present, and the resistance of 
the input signal source R s is finite, a portion of the increment in I e is 
forced to pass through the emitter and signal source, and this portion 
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is in a direction such as 

enough t0 T 

positive feedback. 



(a) Circuit connections 



(b) Paths on collector characteristics (c) Paths on emitter characteristics 


Fig. 9. Operating conditions for a grounded-base connection with 

external base resistance R b . 

The operating conditions when the external base resistance is 
included, and the effect of this resistance on the over-all input- 
resistance curve for the circuit, V en as a function of /„ may be found 
through the graphical construction in Fig. 9. An explicit solution for 
the output current resulting when an input signal voltage v s is applied 
is not practicable, but an indirect solution is obtained if the voltage 
V e is first expressed as 

K = V ee - 1 c R l - (/ e + I e )R b [3] 

= (F ee -/ c i? 6 )-/ e (i? L +i? 6 ). [4] 

This equation indicates that for any particular selected value / el , the 
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voltage ( V ee - I el R b ) is constant, and a straight line drawn through 
this voltage as an intercept on the voltage axis, with a slope corre¬ 
sponding to R l + R b , as is shown in Fig. 9b, represents the constraint 
imposed by the external collector circuit upon the collector current and 
voltage. The intersection of this line with the collector characteristic 
curve for the particular value /,„ at /,„ is the operating point, which 
may be transferred to the emitter characteristic to locate V fl in Fig. 9c. 

The emitter-to-ground voltage at the input, V en , is given by 

K « = K + (I, + I c )Rt> • [ 5 ] 

Accordingly, algebraic addition of the voltage (/,, + I el )R bt which 
ordinarily is numerically negative, to V el gives V enl . This process 
determines point 1 on the curve of V en as a function of /„ indicated in 
Pig. 9c as V en (I t ). Since in the emitter circuit, 

K n -».+ V„-I,R tt [6 ] 

a line drawn through point 1 on the curve of V tH (I,) with a slope -R„ 
intersects the voltage axis at v $l + V„ and thereby determines the 
signal v tl required to establish the current /,, originally assumed. 

Repetition of this procedure for a new value of emitter current 
establishes additional points on the operating paths so that loci may 
be drawn. For example, if a smaller value of emitter current l f2 is 
selected, a new load line parallel to the first must be drawn on the 
collector characteristics. This line intersects the collector character¬ 
istic for 1 , 2 at point 2 , which, when transferred to the emitter charac¬ 
teristics. gives V e2 at point 2. and algebraic addition of the corre¬ 
sponding voltage drop in R b gives point 2 on the curve of V fr {I r ). 

Certain of the features of the graphical construction are exaggerated 
in Fig. 9 for clarity. For example, the load lines on the collector charac¬ 
teristics frequently lie much closer together than is illustrated. The 
shape of the over-all input-resistance curve V tn (I t ) shown in Fig. 9c is 
typical for large values of R b . Near the voltage axis in the lower right- 
hand quadrant it has a downward slope corresponding to a negative 
value of input resistance, a necessary feature for the switching and 
oscillation operations described in Art. 10. 

The second basic connect ion for a transistor, called a grounded-emitter 
connection, is shown in Fig. 10. In this circuit, the source of signal 
voltage v a having an internal resistance R t is introduced in series with 
the base, a load resistance R L is connected in series with the collector, 
and bias voltages and V tc are included to bias the emitter positively 
and the collector negatively with respect to the base. Again, because 
of the interdependence of conditions in the base and collector circuits 
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determined and a resistance line corresponding to V». *>., 




(b) Paths on collector characteristics (c) Paths on emitter 

Fig. 10. Operating conditions for a grounded-emitter connection. 



then superposed on it; the intersection of the two determines both the 
base and collector currents. 

The input characteristic needed for this solution is 7 6 as a function of 
I b , or V b {I b ). But, since for this connection and the positive reference 
directions indicated, 

V b = -V., [7] 

and 

h = -(/. + U [ 8 ] 

the required curve is also — V e as a function of —(/ e -f- I e ). Since the 
load and the collector-supply voltage constrain the collector voltage 
and current to satisfy the relation 

V e = (V e +V ee )-I e R Lt 


[9] 
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transferred to the emitter characteristics as indicated in Fig. 10c, its 
abscissa at the ordinate V elt I el at point 1, is the emitter current 
corresponding to the selected value V tl . The corresponding collector 
current I el is found at the intersection of the collector characteristic 
for I tl and the load line as indicated on Fig. 10b. Adding this value 
I el algebraically to I tl at the ordinate V tl in Fig. 10c then locates 
point 1 on the curve V e (I t + I e ) in the upper left-hand quadrant. 
Repeating this process for a new value V t2 , and so on, permits plotting 
a curve of V e (I t + 7 e ). In accordance with Eqs. 7 and 8, the input 
characteristic V b (I b ) is this curve with the signs of both the voltage 
and the current reversed, that is, it is this curve rotated through 180 
degrees so that it appears in the lower right-hand quadrant. Finally, 
since in the base circuit 

v t = (v. + V bb ) — I b R $ , [10] 

a resistance line having a slope — R t through any point such as 1 on 
the curve V b (I b ) intersects the voltage axis at the voltage i>„ + V bb 
required to cause all the operating conditions designated as 1 on those 
diagrams. 

Again, as in Fig. 9, certain of the graphical shapes and spacings are 
exaggerated in Fig. 10 for clarity. When the resistance in the collector 
circuit R l is small, the input characteristic F 6 (/ 6 ) for this connection 
may have a negative slope over its center portion, indicating a 
negative resistance, just like the center portion of the input charac¬ 
teristic for the grounded-base connection with external base resistance. 
This negative resistance may likewise be utilized for switching opera¬ 
tion or oscillation, as is discussed in Art. 10. 

6. Transistor coefficients and incremental equivalent 
circuits 

Analysis of the relationships among the increments in the currents 
and voltages of a transistor is conveniently made in terms of an 
equivalent circuit for increments, which may be established in a 
manner similar to that used in Ch. IV for an electron tube. In func¬ 
tional notation, the emitter voltage may be written as 

V. =/.(/„/<), [11] 

and the collector voltage as 


v< 


[ 12 ] 
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Thus, if lower-case letters are used to denote incremental variations 
from a value corresponding to zero signal voltage, 

3 V. 


and 


= 


= 


dL 


31. 


3V. . 

+ aT* 

+ *La 

+ 31, ** 


[13] 


[14] 


are linear approximations to the incremental hehav.or of the tran 

sistor, just as Eq. 28, Ch. IV, is a linear approximation to'themere 
mental behavior of an electron tube. In these equatmns the part«d 
derivatives have the dimensions of resistance; hence, symbols for the 
may be defined, and their incremental significance identified, as 

follows: 

[15] 


r n 


22 


zh = incremental emitter resistance for an 
incrementally open-circuited collector, 

= incremental collector resistance for an [16] 

incrementally open-circuited emitter, 


= *X±. = incremental forward transfer resistance for 
an incrementally open-circuited collector, 

= JO* = incremental backward transfer resistance for 
an incrementally open-circuited emitter. 

Equations 13 and 14 then become 

V, = r n*« + r 12 i e > 


21 


**12 


and 


V' = *21*' + r 22*e 


[17] 

[18] 

[19] 

[ 20 ] 


In accordance with Eqs. 15 through 18, each of the differential co¬ 
efficients may be readily measured experimentally if one of the 
electrodes is supplied through an essentially infinite incremental 
resistance, such as the plate circuit of a vacuum pentode, so that the 
increment in one current is made zero. Graphically, each of the 
differential coefficients will be recognized as the slope at the operating 
point of a curve in one of the four families in Fig. 6. 

A further significant differential coefficient is 


a = — 


W.k- 


= incremental current amplification for an [21] 
constant incrementally short-circuited collector. 


It is approximately the ratio of the horizontal spacing between two 
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collector characteristics to the difference between the values of 
emitter current corresponding to the individual curves, as is shown in 
Fig. 6. From Eq. 20, its value in terms of the slopes of the curves in the 
collector and forward families is 


Equations 19 and 20 suggest the circuit in Fig. 11a as an equivalent 
circuit for the incremental behavior of the transistor. Other equivalent 




Fig. 11. Incremental equivalent circuits for a transistor. 


circuits also become evident if the circuit equations are rearranged. 19 
One rearrangement is based upon the concept that if the transistor 
were a passive device so that the reciprocity theorem were applicable, 
r 12 would equal r 21 , but inspection of the slopes of the curves in Fig. 6 
shows that these resistances are not equal—the transistor is an active 
element for which the reciprocity theorem is not applicable. Active 
elements—internal voltage or current sources—are required as 

19 L. C. Peterson, "Equivalent Circuits of Linear Active Four-Terminal Networks,” 
B.S.T.J., 27 (1948), 593-622; L. J. Giacoletto, "Junction Transistor Equivalent Circuits 
and Vacuum-Tube Analogy,” I.R.E. Proc., 40 (1952), 1490-1493. 
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nnrt of the equivalent circuit, and four independent parameters are 
£ed, notTeiefy three as would be required for a pass.ve mrcmt. 
Rearranging Eq. 20 in the form 

v e = r l2 i e + r 22 i e + ('21 - r iJ l ‘ 1 

emphasizes the significance of the active nature of the transistor. Here 
the P term r.J equals the only one involving i, that would appear if t 
circuit were passive. The term (r„ - r 12 )i. is ^'dently associated 
with the fact that the transistor is an active rather than a_pass ve 
device. Equations 19 and 23 suggest the equivalent circuit m Fig. lib, 
rather thin that in Fig. 11a. The tee network of res.stancesalone 
would represent the incremental behavior of the transistor if it were a 

P^Vhei^new*symbols for the combinations of incremental resistances 
associated with each terminal in Fig. lib are adopted in accordance 


with the relations 

Emitter incremental resistance = r e = r u — r 12 » 
Base incremental resistance = r b = r l2 , 
Collector incremental resistance = r e = r 22 — r l2 , 
Mutual incremental resistance = f m = r 21 ~~ r i 2 • 


[24] 

[25] 

[26] 
[27] 


the incremental equivalent circuit becomes that shown in Fig. 11c. 
The resistances defined by Eqs. 24 through 27 may be determined 
through substitution of measured values of slopes of the curves in Fig. 
6, or of the open-circuit resistances measured as described in Eqs. 15 
through 18. Solving Eqs. 24 through 27 simultaneously gives for the 
resistances appearing in Eqs. 19 and 20 


'll =r, + V. 

'22 = r c + V* 

r 12 = 

'21 = U + r m . 


[28] 

[29] 

[30] 

[31] 


A fourth incremental equivalent circuit shown in Fig. lid follows 
from that in Fig. 11c if the voltage source r m i e and series resistance r e 
are replaced by an equivalent current source a e i e and shunt resistance 
r c . The value of the current ratio, a e , is 


a 


e 



[32] 


The role of r m in Fig. 1 lc is analogous in some respects to that of g m 
for an electron tube, and the role of the dimensionless ratio a e is 
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analogous to that of ft, because current in the transistor is chosen as 
the independent or controlling variable, whereas voltage is chosen as 
the independent or controlling variable for the electron tube. As a 
result of this choice, and of the inherent characteristics of the tran¬ 
sistor, the principle of duality has been used as a guide in transistor- 
circuit design. 20 


TABLE I 

Typical Operating Conditions and Coefficients for Transistors* 



Point-Contact Type 

Junction Type 



+ 0.6 

-1.0 

ma 

h 

-2.0 

+ 1.0 

ma 

V. 

+ 0.7 

-0.1 

v 

Ve 

-40 

+ 4.5 

v 

r « 

240 

25.9 

ohms 

r c 

19,000 

13.4 X 10® 

ohms 

r * 

290 

240 

ohms 

r m 

34,000 

13.1 X 10® 

ohms 

r e ~ r m 

-15,000 

+ 0.288 X 10® 

ohms 

a . 

1.79 

0.9786 


r ll 

530 

266 

ohms 

r 12 

290 

240 

ohms 

r 21 

34,300 

13.1 x 10® 

ohms 

r 22 

19,200 

13.4 X 10® 

ohms 

a 

1.78 

0.9786 



A full understanding of the distinctive nature of the transistor is 
obtained only through appreciation of the magnitude of the resis¬ 
tances and current ratios effective in the equivalent circuits. Table I 
gives representative values for both the point-contact and the 
junction-type transistor. Three noteworthy facts are immediately 
apparent: First, the series resistance r, at the emitter terminal is only 
a few tens or hundreds of ohms, whereas that at the collector terminal, 
r e , is much larger—tens of thousands or millions of ohms. Second, the 
current ratio a, is larger than unity for the point-contact type, but is 

10 R. L. Wallace, Jr., and G. Raisbeck, "Duality as a Guide in Transistor Circuit 
Design,” B.S.T.J., 30 (1951), 381-418. 

• Most of the values in this table are taken from R. M. Ryder and R. J. Kircher, "Some 
Circuit Aspects of the Transistor," B.S.T.J., 28 (1949), 373, and from R. L. Wallace, Jr., 
and W. J. Pietenpol, "Some Circuit Properties and Applications of n-p-n Transistors,” 
I.R.E. Proc., 39 (1951), 757, with permission. 
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a, because, from Eqs. 22, 29, and 31, 

r m + ^ [33] 

a = -;-> 

r, + r b 

and r is small compared with both r m and r e . The ratio in Eq. 33 is 
thus approximately the same as that in Eq. 32. The signi jance 




+ 1 r e 


«*■( *) r u»iv3) ■ 

(a) General two-terminal-pair network 
with source and load 


*U A '. 


(b) Grounded-base circuit 



(c) Grounded-emitter circuit (d) Grounded-collector circuit 


Fig. 12. Incremental equivalent circuits for three basic amplifier 

connections. 

these magnitudes becomes apparent from analysis of the incremental 
operation of the transistor with the source and load connected, which 
follows in the next article. 

7. Single-stage transistor amplifiers 

When a transistor is connected as an amplifier with a signal source 
and a load, the incremental operation of the amplifier may be con¬ 
veniently analyzed in terms of the equivalent circuit shown in Fig. 12a, 
regardless of the way the transistor is connected, because such an 
equivalent circuit can represent any linear two-terminal-pair net¬ 
work. For each of the three basic connections of the transistor men¬ 
tioned in Art. 5, the incremental equivalent circuit may also be 
represented by one of the other three diagrams in Fig. 12. Thus, the 
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currents h and i 2 and the incremental resistances in Fig. 12a take on a 
new meaning for each different connection, but analysis of Fig. 12a 
serves for all. The resistances in Fig. 12a have a more general signifi¬ 
cance than those in Fig. 11a because the currents and voltages are 
not specified in terms of the electrode currents and voltages of the 
transistor. But once the transistor connection is stated, the self and 
transfer resistances in Fig. 12a are readily evaluated in terms of the 
resistances r e , r b , r e , and r m . For example, if the transistor is con¬ 
nected as a grounded-base amplifier, the incremental equivalent 
circuit in Fig. 12a must correspond with that in Fig. 12b, and Eqs. 28 
through 31 then apply. If the transistor is connected as a grounded- 
emitter or a grounded-collector amplifier, however, Eqs. 28 through 
3 1 are not applicable, and different relations among the resistances as 
developed subsequently must be used. 

In terms of Fig. 12a, the simultaneous equations relating the 
incremental currents and voltages at the source and the load are 

v > = h(*« + r n) + i t r lt , [34] 

0 = Vti + *i(r tt + R l ). [35] 

From Eq. 35, the current amplification is 

• 

Current amplification = -r- 2 = -- ; [ 36 ] 

*i r 22 + 

and the voltage amplification is, from Eqs. 34 and 35, 


Voltage 

amplification 


A 


->2*J 

v . 


r 21 R L 


(*. + r n )(r 2 2+ R L )~ r i2 f 2i’ 


[37] 


As the load resistance approaches infinity, this voltage amplification 
approaches the open-circuit value 



r 2l 

+ r n 


[38] 


The denominator of Eq. 37, which is the circuit determinant, may 
vanish for certain combinations of the transistor, source, and load 
resistances, because of the negative sign. But, as is mentioned in Ch. 
XI, such a condition corresponds to infinite voltage amplification so 
that an output can occur for zero input—the amplifier is unstable, and 
may become an oscillator. Thus, if the feedback resistance r 12 is 
increased from zero, instability begins when the denominator in Eq. 
37 decreases to zero. Further increase of r 12 results in a stronger 
tendency toward instability and oscillation—if oscillations occur they 
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build up until nonlinearity limits the amplitude, as is discussed in Art 
4 Ch. XI. Consequently, for freedom from such instab.hty, the 
resistances in the circuit must satisfy the relation 

»"l2 r 21 < + r ll) 

that is, the circuit determinant must remain positive. 

For a determination of the power transfer from the signal source 
into the transistor at the input terminals and from the transistor into 
the load at the output terminals, the input and output resistances are 
of interest. The resistance faced by the signal-source voltage v is the 
total series resistance effective in the input circuit. From Eqs. 34 and 
35, it is 

Total input-circuit resistance = = R, + r n ■— r 22 + R/ 

Hence, the input resistance faced at the terminals of the transistor 
by the whole driving source, which comprises the voltage v, and 
internal resistance R , is 

Input resistance = R in = r n — -— 12 21 p • t 41 l 

r 22 -t- n L 

Similarly, the output resistance faced by the load may be determined 
by considering first that an incremental voltage acts in series with the 
load while v, is zero. The resistance this incremental voltage faces is 
then 


Total output-circuit resistance = R L + r 22 — -=——— > l--j 

-r r n 

hence, the output resistance faced by the load at the transistor 


12 ' 21 


terminals is 


Output resistance = R out = r 22 — 


'l2 r 21 


vuvuuv IVdlUVU.lVV - out - ■ ii D I *■- J 

+ r ll 

The stability criterion expressed in Eq. 39, which was established by 
the requirement that the voltage amplification remain finite, will also 
be recognized as a requirement that the total input-circuit resistance 
expressed by Eq. 40 be positive, and, simultaneously, that the total 
output-circuit resistance expressed by Eq. 42 likewise be positive. 

As viewed from the load, the transistor behaves as its Thevenin’s 
equivalent, a source having an open-circuit voltage A oe v s and an 
internal resistance R out . The power output of the transistor to the load 
resistance R L in terms of the Thevenin equivalent is 

p _ (A x v s )* „ 

(Rl + *„,)* ^ ’ 


[44] 
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which may be evaluated in terms of the transistor parameters through 
substitution of Eqs. 38 and 43..The power sensitivity is the ratio 
of this power output to v 2 . 

For many purposes, the usefulness of a transistor as an amplifier is 
most effectively described in terms of the power gain obtainable under 
various circuit conditions. The ratio of the power output of the tran¬ 
sistor amplifier to the power output that could be obtained if a match¬ 
ing transformer were substituted for the transistor is basic among 
these values of power gain. The power output when a matching 
transformer is substituted for the transistor is the available power 
from the input-signal source, which is discussed in Art. 15, Ch. VIII, 
and is given by 

Available input power = v 2 l(4R,). [45] 

The ratio of the actual power in the transistor load to this available 
input power is called the operating power gain. Thus, 

_ .. Power to the load rj „. 

Operating power gam = ra » b i . fa T put>wer ' [46] 


which, from Eqs. 38, 43, 44, and 45, is 


Operating power gain = 4 R,R L 


[(*. + «n) (»m + *l) - r i« r «i]* ' 

[47] 


This operating power gain is the ratio that occurs in the general con¬ 
dition when neither the source nor the load is matched to the resis¬ 
tance it faces at the transistor terminals. 

When the load is matched to the transistor, for example, by a 
matching output transformer, the power gain becomes the available 
power gain ; that is, 

Power to a matched load 

Available power gam = —————:---. 148J 

Available input power 

Here the numerator is the available power at the output; thus, the 
available power gain may also be expressed as the ratio of the available 
output power to the available input power for any input conditions— 
an impedance match at the input is not implied. Substitution of Eqs. 
44 and 45 in this relation gives, for the condition that R L equals R (Ut , 

Available power gain = A ol 2 -=-^-, [49] 

K out 
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and use of Eqs. 38 and 43 gives, in terms of the transistor and circuit 
resistances, 

'2i 2 -. [50] 

Available power gain — ^ + fn )« r 12 r 21 


*•22 - 


R. + r u 

Finally, the maximum available power gain is of interest. It « the 
value obtained when the available power gain in Eq^ 50 ,s maximized 
with respect to the internal source resistance R„ and occurs 
input of the transistor is matched to the s.gnal sourcewhdetheoutp^ 
is maintained matched to the load. Thus, for the matched conditions, 
Eqs. 41 and 43 become 


R, — r n “ 


r l2 f 21 

4- R 


[51] 


* L “ R. + r u ' 


[52] 


Solving these equations simultaneously gives for the required values 
of the source and load resistances, 

Matched *.=r n 7l-^ t 63 l 

• ^ r ll r 22 


Matched R L =r li J\- [ 54 1 

^ r ll f 22 


Substitution of the matched value from Eq. 53 in Eq. 50 gives the 
maximum available power gain, 


Power to a matched load 


Maximum available 

when input 

is matched 

[55] 

power gain 

Available input power 




r 2i 2 

1 


T561 



ri2 r 2i 

r ll r 22 

- 

2 * 



As the feedback resistance r 12 approaches zero, the maximum available 
power gain approaches r 2l 2 l(4:r n r 22 ). It should be noted that the maxi¬ 
mum available power gain sometimes cannot be realized because the 
values of the matched source and load resistance given by Eqs. 53 and 
54 are so low as to cause violation of the stability criterion in Eq. 39. 

When the transistor is connected as a grounded-base amplifier so 
that Fig. 12b applies, the values of the self resistances r n and r 22 and 
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the transfer resistances r 12 and r 21 in Eqs. 34 through 56 are related to 
r e> r c> r b> an d r m , by Eqs. 28 through 31. Substitution of these four 
relations in Eqs. 34 through 56 gives expressions for the performance 
of the grounded-base transistor amplifier in terms of the quantities 
indicated in Fig. 12b. Alternatively, each of these equations may be 
expressed in terms of a e through substitution of a ,r e for r m in accord¬ 
ance with Eq. 32. 

Since r n is much smaller than r 22 for the grounded-base connection, 
the input resistance in Eq. 41 is generally much smaller than the out¬ 
put resistance in Eq. 43. Hence, the circuit may be likened to the 
grounded-grid amplifier circuit, and is analogous to (/* + 1 ) for 
an electron tube. 

An alternate form of the stability criterion in Eq. 39 obtainable 
by use of Eqs. 28 through 31, and applicable, therefore, to the 
grounded-base amplifier, is 




r e + 


< 1 + 


^ -t- r. 


+ 




r c + 


[57] 


This relation indicates that the most severe requirement on the 
transistor resistances occurs when both the source and load resis¬ 
tances are zero. Under these conditions, the criterion for stability 
becomes • 


^ or a. < 1 + ^ + ^. 
r < r b r e 


[58] 


For a junction-type transistor, this requirement is almost always 
satisfied, because a, is generally smaller than unity. But, for a point- 
contact transistor, <x f may be much larger than unity, and r b com¬ 
parable with r„ so that the criterion for stability is violated. Since 
such a transistor is then unstable while working between zero values 
of source and load resistances, it is said to be short-circuit unstable. 
Increase of the source resistance R s tends to make such a transistor 
circuit stable because it increases the right-hand member in Eq. 57. 
Increase of the load resistance R L also tends toward stability because 
it primarily decreases the left-hand member of the equation; its effect 
on the right-hand member is relatively small because r e is generally 
large compared with r b . Addition of an external resistance R b in the 
base circuit, as in Fig. 9, effectively adds to r b and may render the 
circuit unstable. 

If the transistor is connected as a grounded-emitter amplifier, as in 
Fig. 10a, and the transistor is represented by the equivalent circuit in 
Fig. 11c, the incremental equivalent circuit for the amplifier is as 
shown in Fig. 12c. Relations among the currents are shown on the 
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diagram, and the two loop-voltage equations in terms of the base and 
collector current at the input and output, respectively, are 


v, = i b (R, + r, + r b ) + i e r e , 

0 = i b (r t - r m ) + i e (r c + r,-r m + R L ). 


[59] 

[60] 


Comparison with Eqs. 34 and 35 shows that for this connection, the 
self and transfer resistances corresponding to Fig. 12a are 


'll = r « + r * » 

'22 = r e + r, - r m , 



[61] 

[62] 

[63] 

[64] 


Note that here the self and transfer resistances on the left-hand sides 
of these expressions have a significance that is different from that in 
Eqs. 28 through 31 because of the different connection of the transistor. 
Substitution of these four relations in Eqs. 36 through 56 gives expres¬ 
sions for the performance of the grounded-emitter transistor amplifier 
in terms of the quantities in Fig. 12c. 

As the load resistance approaches zero, the current amplification 
approaches the value 

Short-circuit current _ r 21 __ r t — r m ^ ct t 
amplification “ _ r e -f- r e — r m ~~ a, — 1 ’ 


since r t is small compared with r e . For a transistor having a value of 
a, only slightly smaller than unity, such as a junction type, the short- 
circuit amplification is negative and its magnitude may be very large. 
For a transistor having a e larger than unity, however, such as a 
point-contact type, this current amplification is positive and is 
generally not large. Also, since r m is ordinarily large compared with 
r e , r 21 from Eq. 64 is negative in Eq. 37, whereas the denominator is 
positive in accordance with Eq. 39. Hence, the voltage amplification 
from Eq. 37 is negative. In other words, there is a polarity reversal 
between the incremental output and input voltages when they are 
referred to a common terminal. Furthermore, comparison of Eqs. 28 
through 31 with Eqs. 61 through 64 indicates that for a particular 
quiescent operating point, the input resistance from Eq. 41 for the 
grounded-emitter connection is generally larger and the output resis¬ 
tance from Eq. 43 smaller than the corresponding values for the 
grounded-base connection because r 22 is smaller, r 21 is negative, and r n 
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is unchanged. For these reasons, the grounded-emitter connection may 
be likened to the grounded-cathode connection for an electron tube. 

When the grounded-emitter circuit is supplied from a high-resistance 
signal source that is essentially a current source, so that R , is very 
large, the stability requirement expressed by Eq. 39 reduces to 

— or a, < 1 + ^ [66] 

T e r c r c 

when Eqs. 61 through 64 are substituted in it. Increase of R L may 
therefore be necessary to maintain freedom from oscillation when a 
point-contact transistor connected as a grounded-emitter amplifier is 
supplied from a high-resistance signal source. 

A grounded-collector transistor amplifier has the incremental 
equivalent circuit shown in Fig. 12d when the transistor is represented 
as in Fig. 11c. The corresponding circuit equations are 

+ r, + r») + »,(r, - rj, [67] 

0 = V, + *.(r. + r, - r„ + R L ). [68] 

Again, comparison of these relations with Eqs. 34 and 35 shows that 
for the grounded-collector connection the self and transfer resistances 
corresponding to Fig. 12a are 

r n =r e + r b , [69] 

r 22 = r c + r . - r m , [70] 

r 12 =r e -r m , [71] 

r 21 = 'c . t 72 ! 

and substitution of these relations in Eqs. 36 through 56 gives expres¬ 
sions for its performance in terms of the quantities in Fig. 12d. 

The stability requirement expressed by Eq. 39 becomes 

(R, + r e + r b ) (r e + r, - r m + R L ) > r e (r e - rj, [73] 

which reduces to the same relation as is expressed by Eq. 66 for the 
grounded-emitter connection when the circuit is supplied from a signal 
source having very large internal resistance R t . 

As a, approaches unity, or r m approaches r e , r 12 approaches zero; 
hence the matched source and load resistances in Eqs. 53 and 54 
approach r b + r e and r„ respectively. Thus, the matched source 
resistance is in the order of megohms whereas the matched load resis¬ 
tance is a few hundred ohms or less for a junction-type transistor. 
Furthermore, the voltage amplification for small R , and large R L 
approaches rj{r b -f r e ), which is nearly unity, since r b is generally 
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li cnrl there is no voltage-polarity inversion in this amplifier. 
H>nce this connection is the counterpart of the cathode-follower con¬ 
nection for an electron tube and has many of its characteristics. 

The grounded-cpllector transistor amplifier can amplify in bo 
direction-introduction of the signal voltage in series with ^ pro¬ 
duces appreciable power in R,. Analysis of the circuit shows that f 
a smaller than 2, the base-to-collector power gam is larger than t 
collector-to-base power gain; but. for a larger than 2, the °PP°j» e> is 
true A further feature is that the backward transmission involves a 
polarity reversal, whereas the forward transmission does not. 


8. Cascade transistor amplifiers 

Connecting transistor amplifier stages in cascade to obtain increased 
gain is practicable, but the design of such amplifiers is more complex 
than that of electron-tube amplifiers because of the bidirectional 
transmission, the relatively low input impedance, and, for the point- 
contact transistor, the tendency toward instability of the various 
types of transistor stages. The bidirectional transmission results from 
the presence of the forward and backward resistances, or of the base 
resistance r b and mutual resistance r m . These resistances cause feed¬ 
back just as the grid-to-plate capacitances cause feedback in a 
resistance-capacitance-coupled amplifier. Analysis of a multistage 
transistor amplifier is thus comparable in difficulty with analysis of 
a multistage resistance-capacitance-coupled amplifier with the grid- 
to-plate capacitances taken into account—a problem whose solution is 
not ordinarily attempted rigorously because of its complexity. To 
insure stability in the complete transistor amplifier, the feedback must 
be considered. Methods of analysis developed for use in repetitive 
linear passive networks are applicable when extended to the active 
transistor network representation. In particular, matrix representa¬ 
tion 21 provides a direct method of analyzing cascaded stages. 

Transformers may sometimes be used to match the low input 
impedance of one stage to the high output impedance of the previous 
stage. But the transformer is often undesirable because of its com¬ 
parative bulk and limited frequency response. Also, matching the 
impedances may lead to negative total input and output resistances 
and consequent instability when a point-contact transistor is used. 
Hence, a consideration of the possibility of cascading transistor ampli¬ 
fiers both with and without use of transformers is of interest. 

11 Jacob Shekel, “Matrix Representation of Transistor Circuits," I.R.E. Proc ., 40 
(1952), 1493-1497; L. A. Zadeh, "A Note on the Analysis of Vacuum Tube and Transistor 
Circuits,” I.R.E. Proc., 41 (1953), 989-992. 
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When grounded-base stages are cascaded without transformers, 
each collector circuit faces the low input resistance of the next stage. 
Hence, the effective value for R L in Eq. 36 is very small, and the 
current amplification per stage is approximately equal to the short- 
circuit current amplification a, or to a,. Since a is generally smaller 



1st stage 0.14 watt 

2nd stage 0.33 watt 

Total 0.47 watt 

Output 

12.5 milliwatta 

Fig. 13. Cascade transistor amplifier comprising two grounded-emitter 
stages with transformer coupling. (Adapted by courtesy of Bell Telephone 

Laboratories, Inc.) 

than unity for junction-type transistors, increasing the number of 
cascaded grounded-base stages causes a reduction rather than an 
increase of the amplification, and a multistage amplifier gives less 
amplification than a single stage, when junction-type transistors are 
used. 

Grounded-emitter stages cascaded without transformers can give 
substantial over-all power gain even for junction-type transistors 
having a, smaller than unity, because the current amplification, as 
described by Eqs. 36 and 65, is large for this connection despite the 
mismatch between the output resistance of one stage and the input 
resistance of the next. Consequently, power gains up to about 1,000 per 
stage are obtained. Figure 13 shows an experimental two-stage tran¬ 
sistor amplifier circuit that employs an interstage transformer and 
gives an over-all power gain of about 10,000 and a power output of 
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emitter connection for e a stea d y components because the 

grounded-base connec i negligible resistance to direct 

negative wi^in^ch stage, and a 240 , 000 -ohm resistance 

Type 1734 



c: 


from the output collector to the input base to provide negative feed- 
back around both stages. 

If grounded-emitter stages employing point-contact transistors are 
cascaded without interstage matching transformers, instability usually 
results because a, is greater than unity and the effective load resis¬ 
tance R,, which is the input resistance of the next stage, is so low that 
the requirement expressed in Eq. 66 is violated. Stabilization can be 
accomplished and the connection made practicable, however, through 
effectively increasing r e by addition of external resistance in series 
with each collector terminal. 

Unlike stages may also be connected in cascade to take advantage 
of the special properties of the different connections. For example, a 
combination of a grounded-base stage driving a grounded-collector 
stage in the direction from the emitter toward the base gives low 
resistance at both the input and the output, just as does a grounded- 
grid electron-tube stage driving a grounded-plate, or cathode-follower, 
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Tuned transistor amplifiers may often have a configuration of 
circuit elements different from that for the corresponding electron- 
tube amplifier, because, as is mentioned previously, the transistor is in 
many respects the dual of the vacuum tube—current takes the place 
of voltage in the circuits, series resonance takes the place of parallel 
resonance, and so on. Figure 14 shows a single-tuned amplifier circuit 
for use as an intermediate-frequency amplifier at 22 megacycles per 
second in a superheterodyne system. The external collector inductance 
is resonated with the internal and stray collector-to-base capacitance. 
Design of cascaded tuned amplifiers often requires consideration of the 
performance at frequencies far outside as well as within the trans¬ 
mission band near the resonant frequency because some transistor 
stages tend to become unstable as the circuit impedances approach 
zero, and over-all instability may result. 

9. Transistor performance limitations 

The performance of transistors is inferior to that of electron tubes in 
several respects. First, the noise inherent in the transistor limits the 
minimum signal that can be effectively amplified; second, the internal 
capacitance or transit-time effects limit the maximum frequency that 
can be amplified; third, the permissible internal heating and distortion 
limit the maximum powor that can be delivered to a load; and, fourth, 
the large temperature coefficient imposes a limit on the ambient tem¬ 
perature permissible for satisfactory operation. 

The noise inherent in the transistor is similar to that in a composi¬ 
tion resistor or a metallic electrical contact, 22 and its characteristics 
differ from both those of the thermal noise in a resistor and those of the 
shot noise associated with a stream of particles. Nevertheless, its 
effect can be represented approximately by postulating the existence 
of noise voltages r„, and v ne in series with the emitter and collector 
terminals, respectively, as in Fig. 15. These two voltages account for 
all the noise developed in the transistor. In addition, when the tran¬ 
sistor is connected to a source of signal voltage v $ having an internal 
resistance /{,. a voltage v ma corresponding to the thermal noise in R, as 
given by Eq. 7, Ch. IX. is effective in series with that resistance as 
shown. 

For measurement of the separate noise voltages v ne and v ne , the 
transistor is commonly connected to its two bias voltages with large 

M J. F. Blackburn. Editor, Components Handbook, Massachusetts Institute of Tech¬ 
nology Radiation Laboratory Scries. Vol. 17 (New York: McGraw-Hill Book Company, 
Inc., 1940), 49; R. L. Petritz, "On tho Theory of Noise in P-N Junctions and Related 
Devices." I.R.E. Proc., 40 (1952), 1440-1456. 



TRANSISTOR PERFORMANCE LIMITATIONS 


__ .. .. 815 

Art. 9] 

tad— in »*- ”S“ 
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all frequencies of mteres • an 8 g d g T {, e root-mean-square 
across the inductances are then fu „ cfcio ns of frequency 
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a t i t 



Fig. 15. Noise voltages in a grounded-base transistor amplifier. 


a few cycles per second, such as a commerc.al wave an^r. It is to be 
emphasized that the noise voltages v, and »„ are not single-frequenoy 
voltages. Rather, they correspond to the integrated heating effect over 
a narrow band in a spectrum of frequencies, for the distribution of 
noise power is a continuous spectrum just as is t he d ' stnb “ " 
power in a light beam from an incandescent source If the transistor 
noise were simply thermal-agitation noise associated with equivalent 
resistances of the transistor, the indication of the voltmetor would be 
independent of the center frequency of the band over which the 
measurement is made. Actually, the two rms noise voltages are iound 
to vary approximately inversely as the square root of the center 
frequency. More accurately, the mean-square voltages vary as l// - , or 
the noise power corresponding to the voltages decreases 11 db per 

decade as the frequency increases. 

Specification of the noise voltages is commonly made in terms of the 
ratio of the rms voltage to the square root of the bandwidth at some 
selected center frequency. Typical values for a point-contact tran¬ 
sistor are 100 microvolts in a one-cycle-per-second band at 1,000 cycles 
per second center frequency for v ne and about one or two per cent of 


«» E. Keonjian and J. S. Schaffner, “An Experimental Investigation of Transistor 
Noise,” I.R.E. Proc., 40 (1952), 1456-1460; H. C. Montgomery, “Transistor Noise in 
Circuit Applications,” I.R.E. Proc. t 40 (1952), 1461-1471. 
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that value for v ne in the same band. Values for junction-type tran¬ 
sistors are much smaller. 

Noise in amplifiers is also frequently described in terms of the noise 
figure, mentioned in Art. 3, Ch. IX. This noise figure may be defined 
as the ratio of the noise power existing in the load in a specified fre¬ 
quency band as a result of all noise sources divided by the noise power 
existing in the load in the specified frequency band as a result only of 
the thermal noise in the internal resistance of the signal-voltage 
source. The noise figure is thus a measure of the noise that the tran¬ 
sistor adds to the noise that would occur if all elements in the circuit 


were noise-free except the internal resistance of the signal-voltage 
source. Its significance is perhaps best understood from a considera¬ 
tion of methods by which it may be measured. One method involves, 
first, measuring the mean-square noise voltage across the load with a 
voltmeter such as the narrow-band wave analyzer mentioned above; 
second, measuring the voltage amplification A, in Eq. 37; and, third, 
computing the mean-square thermal noise voltage corresponding to 
li„ which is AkTR, B\V, from known values of the temperature, resis¬ 
tance, and bandwidth of the voltmeter. Since the noise power in the 
load is the mean-square noise voltage divided by the load resistance, 
the noise figure is then given by 

Measured moan-square voltage at load in bandwidth B\V TnA1 
F = ilcTR.BWA * ’ 1 J 

if A is uniform throughout the bandwidth. 

Alternately, the noise figure may bo computed from measured values 
of v„, and v ne . If all the noise voltages wore statistically independent, 
the total ttr.ise power in the load would bo the sum of the values com¬ 
puted for each source acting independently. Since the noise voltage 
v„ f in Fig. I "> is effectively in series with the load resistance R L and the 
out put resistance B nur the noise power output due to this voltage alone is 

Noise power output due to v ne = nf -—£—r* • [75] 

\ n L + n ou(l 

The noise power output due to v nt alone may be computed from Eq. 
4<>. It is 

. . . i * (^oc v n*)* R L nai 

Noise power output due to v ns = ——■—^—r« > l' D J 

\ k l + Komi) 

and the output caused by v me may bo expressed similarly. The noise 
figure for the grounded-base connection when the noise voltages are 
statistically independent is then 

= ! , O + J* [77] 

MtO * •’»- 2 



Art 9] transistor performance limitations 817 

i R and R cancel and vanish in this result. The 
The terms j^husTndependenrof the load resistance, but is dependent 
"n the noise voltages and the open-circuit voltage amplification A . It 
? Inends on the source resistance R„ for, by means of Eq. 7, Ch. 
IX tnd Eqs. 28, 31, and 38, Eq. 77 may be put in the form 


V 


ne 


+ 


F = 1 + 


l r m + r 6 ) 


[78] 


4 IcTR, BW 

where it is understood that BW is the bandwidth in which i>„ and 
I" are effective. When and are not statistically mdependent 
the correlation between them must be taken into account in the 
addition in the numerator of Eq. 78 and the noise figure is larger o 
smaller than Eq. 78 indicates. 

Since the source resistance R, enters into both the numerator and 
the denominator of the expression for the noise figure, equating 
zero the derivative of the expression with respect to R, gnes the 
value of R, at which F is a minimum when the correlation between 

v„ e and v„ c is zero, namely,_ 

R, for minimum noise figure = J{r, + r b )* 4- (—) ( r m + r • t 79 ! 

Because the voltage ratio in Eq. 79 is small, the value for R .is approxi¬ 
mately r, + r b , which is the open-circuit input resistance of the circuity 
The minimum noise figure corresponding to the condition in Eq. i J 
and a one-cycle-per-second bandwidth at one kilocycle per second for 
typical point-contact transistors is about 10*, or 50 decibels, a value 
that is much larger than the representative noise figure foi electron 
tubes, but junction types have shown values between 0 and . 100 , or 

8 and 25 decibels. . r . . 

The performance of transistors as amplifiers at high frequencies is 
limited by changes effective in some of the parameters shown in the 
equivalent circuits. Fig. 11, and by internal capacitance across the 
contacts or junctions. The resistances r„ r b , and r c appear to be 
relatively constant with frequency up to tens of megacycles per second 
just as the forward and reverse resistances of a crystal diode rectiher 
are constant. But r„, decreases in magnitude and becomes a complex 
quantity with a phase angle as the frequency increases. 2 * and * and 
a e vary in a corresponding manner. In a typical point-contact tran¬ 
sistor amplifier for high-frequency application, r,„, a. and a, are 

!* r. L. Pritchard, “Frequency Variations of Current-Amplification Factor for 
Junction Transistors,” I.R.E. Pro c., 40 (1952), 1476-1481. 
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reduced in magnitude to 0.707 times their low-frequency values when 
the frequency increases to a value lying between 10 and 20 megacycles 
per second. The output power from a grounded-base transistor 
amplifier circuit into a resistance load is approximately proportional 
to the square of the short-circuit current amplification a when the 
load resistance is small compared with the output resistance and the 
signal-source resistance is large compared with the input resistance. 
Hence the output power from such an amplifier is reduced by one-half 
when a is reduced by 0.707. The frequency at which this reduction 
occurs is therefore called the half-power frequency or the cut-off 
frequency. This cut-off frequency is roughly proportional to the 
collector voltage. The variation of r m , a, and a, is attributed to 
dispersion in the transit times of the separate holes or electrons 
injected by the emitter owing to the fact that they traverse paths of 
different lengths in their travel to the collector. Some transistors will 
operate at frequencies as high as 300 to 400 megacycles per second. 25 

Because of the larger area at the junction, capacitance across the 
junction is much larger in a junction-typo transistor than in a point- 
contact type. A capacitance of 5 to 10 micromicrofarads is effective 
across r e in the equivalent circuit of Fig. lid in a typical transistor, 
and reduces the half-power frequency to a few thousands or tens of 
thousands of cycles per second. Transit-time dispersion also affects the 
frequency response as in the point-contact type, but its effect is 
usually outweighed by the collector capacitance for the grounded- 
base connection. 

The alternating-current power output that may be obtained from a 
transistor amplifier is limited by the permissible internal power dissi¬ 
pation and the permissible harmonic distortion just as for an electron 
tube, and the power dissipation and distortion may bo determined 
graphically from the characteristic curves. When the transistor is con¬ 
nected as a grounded-base amplifier with a resistance load, these 
quantities may be found from a load line drawn on the collector 
characteristics. For a junction-type transistor having collector charac¬ 
teristics such as those in Fig. 7, the curves are essentially straight and 
evenly spaced for equal increments of the emitter current over the 
full length of any load line confined to the quadrant shown; hence the 
full length can be utilized without incurring excessive distortion. If, to 
avoid excessive distortion, the operation is limited to this region of the 
characteristics so that the path of operation along the load line ter¬ 
minates practically on the two axes, conditions are essentially the 
same as for the ideal pentode discussed in Art. 16, Ch. VIII. The 

* 5 B. X. Slade, “The Control of Frequency Response and Stability of Point-Contact 
Transistors,” I.It.E. Proc., 40 (1952), 1382-1384. 
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operation of the transistor amplifier is said ix .be £ j ^ven by the 

of conversion of the direc ^ CU ^^ e P X^r voltage and current, into 

product of the average values of the collec g for ^ ideal 

alternating-current power output .. 5° ' P" ' ion equals the 

pentode. As a result, the collec p tl P tlie alternating- 

alternating-current power output. Con 9 ^ used as a CIas s A 

T^r’“ hOTt 

km it: £ 

qurnitly^th^e 1 lilternathlg-current S p<>wer output is 
permissible collector dissipation when operat.on » restricted to 


10. Pulse, or switching, operation 8 * 

Pulse, or switching, action may be obtained when transistors are 
operated so that the incremental resistance between a P^r« f terminals 
is negative. An example is the grounded-base «rcu, . with addedbase 
resistance discussed in Art. 5. and shown in Fig 16a. The 8 ra P h 
relation between V.. and /. derived in Fig. 9 is shown > n F ‘g- ‘ 0b aS 
the N-shaped curve When the incremental voltage Wumo, 

and the emitter bias voltage V„ and series resistance R are selecte 
so that the corresponding resistance line intersects the N-shaped curt e 
at three points, any one of the points represents a possible equilibrium 
condition at which the volt-ampere requirement of the transistor and 
that of the external circuit are satisfied simultaneously. Assume tor 
discussion that operation starts at point 1. If a momentary positive 
incremental trigger voltage AF, is injected in senes with \ ,,, the 
resistance line shifts upward but remains parallel to its original 
position. As it passes the position of tangency to the N-shaped curve at 
2, the only remaining equilibrium point is at 3. Hence, operation 
shifts to 3 and on up to 4 as the trigger voltage AF t continues to 


*• A. E. Anderson, “Transistors in Switching Circuits,” I.R.E. Proc.. 40 (19o2), 
1541-1558; A. W. Lo, “Transistor Trigger Circuits,” I.R.E. Proc., 40 (1952). 1531-lo41; 
J. H. Felker, “Regenerative Amplifier for Digital Computer Applications,” I.R.E. Proc., 
40 (1952), 1584-1596. 
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increase. When the trigger voltage decreases to zero, the operating 
point drops back to 5 and remains there instead of returning to 1. 
Upon subsequent application of a negative incremental trigger voltage 
A V 2 , a similar excursion occurs. Operation shifts from 5 to the tangent 






(c) Waveforms 


Fig. 16. Bistable switching operation in a grounded-base transistor 
circuit. When trigger voltage AT, occurs, operation shifts from 1 to 5; 
when Al' 2 occurs, operation shifts from 5 back to 1. 


point 6, jumps to 7, continues to 8 as the negative trigger voltage 
increases in magnitude, and finally returns to 1, the original stable 
operating point. Application of successive trigger voltages having 
opposite polarities thus causes the circuit conditions to change from 
one stable state to another. The circuit is said to be bistable , and the 
emitter current is either large or almost zero, as is shown in Fig. 16c. 

If operation should begin at the middle intersection of the resistance 
line and the curve F,„(/,), which is on the negative-resistance, or 
downward-sloping portion, the first trigger voltage that occurred 
would shift the operating point to 1 or to 5. Subsequent trigger voltages 
would cause operation in the sequence described above, and the 
operating point would never again reach the middle intersection. The 
middle intersection is hence not of practical consequence. 
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In this and other transistor circuits that include an external base 
resistance R b , some of which are discussed subsequently, the trigger 
signal is in practice often injected into the base circuit instead of 
into the emitter or the collector circuit. 

Other types of switching operation involving the negative-resistance 
emitter characteristic are shown in Figs. 17 and 18. Figure 17 indicates 



Fig. 17. 


(b) Path of operation (c) Waveforms 

Monostable, or “one-shot,” switching operation in a grounded- 
base transistor circuit. 


the operation when the resistance line intersects the V fn (I e ) curve at 
only one point and when that point is on a positive-resistance, or 
upward-sloping, portion of the curve. If the capacitance C in Fig. 17a 
is zero, and a positive incremental trigger voltage is applied in series 
with R s , or a trigger current is injected from a current source through 
the capacitor at the upper left-hand corner of Fig. 17a, operation 
shifts momentarily to the right-hand branch of the curve, as in Fig. 
16b, but returns in a clockwise direction along the curve, jumping 
back to the left-hand branch and returning immediately to 1. For 
such operation, the circuit is frequently called a regenerative pulse 
amplifier. The operation is termed monostable because point 1 is 
the only stable operating point corresponding to the particular value 

of Ke- 

When the capacitance C is present in the circuit of Fig. 17a, the 
operation is considerably modified from that described above. In the 
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first place, since C is connected at V tn , an increment of charge, or a 
corresponding impulse of input current I, is required to change V er 
suddenly by an amount AF, n . Thus, the source for triggering must be 
capable of supplying a large momentary current if it is to produce ar. 
almost suddenly occurring increment of voltage AF, n . Alternatively, C 
might be switched out of the circuit, charged to the voltage V, e + A K, n , 
and reconnected as shown. In the second place, the capacitor prevents 
sudden changes in the voltage V fn during subsequent operation of the 
circuit because only a finite current can reach it through the emitter 
circuit and the resistance R t . Consequently, when a positive trigger 
voltage increment occurs, operation shifts from 1 to the tangent point 



(a) Circuit (b) Path of operation 

Fig. 18. Astable, or free-running, switching operat ion, called relaxation 
oscillation, in a grounded-base transistor circuit. 

2, and then jumps very rapidly along the horizontal dotted lino to 3. 
At any instant, the current in the capacitor is the horizontal distance 
between the straight resistance line and the operating point on the 
curve „(/,). When operation is at 3, this current is large and in the 
direction to discharge the capacitor—that is, to reduce V fn . Hence, 
V en decreases, and the operating point corresponding to the current I e 
and voltage V tn follows the curve from 3 to 4. The capacitor current 
meanwhile decreases to a relatively small value, so that the rate of 
change of voltage V, n across the capacitor decreases, but the current 
is still in a direction further to reduce V rn . Consequently, the operat¬ 
ing point jumps horizontally from 4 to 5. The capacitor current simul¬ 
taneously reverses; hence the capacitor recharges and its voltage 
returns to 1, the original and only stable operating point. A single 
trigger increment thus causes a complete excursion around the loop, 
and “ one-shot ” operation is said to occur. Waveforms are shown in 
Fig. 17c for V en and /, in time relation to the trigger current A/. 

When a capacitance C is included in the circuit, and the resistance 
line corresponding to the bias voltage and resistance R s intersects the 
curve V en (I f ) at only a single point and on the negative-resistance, or 
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downward-sloping, portion of the curve, the operation is as shown in 
Fig. 18. If the operation should begin at intersection 1 on the negative- 
resistance part of the curve, any small variation, however slight, 
such as thermal agitation in the resistance, results in a capacitor 
current that tends to charge the capacitor and cause motion of the 
operating- point along the V tn (I r ) curve away from 1 toward 2 or 4. If 
the motion begins toward 2, say, it continues in that direction until 2 
is reached. The capacitor current is then in a direction to cause further 
increase of V en \ hence the operating point jumps to 3 while the 



(a) Circuit 



and load lines 


Fig. 19. Switching operation in the collector circuit of a grounded-base 

transistor connection. 


voltage V er remains momentarily constant, just as is described 
previously for conditions in Fig. 17b. The capacitor current reverses 
during this jump and at 3 is in a direction to discharge C, so that the 
operating point moves from 3 to 4, jumps to 5, moves gradually to 2 
while the capacitor recharges, jumps to 3, and so on, never again 
returning to 1, but effectively searching for a stable condition. The 
waveforms of the current and voltage resulting resemble those in Fig. 
17c, with AF fn reduced to zero. The circuit conditions are said to be 
astable , or free-running , and the continuous oscillations that occur are 
called relaxation oscillations. 

Switching action may also occur in the collector circuit because the 
volt-ampere relation at the collector and ground terminals is an N- 
shaped curve having a negative-resistance region, as is indicated in 
Fig. 19b. Bistable flip-flop behavior, monostable regenerative- 
amplifier or one-shot behavior, or astable relaxation oscillation may 
occur depending on the position and slope of the load line and the 
presence or absence of capacitance C between the collector and ground. 
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The volt-ampere input curve F 6 (/ 6 ) between the base and emitter 
terminals for the grounded-emitter connection of the transistor 
developed in Fig. 10 also makes possible switching action. This curve 




(c) Monostable, or "one-shot" operation 



(d) As table, or relaxation-oscillator, 
operation 


Fig. 20. Switching operation in a grounded-emitter transistor circuit. 


is S-shaped, as is shown in Fig. 10c, rather than N-shaped, as for the 
grounded-base connection. If the straight-line locus corresponding to 
V bb and R b in the grounded-emitter circuit of Fig. 20a intersects the 
curve V b (I„) at three points, as in Fig. 20b, and the inductance is zero, 
application of a momentary negative trigger voltage in series with F„„ 
which may be caused by a trigger current through R b , causes a sudden 
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shift of the operating point along the dotted line from stable point 1 to 
the lower branch of the curve and on to point 2 as the trigger voltage 
subsides to zero. A subsequent positive trigger voltage can cause the 
operating point to return to 1. 

If the resistance line intersects the S-shaped curve at only a single 
point and on a positive-resistance portion, conditions are as shown in 
Fig. 20c. A negative trigger voltage AV in series with V bb may shift the 
resistance line so that it intersects at the vertical tangent point 2. If a 
series inductance L is included in the circuit, further increase of the 
trigger voltago causes a jump to point 3 at constant current because 
the inductance prevents a sudden change of current. The voltage across 
the inductance for any condition of operation is the vertical displace¬ 
ment between the resistance lino and the S-shaped curve as indicated. 
For operation at 3, this voltage is large and in a direction correspond¬ 
ing to an increasing current. Hence, the operating point travels 
gradually from 3 to 4 along the S-shaped curve as the current increases, 
then jumps to 5, and finally moves gradually back to 1. Thus, mono¬ 
stable, or one-shot, operation occurs. 

If the resistance line intersects the S-shaped curve at only a single 
point and on the negative-resistance portion, as in Fig. 20d, relaxation 
oscillation occurs in a manner analogous to that illustrated in Fig. 18. 
Any slight statistical disturbance from the equilibrium conditions at 
point 1 results in development of a voltage across the inductance 
corresponding to an increase or decrease of current, so that the operat¬ 
ing point moves to 2 or 4, respectively, and then follows counter¬ 
clockwise around the loop continuously, never again returning to 1. 

These various types of switching operation make possible a large 
number of functional operations by transistors. For example, tran¬ 
sistors may serve for generation of essentially rectangular or saw- 
toothod waveforms, introduction of time delays, counting, gating, 
amplification of pulse amplitudes, and lengthening of pulses. Because 
of their small size, long life, low power consumption, and reliability, 
transistors are especially suitable for use in complex switching devices 
such as digital computers. 

11. Transistor Oscillators 

Since transistors may amplify or have negative incremental resis¬ 
tance at pairs of terminals, they may be used as sinusoidal oscillators, 
and the principles outlined for vacuum-tube oscillators in Ch. XI are 
applicable to them. Inductive feedback from the collector to the 
emitter circuit, feedback through a parallel tuned circuit in series 
with the base terminal, and feedback from the collector to the emitter 
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through a piezoelectric crystal acting as a tuned circuit or through an 
actual series-tuned circuit are but a few of the possible basic circuit 
configurations. 


PROBLEMS 

1. Plot on the collector characteristics for the point-contact transistor in Fig. 6 
curves for the following constant emitter voltages: +0.4, +0.2, 0, —0.2, and 
—0.4 volt. Plot on the emitter characteristics curves for the following constant 
collector voltages: —5, —10, —20, —30, —40 volts. Is the incremental emitter- 
to-base resistance negative in any region of operation with constant collector 
voltage? Is the incremental collector-to-base lesistance negative in any operating 
region with constant emitter voltage? 

2. A point-contact transistor having the characteristics in Fig. 6 is connected 
as a grounded-base amplifier with a load resistance R L of 10,000 ohms, a signal- 
source resistance of 500 ohms, and a collector bias voltage of —30 volts. 

(a) Plot the input-resistance curve. 

(b) Determine the operating conditions for input voltages v, + V tt equal to 
0. +0.4, and +0.8 volt. 

(c) Plot the output-resistance curve for each value of input voltage. 


3. A point-contact transistor having the characteristics shown in Fig. 6 is 
connected as a grounded-base amplifier with added external base resistance R b . 
The collector bias voltage V ec is -20 volts, and the load resistance Ii L is 10,000 
ohms. 

Plot on the emitter characteristics curves showing the omittcr-to-ground 
voltage as a function of emitter current for R b equal to 0, 500, 1,000, and 1,500 
ohms. What is the minimum value of source resistance that will assure stable 
operation in this circuit? 

4. For the operating conditions in Prob. 2 with v t + V„ equal to +0.4 volt, 
determine r,, r,. r f . r m . and a, by measurements from the curves 

Using these values, compute R in and R out and compare with the slopes of the 
input-resistance and output-resistance curves from Prob. 2, respectively, at 

the operating point. .... , ... * 1 .^ 

Find the voltage gain and current gam graphically, and compare with the 

values computed from the measured values of r t , r b , r c , and a r . 

5. Develop an expression for the backward operating power gain in each of 
the three basic transistor amplifier connections. Can all three amplify in the 
reverse direction? 

6 For the n p-n junction-type transistor described in Table I, and the 
grounded-base, grounded-emitter, and grounded-collector amplifier connections, 
find numerical values for the 

(a) incremental input resistances when the incremental load resistance is zero 

and when it is infinity, , . - .. 

(b) incremental output resistances when the incremental resistance of the 
signal-voltage source is zero and when it is infinity. 


(c) matched input resistance, 

(d) matched output resistance, 

(e) maximum available power gain. 
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7. Show that for a or a, equal to 2, the forward and backward operating-power 
gains of a grounded-collector amplifier are essentially equal. 

8. Derive noise-figure relations corresponding to Eq. 78 but for the grounded- 
emitter and the grounded-collector amplifiers. 

9. The rms noise voltage at the collector of a particular point-contact tran¬ 
sistor is 100 microvolts in a 1 cycle-per-sec band at 1 kilocycle per sec and the 
rms noise voltage at the emitter is one per cent of that value. They may be assumed 
to be statistically independent. Each voltage varies approximately as the recipro¬ 
cal of the square root of the center frequency of the band. The internal resistance 
of the source of signal voltage is 500 ohms, r m is 30,000 ohms, r e is 250 ohms, and 
r b is 250 ohms. The temperature is 290 K, and Boltzmann’s constant k is 
1.38 x 10 -23 watt-second per deg Kelvin. 

Find the noise figure for the frequency band between 100 and 10,000 cps. 
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Physical Constants Useful in Electronics* 


Name 

Symbol 

Value 

Magnitude of charge of electron 

Q. 

1.602 X 10" l# coulomb 

Rest mass of electron 

m 

9.107 X 10-“ kilogram 

Magnitude of charge of electron 

Rest mass of electron 

o 

1.759 X 10 " coulombs per kilogram 

Electron volt 

1 ev 

1.602 X 10-“ joule 

Speed of propagation of electromagnetic 
waves in free space 

c 

2.998 X 10* meters per second 

Dielectric constant of free space 


8.854 X 10-“ farad por meter 

Permoability of free spaco 

D 

12.57 X 10"’ henry per motor 

Planck constant 

D 

6.624 X 10-“ joule second 

Boltzmann constant 

D 

1.380 X 10" M joulo per degree Kelvin 

Stofan-Boltzmann constant 

K 

5.673 X 10-* watt per squaro meter 
per degree Kolvin fourth 

Gas constant 

a 

8.314 joules per degree per molo 

Avogadro number 

N 

6.023 X 10” per mole 

Mass of atom of unit atomic weight 
Mass of electron 


1,823 

Atomic weight of hydrogen 


1.008 

Atomic weight of helium 


4.003 

Atomic weight of neon 


20.18 

Atomic weight of argon 


39.94 

Atomic weight of krypton 


83.7 

Atomic weight of xenon 


131.3 

Atomic weight of mercury 


200.6 


* Except for the last six atomic weights, the constants in this table either are taken 
from R. T. Birge, “A New Table of Values of the General Physical Constants,” Rev. Mod. 
Phys., 13 (October, 1941), 233-239, with permission, or are calculated from the values 
given there. The atomic weights given are based on the atomic weight of oxygen being 
equal to 16 . 
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APPENDIX B 


UNITS AND CONVERSION FACTORS* 

M ETER -KI LOG RAM • SECON D (MRS) AND CENTIMETER-GRAM- 
SECOND (CGS) SYSTEMS 

Amounts in any one row are equal; for example: 

I coulomb = 10"' abcoulomb; or 0.004, oersted = 1 ampero-tum/meter. 

Abbreviations mksuru, esu, and emu denote unrationalized units for which no name or combination 

of names has been approved. 


Quantity 

Sym¬ 

bol 

MRS 

rationalized f 
units 

MRS 

unrationalized 

units 

cas 

unrationalized 
electrostatic 
units (esu) 

COS 

unrationalized 
electromagnetic 
units (emu) 

Length 

Mass 

Time 

s 

1 meter 

1 kilogram 

1 second 

1 meter 

1 kilogram 

1 second 

10 * centimeters 

10 * grams 

1 second 

10 * centimeters 

10 ' grams 

1 second 

Forco 

Energy (work) 

Power 

9 

1 newton 

1 joulo 

1 watt 

1 newton 

1 joule 

1 watt 

10 ' dynes 

10 * ergs 

w-SL 

second 

10 ' dynes 

10 * orgs 

.o-^L 

second 

Dielectric con¬ 
stant (per¬ 
mittivity) 



4jt mksuru 

4• X 10~ u c* esu 

4w X 10-“ omu 

Charge 

■ Lin¬ 

D 

1 coulomb 

1 coulomb 

1 coulomb 
j coulomb 

10 -'c st at coulombs 
_ stateoulombs 

10 ~' abcoulomb 

abcoulomb 

Chargo 

ear 

Sur¬ 


meter 

coulomb 
| .. . 

meter 
, coulomb 

centimeter 
. stateoulombs 

10 "' —-- 

centimoter 

abcoulomb 

Density 

face 

Vol- 

H 

meter* 

coulomb 


centimeter* 

. stateoulombs 

centimeter* 

. abcoulomb 

1 it— 7 


. ume 


meter' 


C centimeter 3 

centimeter* 


• For further details, see E. E. Staff, M.I.T., Electric Circuit* (Cambridge, Massachusetts: The 
Technology Press of M.I.T.; New York: John Wiley & Sons, Inc., 1940), Appendix C, 746-756; J. A. 
Stratton, Electromagnetic Theory (New York: McGraw-Hill Book Company, Inc., 1941), 16-23, 
238-241: J. C. Slater and N. H. Frank. Electromagnetism (New York: McGraw-Hill Book Company, 
Inc., 1947), Appendix II, 205-216; N. H. Frank, Introduction to Electricity and Optics (2nd ed.; New 
York: McGraw-Hill Book Company, Inc., 1950), 39-41,423-429; F. W. Sears, Electricity and Magnetism 
(Cambridge, Mass.: Addison-Wesley Press. Inc., 1951), 11-15, 226, 260-261; or other textbooks on 
electromagnetism. 

t A rationalized system of units is one in which a factor 4;r is absorbed in the permeability p and 
in the dielectric constant e so that this factor does not appear in Maxwell's equations nor in electro¬ 
magnetic formulas for geometric configurations involving rectangular symmetry, such as formulas 
for the capucitanco of a parallel-plate capacitor and the properties of a plane wave. But the factor 4« 
does appear in formulas for geometric configurations involving spherical or circular symmetry, such as 
in Coulomb’s law and Ampere's law. See the footnote on page 17 for an explanation of the way 
rationalization affects the equations in this book. 
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Quantity 

Sym¬ 

bol 

MKS 

rationalized | 
units 

MKS 

unrationalized 

units 

COS 

unrationalized 
electrostatic 
units (esu) 

COS 

unrationalized 
electromagnetic 
units (emu) 

n VVt f 1 V Q 

Electric Fiold 
Intensity 
Potential Dif- 
forenco 
Electric Flux 
Displacement 
(electric flux 
density) 

£ 

E 

V 

D 

volt 

motor 

1 volt 

1 coulomb 

coulomb 

meter* 

volt 

meter 

1 volt 

4jt mksuru 

4 ir mksuru 

statvolt 

^ c centimeter 
lO'c* 1 statvolt 

4 ir X 10-'c esu 

4 n X 10-*c esu 

UDVOIIS 

10 * -:- 

centimeter 

10 * abvolts 

4jr X 10- 1 emu 

4tt X 10-‘omu 

Polarization 

Capacitance 

Elastonce 

9 

c 

s 

coulomb 

meter* 

1 farad 

1 daraf 

coulomb 

motor* 

1 farad 

1 daraf 

statcoulombs 
centimeter* 
10“ *c* statfarads 
10*c-* stotdaraf 

abcoulomb 

1 Q-i __ 

centimeter* 

10 -* abfarad 

10* abdarafs 

Current 

Current Den¬ 
sity 

Resistance 

M 

1 ampere 
ampere 

motor* 

1 ohm 

1 ampere 
ampere 

meter* 

1 ohm 

10-*c statamperos 
8totamporos 

10 ~*c--- 

contimoter* 

10 # c-* statohm 

10“* obampero 
abampore 
contimoter* 

10* abohms 

Conductance 

Resistivity 

Conductivity 


1 mho 

1 ohm-meter 
mho 

meter 

1 mho 

1 ohm-meter 
mho 

moter 

10-*c* statmhos 
10 u c“* statohm-cm 
statmhos 
io^'c* — r —— 

contunetor 

10"* abmho 

10“ abohm-cm8 
abmho 

10-»-;- 

centimotor 

Permoability 

Magnetic Fiold 
Intensity 
Magneto¬ 
motive Forco 


henry 

meter 

. ampere-turn 

moter 

1 ampere-turn 

1 weber 

4w praoorsted-m* 

4 n praoorstods 

in progilberts 

10V* 

4. MU 

4 rt X 10-*c esu 

4 it X 10-‘c esu 

10* goussos 
in oersted 

4tt X 10-*ooreted 

in X 10~ l gilbort 

Magnotic Flux 

Magnotic Flux 
Donsity 

4> 

B 

1 weber 

weber 

1 meter* 

1 weber 

weber 
* meter* 

10 *c-» esu 

10'c- 1 esu 

10* inaxwolla 

10' goussos 

Reluctance 

Pormeanco 

Inductanco 

(R 

L.il 

ampere-turn 

weber 

weber 

ampere-turn 
1 henry 

pragilberts 

weber 

1 weber 

4tt pragilbert 

1 henry 

4jt X 10"*c* esu 

-i- 10 *c-* esu 

4jt 

10 *c~* stethenry 

gilbert 

4w X 10"* --r. 

maxwell 

1 . maxwells 

— 10*- 

4jt gilbert 

10* obhonrios 


MKS rationalized 


Numerical ValtMt for Free Space 


1 farad 

10»c-* —— 
4n meter 


CGS unrationalized emu 
CGS unrationalized esu 


C“* emu 
1 esu 


henrv 
AnXlO- 1 —f-. 
meter 
j gauss 
oersted 
c~* esu 


c = (2.997 76 ± 0.000 04) 10 l# % 3 X 10‘° c" 1 = (0.333 560 ± 0.000 004)10- 10 ^Jx 10-»° 
c* = (8.987.8 ± 0.000 2) 10*° 9 X 10** c“* = (0.111 262 ± 0.000 003)10-*° * £ X 10"* 0 
c is a numeric equal in magnitude to the velocity of electromagnetic wave propagation in freo space, 

when expressed in centimeters per second. 
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Plate milliamperes Plate milliamperes 


APPENDIX C 


Characteristic Curves of Representative 
Electron Tubes 



D-c plate volte 


Fig. 1. 5Y3-G Full-wave vacuum rectifier. Peak invorse voltage 

= 1,400 volts max; peak plate current per plate = 400 ma max. 
(Courtesy oj Radio Corporation of America.) 


Average plate characteristic 



20 40 60 80 100 120 


D-c plate volts 


Fig. 2. 5U4-G Full-wave vacuum rectifier. Peak inverse voltage 

= 1,550 volts max; peak plate current per plate = 675 ma max. 
(Courtesy of Radio Corporation of America.) 
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Average plate characteristic 



6J5 or 6SN7-GT 

Average plate characteristics 

Each inode unit 



100 200 300 400 500 

Plate volts 


Fig. 4. 6J5 Medium-mu triode: C gp = 3.4 ///if; C gk = 3.4 ///if; C pk = 3.6 ////f. 
6SN7-GT Twin-triodo amplifier: C gp = 3.8 and 4.0 ////f; C k = 2.8 and 3.0 ///if; 
c, t = 0.8 and 1.2 /z/zf. Typical operation. Class A t amplifier: E b = 250 volts; 
E c = — 8 volts; I b = 9 ma; // = 20; r p = 7,700 ohms; g m = 2,600 //mhos. 
[Courtesy of Radio Corporation of America.) 
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601 or 12AU7 

Average plate characteristics 
_ Each triode unit 




E/- 6.3 volts 


mama 


200 300 400 500 

Plate volts 

Fig. 5. 6C4 H-f power triode: C gp = 1.6/i/if; C, fc = 1.8/i/if;C fc = 1.3 
HH*. 12AU7 Twin-triode amplifier: C gp = 1.5/i/if; C gk = 1.6/i/if; 
= 0.50 and 0.35 /i/if. Typical operation, Cluss amplifier: 
= 250 volts; E e = —8.5 volts; I b = 10.5 ma; /i = 17; r p = 7,700 
ohms; J7 m = 2,200 /imhos. ( Courtesy of Radio Corporation of America.) 

12AX7 

Average plate characteristics 
For each unit 


Plate volts 

Fig. 6. 12AX7 High-mu twin triode: C gp = 1.7 /i/if; C gk = 1.6/i/it; 

C pk = 0.46 and 0.34 /i/if- Typical operation. Class Aj amplifier: 
E b = 250 volts; E c = —2 volts; I b = 1.2 ma; p = 100; r p = 62,500 
ohms; g tn = 1,600//mhos. (Courtesy of Radio Corporation of America.) 
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2A3, 6A3, or 6B4-G 
Average plate characteristics 


Plate volta 

2A3, 6A3, or 6B4-G Power amplifier triode: C gp = 16.5 pp f; C gk 
k = 5.5 pp f. Typical operation, Class A, amplifier: E b = 250 
45 volts; l b =60 ma; p = 4.2; r p = 800 ohms; g m = 5,250 fj 
(Courtesy of Radio Corporation of America.) 

6SJ7 

Average plate characteristic* 

Pentode connection 


Grid-No. 1 volt* « rt -0 


Plate volta 

Fig. 8. 6SJ7 Sharp-cutoff pentode: C plp = 0.005 ppf; C in = 6 ppf; C oul = 7 
ppf- Typical operation. Class A, amplifier: E b = 100 volts; E f3 = 0 volt; 
E C 2 = *^0 volts; E cl = —3 volts; I b = 2.9 ma; / f2 = 0.9 ma; g m = 1,575 //mhos; 
r p = 0.7 megohm. (Courtesy of Radio Corporation of America.) 
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6K6-GT 



Average plate characteristics 
Pentode connection 


Plate volts 


Fig. 9. 6K6-GT Power pentode: C 


- _ . - - -i—— 0.5 uuf; 

fifil. Typical operation. Class A. amplifier: E h 

fc' _ Oca «. t« n . . . 1 • Q 


E ci = 2 50 volts; E el = —18 volts; \ = 32 raa; i f2 


Cin = 
: 250 


5.5 ^f; C oul 


E 


eZ 


6.0 

volt; 


volts; 

: I.''' ~ /«j = 5.5 raa; = 2'.300/tmho S | 

p _ 00,000 ohms. (Courtesy of Radio Corporation of America.) 


6CB6 

Average plate characteristics 



200 300 

Plate volts 

Kig. 10. 6CB6 Sharp-cutoff pentode: C plp = 0.020 C in = 6.3 u//f; C = 1.9 
////f. Typical operation. Class A, amplifier: E b = 200 volts; E 3 = *0 volt; 
h c2 = 150 volts; £ fl = 2.2 volts; I b = 9.5 ma; I e2 = 2.8 ma; V = 6,200 

/imhos; r p = 0.6 megohm. (Courtesy of Radio Corporation of America.) 
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APPENDIX D 


Answers to Representative Problems 


Chapter I 


1. 1,167 mi/sec. 

3. (a) 0.0293 cm from k. (b) 0.121 /isec. 

4. 0.176 from negative plate. 

8 . (a) 200 ev. (b) 3.37 x 10" 9 sec. 
(c) 1.39 X 10 -9 sec. (d) 1.24 x 10" 9 
sec. 


13. 446 v. 

16. 0.455 webers per m 2 . 
19. (a) 104 amp. 

22. 1.99 amp. 

26. (a) 0.398. (b) 1.0. 


1. 0.0218v. 
6 . 2,455 K. 
8. 3,030 K. 


Chapter II 

12. (a) 165 ma. (b) 87.3 ma per w. 
(c) 0.0608. (d) No. (e) 1.3 ainp; 
346 ma per w; 0.0269. 

15. 2.72; 3.76; 4.63. 


Chapter III 

1. 425 ma; 728 ma. 6. (a) 4.25 X 10“« mm Hg. (b) 0.0235; 

2. (a) 0.109 amp. (b) 54.7 v. (c) 9.53 1 - (6.3 x 10~ u ). 

X 10~ 3 webor per m*. 


Chapter IV 

1. (a) 965 K. (b) 2.85 x l(Hmm Hg. 5. 2.53 x 10- 9 sec; 2/3. 

3. (a) 3.5 cm; 8.82 cm. (b) 0.121 cm; 9. 10; 2,500 ohms; 4,000/imhos. 

8.82 cm. (c) 64.2 amp; 3.42 v. 


Chapter VI 


7. 2.1%; 48%. 

9. (a) 1, 1. (b) 2. 1. (c) 2, 1; 2, 2/3; 

2 , 1 / 2 . 

12. 4.52 h. 

14. (a) 408 amp; 467 v. (b) 1,143 kw. 
(c) 0.551. (d) 28.2 kva. 


16. (a) 4,080 v. (b) 9,560 v. (c) 30 amp. 

(d) 300 kva. (e) 0.955. 

20. (a) 270 v. (b) 11,310 ohms, (c) 1,530 
ohms, (d) 4.55 v. 

25. 445 v; 150 ma. 

28. 185 v; 2,470 ohms; 5,620 to 6,600 
ohms. 


Chapter VII 

1 . 48.3 v. 4. 1.63 amp. 

3. (a) 0.259 amp; 0.250 amp; 0.165 12. (a) 23.7°. (b) 93%. 

amp; 0.017 amp. (c) 21,900 ohms. 

(d) 7.52 w. 
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Chapter VIII 


3. (a) 0.62 ma; 288 v; 80,600 ohms. 

(b) 1.1 ma; 262.5 v; -27.5 v. 

6. (a) 13.2. (b) 385 v. (c) 1.35 h. 
(d) 250 v. 

15. (a) 120 v. (b) 6.2%. (c) 5.8%. 


17. (a) 3.18. (b) 45 v. (c) 21.7 w. 
(d) 12.1 w. (c) 0.81 w. (f) 11.3 w. 
(g) 6-7%. 

21. (a) 24.4 v. (b) 0. (c) 3.13 ma. (d) 0. 

(©) 76.3 mw. (f) 4.54 w. 

24. (a) 1.09. (b) 13.2 v. (c) 1.16 w. 
(d) 74 v. (o) 15.5 ma. (f) 0. 


Chapter IX 


2. (a) 148,000 ohms; 106,000 ohms, 
(b) 0.938 v. (c) 0.00642 v. 

3. 30,900 ohms; 0.00527 /if. 

12. (a) 445 ohms, (b) 10.85. (c) 2.26 w. 
(d) 76.4 cps. 


15. 18.2; 1.68 and 1.50 megacycles per 
sec. 

18. 1 : 50.4. 

19. (a) 0.00298. (b) 0.0172. 


Chapter X 


5. (a) Class B. (b) 12.7 ma. (c) 141 v; 
0.8 v. (d) 2 w. (e) 1.81 w. 

6. 1770 ohms; 237 v; 165 w. 

7. (a) 5180 ohms, (b) -80 v. (c) 0.225 
amp. (d) 0.25 amp. (c) 1295 v. 
(f) 177.5v. (g) 2.5 amp. (h) 324 w. 
(i) 450 w. (j) 126 w. (k) 72%. 
(1) 165/ih. (m) 615/i/if. 


9. (a) 35 w. (b) 60 w. (c) 70%. (d) 16 w. 
(o) 0.65 w. (f) 38 ^h; 19.8 ohms; 
667 /i/if. 


Chapter XI 

1. (a) g m = HP t + r p )HMR,r p ). 8. (a) 38 /ih; 667 /i/if. (b) 10.7 /ih; 5,550 

3. (a) P = r p (P t + r p )f[P - 1) ohms; 0.61 w; 33.75 w; 300 /i/if. 

-r p ). 

(b )/= l/(2nv / Z,c)- 


Chapter XII 

1. (a) 96.3%. (b) 1.06.(c)97.2 w;22.5w. 5. (a) <o m . (b) Zero, (c) 2w m . 


Chapter XIII 


6. (a) 31.1 and 266 ohms; 1.440 and 
266 ohms; 1,445 and 13.4 x 10 6 
ohms. 

(b) 1.56 X 10 6 and 13.4 X lO^hras; 
1.56 X 10 6 and 0.288 X 10 6 
ohms; 31.1 and 0.288 X 10 6 
ohms. 


(c) 91 ohms; 619 ohms; 139,000 
ohms. 

(d) 4.58 X 10 6 ohms; 0.671 X 10 6 
ohms; 2,990 ohms, (e) 2.7 X 10 4 ; 
2.02 x 10 5 ; 46.5. • 

9. 7 x 10 s . 



Bibliography 


Since electronics is a rapidly growing field of °» 

the literature on the subject is scattered in the form reading j n P & large 

technical periodicals. Study of the field therefore involves reading in large 

number of different publications. . hnnks and neriodi- 

Footnotes throughout this book include references to hot ^. 
cals, which are selected because of their bearing on the 
discussion. The majority of these references in turn contain 
to earlier literature on the same subject. The footnote references therefore 
as a guide to further study in the more important branches of electronic . 

As an aid to acquiring a knowledge of electronics on a broader scope thanthat 
covered by the footnotes, a list of bibliographies in the field is given below. These 
bibliographies have appeared from time to time in various forms, such as textbook 
documentation by means of footnote references, chapter references, or complete 
bibliographies, ns bibliographies in survey articles in technical journals, and as 
exhaustive bibliographies giving a critical estimate of available literature ana 
published separately. Some of them are continued and brought up to date annu¬ 
ally. These authoritative bibliographies will be found to bo valuable tools for 
independent study of the diverse applications of electronics. 

The following abbreviations for periodicals and circulars aro used in footnotes 
and in this bibliography of bibliographies. 
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Rev. Mod. Phys., 5 (1933), 141-168. Bibliography: 141 references, PP- * 

This article deals mainly with physical phenomena, 
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Titles are in German, but English translations are given for all references to other 
than German publications. 
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Abbreviations for periodicals, 839-840; 

see also Symbols 
Accelerator, cyclic particle, 37 
Acceptor, 780 
Activation, cathode, 90, 92 
Active circuit elements, 800-801 
Admittance, input, 419-428 
Alkali metals, characteristics of, 113-115 
Alpha particle, 58 
Ammeter, rectifier-type, 314 
Amplification, sec also Amplifier; Gain 
by gas tube, 259 
by grid control, 176 
by pentodes and tetrodes, 416, 428 
cathode-follower, 432 
complex, 418-416 
definition of, 412 

differs from amplification factor, 415 
frequency dependency of, 413-415 
gas, 147, 151 

limited by interelectrode capacitance, 
202, 425 

modulation includes, 689 
noise limits, 494 

nonlinear, 438-439; see also Harmonic 
generation 

of modulated wave, 626 
power, 176 

in cathode follower, 432 
short-circuit current, 809 
transistor, 785-787, 799-804, 809 
voltage, with cathode impedance, 416- 
419 

Amplification factor, definition of, 193 
differs from amplification, 415 
gas, 15i—152 
pentode, 210 

triode, constancy of, 189, 195 
relation of, to tube capacitances, 189, 
193 

sign of, 193 

variable-mu-tube, 211-212 


Amplifier, audio-frequency, 488-489; see 
also Amplifier, Class Ai; Ampli¬ 
fier, Class AB; Amplifier, Class B 
balanced, 503-504 
balanced-to-ground, 530-531 
bandwidth, limitations of, 498 
broad-band, 490, 563-570, 765 
cascade, 487-608 
voltage amplification of, 493-494 
cathode-bias in, 397-399, 416-419, 463, 
510, 555, 588-589 

cathode-follower, 428-435, 587-588 
characteristics of, representation of, 
491-494 

Class Aj, definition of, 403 
Class AB, 609-613 
definition of, 403-404 
Class B, 619-629 

analysis tabulation for, 634 
applicability of, 609, 619-620 
as modulator, 707-712 
definition of, 404 

incremental equivalent circuit of, 625 
linear, 626 

load resistance for, 628 
optimum conditions in, 626-628 
phase relations in, 622-624 
semi-graphical analysis for, 631-638 
Class C, 629-652 

analogy of, with pendulum clock, 
638-640 

analysis tabulation for, 634 
applicability of, 609, 630 
approximate analysis for, 630 
cathode-modulated, 714 
conditions in, for high efficiency, 640- 
641 

definition of, 404 

design considerations for, 638-642 
grid-bias modulated, 713-714 
grid-bias voltage for, 629-630, 641- 
643 

load resistance for, 637 
over-all efficiency for, 641 
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Amplifier, Class C, plate dissipation in, 
638 

plate efficiency in, 638, 640-641 
plate modulation of. 630. 705-713 
Q of load for. 638-640. 648-652 
semi-graphical analysis for. 631-638 
vector diagram for, 643-644 
classes of, 403-404 
compensated, 563-570 
complex voltage amplification in, 413- 
416 

computer, 592 
definitions of, 390, 403-404 
degenerative, 570, 577 
difference, 503-509 
differentiating, 592 
direct-coupled, 499-509 
stair-step coupling in, 502 
voltage-divider coupling in, 501-502 
zero drift in. 503-504 
distortion in, 437-438; see also Distor¬ 
tion; Harmonic generation 
driver stage of, 619 
dynamic transfer characteristic of, 439- 
444, 737 

feedback. 570-600 

analysis of, by superposition, 574-576 
complex locus for, 577-580 
distortion reduced in, 584-585 
driving point impedance in, 585-589 
guin stability in, 580-581 
input impedance of, 585-589 
noise reduction in, 581-584 
output impedance of, 585-589 
resistance-capacitance-coupled, 592- 
600 

stability in, 576-580 
for modulated wave, 626 
frequency characteristic of, 491-494 
frequency-range classification of, 487- 
491 

frequency response of, 491-494. 563-570 
gain-bandwidth product in, 525, 557 
guin-of-minus-one, 592 
grid-bias voltage in, 395; see also 
Cathode bias 

grid-current effect in, 393, 404-405, 523 
grid-signal voltage in, 399-400 
grounded-base transistor, 789, 793-796, 
807-808, 812 

grounded-collector transistor, 810 - 611 , 
813 


Amplifier, grounded-emitter transistor, 
796-798. 808-810, 812-813 
grounded-grid. 428-429, 435-437 
grounded-plate. 428-435 
in feedback oscillator, 658-661, 682-685 
incremental equivalent circuit for, 405- 
412, 625; see also Equivalent cir¬ 
cuit, incremental 

inductance-capacitancc-coupled, 529- 
530 

input admittance of, 419-428 
input impedance of, 585-589 
integrating, 592 

intermediate-frequency, 563, 757-758, 
813-814 

inverse feedback, 570-600 
linear. Class B, 626 
conditions for, 195, 198-200, 391, 399- 
405, 737 

load line for, 395-397, 452-460, 471; sec 
also Path of operation in amplifier 
load resistance for maximum power 
output from, 452-455 
loads for, 394 

maximum power output from, 448-456 
maximum power sensitivity in, 448-451 
multistage transistor, 811-814 
narrow-band, 491, 547 
noise in. 494-499, 581-584, 761, 772-773 
oscillations in, 596, 598-600, 681-682 
output impedance of, 585-589 
output transformer in, 456-458, 533-534 
for plate modulation, 712-713 
overexcited, 404-405 
path of operation in, see Path of oper¬ 
ation in amplifier 
pentode in, 425-428 
phase characteristic of, 491, 525-527, 
543-544. 565-568 
phase-inverter, 530-533, 592 
phase relations in, 403, 409-411, 414— 
415. 622-624 

plate dissipation in, 445-447, 638; sec 
also Plate dissipation 
plate efficiency of, 448, 455-456, 638, 
640-641; see also Plate efficiency 
plate-modulated, 630, 705-713 
power^iHTfjwt from, 444-457 
Vjum'er supply in, common, 554-555 
pulse, 217 

push-pull, see Push-pull amplifier 
Q of, 557, 560, 638-640, 648-652 
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Amplifier, quiescent operating point for, 
397 

quiescent operation of, 394-399 
radio-frequency, 491, 554-563; see also 
Amplifier, tuned 
rate of rise in, 568-569 
regenerative, 570, 577, 598 
regenerative pulse, 821, 823 
rcsistancc-capacitance-coupled, 509-529 
complex locus for, 527-529 
feedback around, 592-600 
frequency characteristic of, 511-525 
gain-bandwidth product in, 525 
half-power frequencies in, 515-516 
logarithmic frequency characteristic 
of, 519-520 

middle range of frequencies of, 512— 
514, 521 

nondimensional frequency character- 
y'——istic for, 518-521 

phase angle in, 517-518, 525-529 
phase characteristic of, 525-527 
stray capacitance in, 511-512 
vector diagrams for, 516-518 
voltage gain of, 511-525 
selectivity of, 557-558, 560, 563, 570, 
580, 645, 651 

shift of dynamic load line in, 458-460 
shunt feed in, 530 
single-stage, 390-486, 803-811 
stage of, 487 
stagger-tuned, 563 
time delay in, 567-568 
transformer-coupled, feedback in, 578- 
579, 595-598 
tuned, 558-563 
untuned, 533-547 
transistor, 803-814 
cascade, 811-814 
intermediate-frequency, 813-814 
tube symbols for, 391-392 
tuned, 491,554-563 
capacitance-coupled, 554-558 
Class B, 619-629 
Class C, 629-652 
effective Q in, 557, 560, 648-652 
gain-bandwidth product in, 557 
transformer-coupled, 558-563 
vector diagrams for, 643-644 
tuned circuits for, 547-553 
unilateral, 571 

vector diagrams for, 409-411, 643-644 


Amplifier, video, 490; nee also Amplifier, 
broad-band 
voltage, 487 

voltage amplification in, 412-419; see 
also Amplification; Gain 
wide-band, 217 

with reactive load, 409-411, 414-415 
Amplitude, instantaneous, 770 
Amplitude modulation, see Modulation, 
amplitude 
Angstrom unit. 111 

Angular frequency, instantaneous, 693, 
695, 770 
resonant, 548 

Angular modulation, see Modulation, an¬ 
gular 

Anode, 6. 173; sec also Plate 
control, 273 
excitation, 248-251 
ignition. 248-251 
starter, 273 
Anode glow, 155-156 
Anode sheath, 245-246 
Anode voltage, see also Maximum peak 
inverse voltage; Plate voltage 
critical, 236-237 
forward, maximum. 270 
Anode voltage drop in mercury arc, 246 
Answers to representative problems, 837- 
838 

Antennas, size of, 490, 690, 702-703 
Aperture lens, 28 

Approximations, for diodes, linear, 282- 
284 

for pentode, linear, 210-211 
for triodes, linear, 198-200, 406 
nonlinear. 187, 734-738 
successive, 733-734. 736-737. 743 
Arc, 159. 160-162; s(c also Cathode spot; 
Mercury-arc rectifiers; Plasma 
role of excited and metastablc atoms 
in, 148 

Arc-back, see Backfires 
Argon. 139. 143. 232, 237. 829 
Tungar contains. 241 
use of, in gas tubes. 243. 270 
Arrester, lightning. 159-160 
Astable switching operation. 823-825 
Atom, chemical behavior of, 62 
constituents of. 2-4, 62 
excited. 136 

role of, in gas discharge, 148 
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Atom, ionization of, 137-139, 145-148 
metastablc, 137-139 
causes ionization below ionizing volt¬ 
age, 230 

role of, in gas discharge. 148 
normal state of. 136 
penetration of, 145 
physical properties of, 135-139 
radiation from, 136 
structure of, 62 
Atomic lattice, 62, 65, 96, 780 
Atomic number, 63 
Atomic theory of matter, 61-62 
Atomic weight, of various gases, 829 
Audibility, frequency limits of. 488-489 
Auto-electronic emission, 101-102; sec 
also Field emission 
Automatic volume control, 212, 219 
Autosvn. 378 
Available power, 450, 806 
Available power gain, 806-807 
Avalanche, electron, 152 
Avogadro number, 829 


Beats, modulation differs from, 757 
Beginning voltage, 152 
Bessel functions, 763. 767 
Betatron. 36, 39 
Bevatron, 40 

Bias, cathode, nee Cathode bias 
grid, 395 

grid-leak-and-capacitor, 642-643, 670- 
672, 676-678 
self, see Cathode bias 
Bibliography, 839-844 
Bidirectional transmission, 811 
Bisection theorem, 505 
Bistable switching operation, 819-821, 
823-825 

Black body, radiation from, 115 
Breakdown, electrical, of gas, 152-155 
forward, in gas tube, 233, 257, 267 
inverse, in gas diode. 241-243 
Breakdown voltage, 152-154 
Brush discharge, 155 
Bulb, glass, limitations on use of, 173 
outgassing of, 172 
Bunches, electron, 222 


Backfires, 248 

shields to prevent, 248-251, 253 
Balanced-to-ground amplifier. 509, 530- 
531 

Band, allowed, 66 
energy level, 66. 101-102, 778-780 
Fermi, 73. 101-102 
filled. 66 

frequency. 462. 488, 510 
in transformer-coupled amplifiers, 

535 

side, see Side bands 
Band-pass coupling. 563 
Bandwidth; see also Guin-baudwidth 
product 

of resonance curve, 552 
of system. 495 

Barkhausen criterion for oscillators, 662- 
661, 680-681 

Barrier, potential-energy, 65, 71, 96-99, 
101, 103, 111 

Barrier-layer rectifier, 277. 782 
Base of transistor, 784-788 
Battery-charging rectifier circuit, 302 
Beam-power tubes, 212-215 
incremental equivalent circuit for, 427 


Capacitance, direct, 184 
input, for pentodes, 428 
of cathode follower, 434-435 
interelectrode. Interelectrode capac¬ 
itance 

output, of pentodes, 428 
Capacitance o|>erator, mutual, 184 
Capacitor, by-pass. 419 

of no avail in direct-coupled ampli¬ 
fier, 502 

cathode-bias, sec Cathode bias 
coupling, 509 
decoupling, 555 

Capacitor-input filter, 316-329, 348-354 
Capacitron. 251-252 

Carburization of thoriated tungsten, 89- 
90 

Cardioid locus. 597-600 
Carrier, pulse. 698 

Carrier-current telephony, 691, 744-746, 
753 

Carrier frequencies, 489 
Carrier wave. 554, 689, 699 
disappearance of, in frequency modula¬ 
tion, 767, 768 
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Carrier wave, suppression of, 753 . 

Cathode, 6; see also Os.de-coated ca^h- 

ode; Thoriated-tungsten cathode, 
Tungsten cathode 
cold. 273-274 

cooling of. by electron evaporation. 171 
disintegration of, 236-238 
evaporation of, in gas tube, 239 
heat-shielded, 239 
indirectly heated, 94-95, 391-392 
mercury-pool, 101, 244-252 
maintenance of, 333 
starting of, 247-252 
Strobotron, 276 
symbols for, 391-392 
Cathode bias, in Class A, amplifier, 397- 
399, 416-419, 463, 510, 555, 583-589 
in Class AB amplifier, 613 
in Class B amplifier, 618 
in push-pull Class A 4 amplifier, 463 
is current feedback, 688-589 
voltage amplification with, 416-419 
Cathode current, 182 
Cathode-follower amplifier, 423-435, 587- 
588 

unsymmctrical behavior of, 433 
Cathode glow, 155-156 
Cathode-ray oscilloscope, 19-25, 35-36, 

508 

Cathode sheath, 235, 245 
Cathode spot, mercury-pool, 101, 244, 
247-252, 333 

Cathode voltage drop, in glow discharge, 
157 

in mercury arc, 245-247 
in thermionic gas tubes, 235 
Cavity resonator, 223-224 
Cesium, 104-105, 113-117, 276 
Channel, frequency, 702 
Characteristic, frequency, see Frequency 
characteristic 

Characteristic, phase, 438, 491, 525-527, 
543-544, 565-568 
Characteristic curves, arc, 159 
beam-power-tube. 213, 215 
capacitor-input-filter, 322, 324, 325, 350, 
351 

cathode-bias, 398-399 
cathode-follower, 430 
cold-cathode tube, 272, 274 
compensated amplifier, 566, 567, 569 
composite, 467-475, 611, 614 


Characteristic tunes, constant-current, 

189. 631-633 

critical-grid-voltage, 366-367 
crystal diode. 781 
gas-diode, 233 
gas-phototube, 150-151 
gaseous-discharge, 159 
gated-beam tube, 216-217 
germanium power rectifiers, 783 
glow-discharge, 155-159 
inductor-input-filter, 343, 348 
Kino lamp, 159-160 
magnetron, 52 
mercury-arc-rcctifier, 246 
modulation, 705 
neon lamp, 159-160 
pentode. 207-209, 835, 836 
phase-shift thyratron-control, 372-374 
phototube. 118-119. 121, 150-151 
rectification, type 6H6 diode, 722 
tetrode, 202-203, 205 
thyratron, 260, 261, 265 
Townsend-dischargc, 149, 159 
transfer, 189, 209 
transistors, 788-792 
transition, 274 

triode, 188. 190-191. 472, 633, 833, 834, 
835 

type 2A3 triode, 835 
type 5T4 diode, 350 
type 5U4-G diode, 832 
type 5Y3-G diode, 832 
type 6A3 triode, 835 
type 6AL5 diode, 833 
type 6AU6 pentode, 208-209 
type 6B4-G triode, 835 
type 6C4 triode, 834 
type 6CB6 pentode, 836 
type 6H6 diode, 722 
type 6J5 triode, 833 
type 6K6-GT pentode. 836 
type 6L6 beam power tube, 215 
type 6SJ7 pentode, 835 
type 12AU7 triode, 196. 834 
type 12AX7 triode, 834 
type 929 phototube, 118-119 
type 931-A multiplier phototube, 121 
type 5559/FG-57 thyratron, 262 
type 5720/FG-33 thyratron, 262 
type 5728/FG-67 thyratron, 262 
type 5851 phototube, 151 
vacuum-diode, 166-168, 722, 832, 833 
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Characteristic curves, vacuum-phototube. 
116-119 

vacuum-triode, 187-192, 472, 633, 835- 
835 

vacuum tube, shape of, for linear oper¬ 
ation, 195, 198-200. 391, 399-405, 
737 

Characteristics, vacuum-tube, average, 

175 

Charge, alpha particle, 58 
electron, 3, 829 
image, 96 
positive-ion, 137 
space, see Space charge 
Charge-to-mass ratio for electrons, 3, 34, 
48, 829 

Charged particles, liberation of, 61, 70- 
75; sec also Emission 
measurement of velocity of, 43-44 
motion of, in concurrent fields. 42-64 
in electrostatic fields, 8-17 
in magnetostatic fields, 29-42 
path of, sec Path of charged particles 
Charges on glass walls, effect of, in thyra- 
trons, 267 

Child's law, 132; see also Limitation of 
current by space charge 
Choke, 338; see also Inductor 
first, in rectifier filters, 344, 346, 374 
radio-frequency, 678-679 
swinging, 346 

Choke-input filter, see Inductor-input 
filter 

Circuit breaker, 161 

Circular path of charged particles, 33-34 
Clamper, 390 

Clean-up of gases, 243, 270-271 
Clipping, 217, 390, 433 
Clock, analogy of, with Class C ampli¬ 
fier, 638-640 
with oscillator, 657, 678 
with resonator, 223 
Coating of oxide-coated cathode, 92 
Code, binary, for pulse modulation, 698 
Coefficient, coupling, 558 
electrostatic-induction, 184 
temperature, of thermionic emission, 
81 

Coefficients, pentode, 210 
power-series, measurement of, 737 
vacuum-tube, 192-198 


Coefficients, vacuum-tube, dependence of, 
on plate current, 195-196 
measurement of, 198 
reflex, 196 

relation of, to characteristic curves, 
195-198 

relationship among. 195 

variable-mu-tube, 211-212 

Coil, see also Choke; Inductor 
Q of, 340, 553, 650 
Coincidence detection, 217 
Cold-cathode effect, 101-102 
Collector of transistor, 784-787 
Collision processes in a gas, 139-148 
Collisions between particles, conse¬ 
quences of. 145-148 
elastic, 141, 145 
inelastic, 141, 145 
prevention of, 145 
probability of, 143-145 
Color sensitivity of phototube, 113-115 
Common-mode component, in d-c ampli¬ 
fier, 505 

Communication, frequency ranges of, 
488-491 

radio, see Radio communication 
Commutation in rectifier circuit, 304 
Complex locus for amplifier, 527-529, 
577-580 

Complex numbers, symbols for, 47 
Composite characteristics, 467-475, 610- 
618 

Composite surfaces, see Oxide-coated 
cathode; Thoriated-tungsten 
cathode; Photoelectric emission; 
Secondary emission 
Concentration, see also Density 
of electrons in a metal, 69, 73 
of molecules in a gas, 142 
Condenser-input filter, sec Capacitor- 
input filter 

Conditional stability, 579-580 
Conductance, mutual, see Mutual con¬ 
ductance 

Conduction, electrical, by electrons, 779- 
780 

by holes, 779-780 
in metals, 62, 66-68 
through vacuum, gases, and vapors, 
1, 124-163 

Conduction angle of rectifier circuit, 298- 
299 
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Conductivity, unidirectional, in a diode, 

165 

Conformal transformations, 183 
Conservation of energy, 11, 15 
Constant, atomic weight, 829 
Avogudro, 829 
Boltzmann, 69, 829 
gas, 829 

Planck, 5. 69, 111, 136, 829 
Stefun-Boltzmann, 82, 173, 829 
Constant-current characteristic curves, 

189, 631. 633 

Constants, electronic, 3, 829 
emission. 77-80. 89. 93; see also Oxide- 
coated cathode; Thoriated-tung- 
sten cathode; Tungsten cathode 
physical, 829, 831 
tube, see Coefficients 
Constituents of atom, 2-4, 62 
Contact difference of potential, 74-75, 
168. 186, 255 
effect of, in triodes, 186 
on grid-current curve, 255 
Continuous control of thyratrons. by 
phusc-shift of grid voltage, 372-382 
Control, feedback in, 600 
grid, see Grid control 
of thyratrons. see Thyratron circuits 
Control characteristic of thyratron, 261- 
262 

effect of changes in, 370, 375 
Control ratio, grid, of thyratron. 262 
Control voltage, 621, 667 
Controlled gas tubes, see Ignitron; Per- 
matron; Relay tube; Strobotron; 
Thyratron 

Controlled-rectifier circuits, 366-389 
Conversion factors, 17-19, 830-831 
Conversion transconductance, 760-761 
Converter, frequency, vacuum-tube, 210, 
218-219. 750-761 
pentagrid, 219, 761 
Cooling, unode, 173 
grid, 174 

mercury-arc-rectifier, 247-248, 251 
of cathode by electron evaporation, 171 
plute, 173, 447 

Co-ordinate system, rectangulur. 31 
Copper-oxide rectifier, 277, 314, 783 
Copper-sulphide rectifier, 783 
Core materials for oxide-coated cathode 
92 


Corona discharge, 155, 273 
Cosmic rays, ionization by, 150 
Coulomb’s law, 63. 96 
Coupling coefficient, 558 
Coupling networks, oscillator, design of, 
674-678 

tube-to-load, design considerations 
for. 644-652 
Crater lamp, 276 
Critical anode voltage, 236-237 
Critical-grid-voltage curve. 366-367 
Crystal, piezoelectric, 659. 680 
solid. 62. 65. 96 
Costal diode. 758. 781-782 
Cry*t*l lattice, 62 , 65, 96 

imperfections in, 780 
Current, cathode, 176-178 
displacement, 129, 166, 186, 202, 220, 
401, 420 

emission, sec Emission current 
grid, sec Grid current 
minimum, in mercury-arc rectifiers, 247 
in voltage-regulator tube, 355 
plate, see Plate current 
random positive-ion. 263-264 
ratio of electron to positive-ion, 231— 
232 

reference direction for, 391-393 
saturation, sec Saturation current 
space, 77. 126 

space-charge limitation of, sec Limita¬ 
tion of current by space charge 
thermionic-emission, 77, 78; sec also 
Emission current 

Current amplification, transistor, 785, 
787, 799-804 , 809 

Current-carrying capacity of a tube, ef¬ 
fect of gas on, 230 

Current density, at cathode spot, 244 
field-emission, 101 
in germanium power rectifiers, 783 
in glow discharge, normal value of, 
157-158 

random, in a metal, 66. 102 
space-charge limited, 130-132 
Current feedback, 571, 573; see also 
Feedback 

Curve, tube, see Characteristic curves 
Cut-off, in diode, 170 
Cut-off frequency, transistor, 818 
Cut-off grid voltage, 180 
indefinitencss of, 180, 186 
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Cut-off grid voltage, remote. 211-212 
Cyc loidal path of charged particles. 44-48 
Cyclotron, 36-37, 58 

D 

D-c power output of rectifier. 290. 295 
Dark spaces in glow discharge, 155-156 
Davisson chart. 82-83 
Decibel, 492-494, 519-520 
Decibels per octave, 520 
Decoupling circuit, 555 
Deflection, electron-beam, electrostatic 
19-25 

magnetic, 35-36 
DeForest triode, 185 
De-ionization time in thyratrons, 266-267 
Delay time in amplifier. 567-568 
Demodulation. 491. 691-777; .tec also 
Detection; Modulation 
definition of. 690-691 
square-law, 740 

Demodulator, 390; .tec also Demodula¬ 
tion; Detection; Detector; Modu¬ 
lation 

Density, see also Concentration 
current, sec Current density 
space-charge, 129, 132 
tungsten, 88 
Detection, 491, 690-777 
anode-bend, 749 
conversion, 758 
definition of, 690-691 
grid-current. 749-750 
linear, 715-725 
reverts to square-law, 750 
plate. 749 
power, 750 
square-law, 716, 740 
distortion in. 746-750 
with diode, 750 
with triode, 746-750 

Detector, 390; see also Demodulation; 
Detection; Modulation 
diode. 715-725, 740. 750 
first, 757 
linear, 715-725 
square-law, 740, 745-750 
Determinant, circuit, 804-805 
Deviation, amplitude, 692 
frequency, 693-696, 765, 766-768 
phase angle, 694-696 


Diameter, electron, 5, 141 
molecule. 5, 141 
Dielectric constant, 129, 130 
of free space, 63. 829 
Difference component, in d-c amplifier, 
505 

Differences, method of finite. 726-730 
Differentiating amplifier. 592 
Diode. 7. 164 
costal. 277, 781-782 
as mixer, 758 
noise in, 498 
equivalent. 181 
gas. 229-243 

cathode disintegration in, 236-238 
cold-cathode, 271-276 
critical anode voltage of, 237 
effect of gas in, 229-232. 239-243 
effect of spacing in, 236 
filament voltage rating of. 238 
firing of. 233 

forward breakdown in, 233 
inverse-peak-voltage rating of. 241 - 
243 

peak-current rating of, 238 
permissible pressure range in, 241- 
243 

plasma in. 235-236 
potential distribution in. 234-236 
potential maximum in, 235 
volt-ampere curve of, 233 
voltage drop in, independent of cur¬ 
rent. 234 

voltage-drop magnitude in, 234 
ideal, 285-284 

vacuum, characteristics of, 165-172 
current-voltage characteristic of, 
166-168 

displacement current in, 129, 166, 
720 

linear approximations for, 282-284 
linear detector, 715-725 
logarithmic characteristic of, 170 
oxide-coated cathode, 167-168 
potential distribution in, 125-132 
potential minimum in, 126 
power series for, 725-730 
rating of, 172-176 

rectification characteristics for, 721— 
724 

space-charge distribution in, 132 
Taylor series for, 730-734 
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Diode, vacuum, tungsten-filament. 167, 
229 

ultra-high frequency, 220 
Direct transmission, 575 
Directions of currents and voltages, ref¬ 
erence, meaning of, 391-393, 395, 
476 

Discharge, gas, sec Gaseous discharges 
Discriminator circuit, 317, 390, 765-766, 
771 

Disintegration of cathode, 236-238 
Disintegration voltage for a gas, 235-238 
Dispersion, in transit time, 818 
of electrons around grid wires, 207, 212 
Displacement, electric, 125-129 
Dissipation, plute, see Plate dissipation 
Distortion, see also Harmonic generation 
amplitude, 437 
attenuation, 438 
delay, 438 

frequency, 438, 492, 568 
in amplifiers, 437-444 
for push-pull operation, 465-467, 
474-475 

permissible muximum, 441, 451 
in lineur detectors, 723-725 
in modulation, 746 
in square-law detection, 748-750 
intercept, 438 
intermodulation, 438, 744 
nonlinear, 437; see also Harmonic gen¬ 
eration 

feedback reduces, 570, 584-585 
Distribution, Fermi-Dirac, 68-72 
kinetic energy, of electrons in a metal, 
65-71 

of secondary electrons, 106 
of free paths among particles, 145-145 
of radiant power from incandescent 
lamp, 115 [156 

of various quantities in glow discharge, 
potential, along filament, 170 
between infinite parallel planes, 12 
in beam power tubes, 212-213 
in gas diodes, 234-236 
in mercury arc, 244-247 
in pentodes, 206-207 
in tetrodes, 203-204 
in triodes, 178, 183-184 
in vacuum diode, 125-132 
relation of space-charge distribution 
to, 234-235 


Distribution, potential-energy, of elec¬ 
trons in a metal, 64-65, 70-71 
space-charge, in vacuum diode, 132 
temperature, along filament, 170-171 
velocity, among emitted electrons, 255- 
256 

in plasma, 236 

Distribution function, 68, 69; see ulso 
Distribution 
Donor, 780 

Doubler, frequency, 622 
voltage. 334-336 
Drift, zero, 502 
Driver stage, 619 

Driving-point impedance, effect of feed¬ 
back on, 585-589 
Duality in transistor circuits, 802 
Dynamic transfer characteristic, 439-444, 
737 

Dynatron, 103, 206, 659 
Dynode, 120 

E 

Ear, characteristics of, 489-491 
Edison effect, 171 

Efficiency, emission, sec Emission effi¬ 
ciency 

plate, see Plate efficiency 
power conversion, in transistor, 819 
Elastic collisions, 141, 145 
Electrode voltages, conventional refer¬ 
ence point for, 393 
Electrolysis of glass, 174 
Electrometer tube, ‘191-192 
Electron, sec Electrons 
Electron ballistics, 1-60 
Electron beam, density-modulated, 221- 
222 

velocity-modulated, 221-225 
Electron device, definition of, 1 
Electron emission, 61-123; see also Field 
emission; Photoelectric emission; 
Secondary emission; Thermionic 
emission 

four modes of, 76 

Electron escape from a metal, 61, 70-75 
Electron gas, in a metal, 62-71 
in a plasma, 236 

Electron gun, 21; see also Focusing; 
Lens, electron, 

Electron lens, see Lens, electron 
Electron loading of the grid, 220 
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Electron optics, 25-29; see also Lens, 
electron 

Electron tubes, see also Diode; Gas 
tubes; Pentode; Tetrode; Thyra- 
tron; Triode; Tubes; Vacuum 
tubes 

classification of, 6-7, 164 
vacuum, applications of, 390 
Electron volt, 17-19, 829 
Electronic-computer tube, 217 
Electronic conduction, 1, 2, 62, 66-68 
Electronics, definition of, 1 
Electrons, 3-5 

average kinetic energy of thermioni- 
cally emitted, 256 
bound, 66 

concentration of, 69, 73 
conduction by, 779-780 
dispersion of. around grid wires. 207 
drift velocity of, in metal, 62, 66 
in plasma, 236 
energy levels of, 65 
free, 62, 66, 71 
heat of evaporation of, 171 
initial velocities of, 134 
mean energy of, in a gas discharge, 
147 

mean free path of, 141-145 

path of, sec Path of charged particles 

photoelectric emission of, 110-121 
potential energy of, 63, 65, 70-71 
primary, 103-104 
probability of escape of, 77, 111 
properties of, 6-5, 101 
random current density of, 66 
recombination of, with ions, 137 
secondary, 45. 103-110; see also Sec¬ 
ondary emission 
in pentodes, 206-207 
in tetrodes. 203 

suppression of, in beam-power tubes, 
212-213 

space charge of, see Limitation of 
current by space charge; Space 
charge 

temperature of, 147 
total ionizing power of, 146 
valence, 62, 65-66, 70 
velocity distribution of, in plasma, 236 
wave nature of, 5, 77, 101-102 
x-associated kinetic energy of, 71-72 
Element, chemical, 62 


Emission, auto-electronic, see Field emis¬ 
sion 

electron, 61-123; see also Field 
emission; Photoelectric emission; 
Secondary emission; Thermionic 
emission 

field, see Field emission 
four modes of, 76 

photoelectric, see Photoelectric emis¬ 
sion 

secondary, see Secondary emission 
thermionic, see Thermionic emission 
Emission constants, see Thermionic 
emission, constants of; Oxide- 
coated cathode; Thoriated-tung- 
sten cathode; Tungsten cathode 
Emission current. 77, 80, 126 
field effect on, 99 
grid. 174-175, 254 
plate. 173 
pulsed, 95 

space current differs from, 77, 126 
temperature coefficient of, 81 
Emission efficiency, 84. 88, 91, 94; see 
also Oxide-coated cathode; Thori- 
ated-tungsten cathode; Tungsten 
cathode 

gas-pressure effect on, 239-241 
gas-tube, 238-239 
photoelectric, 105 
secondary-emitter, 104 
Emissivity, spectral-radiation, 82, 93 
total-radiation. 82, 84. 91. 93 
Emitter of transistor, 784-787 
Energy, excitation, 136, 139 
internal, 135 
ion, 137-139 
Energy level, Fermi, 69 
zero, 72 

Energy levels. 65-69. 102. 136-139 
band of, 66. 101-102, 776-780 
of mercury atom, 138-139 
transitions between, 136-139 
Energy storage in tuned circuit, 638-640, 
677 

Energy transfer at a collision, 145-147 
Envelope of modulated wave, 699, 717— 
720 

Equivalent circuit, incremental, cathode 
follower, 430-432 
Class B amplifier, 625 
current-source, 407 
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Equivalent circuit, incremental,grounded- 
gi id amplifier, 435-437 
linear Class A, amplifier, 405-412 
pentode, 407, 426-128 
push-pull amplifier, 463-465 
tetrode, 407, 427 
transistor, 798-803, 808, 810 
ultra-high-frequency applicability of, 
219 

vector diagrams for, 409-411 
voltage-source, 407-408 
with interelectrode capacitances in¬ 
cluded, 420, 426-427 

Escapement, analogy of Class C ampli¬ 
fier with, 638-640. 678 
Evaporation, rate of, 84 
Even function, 442 
Excitation energy, 136, 139 
Excitation probability, 146 
Excited state of atom, 136, 148 
Excitron, 250-251 
Exclusion principle, Pauli, 68 
Extinction angle of rectifier circuit, 319 
Extinction current in mercury arc, 247 
Extrinsic semiconductor, 780 
Eye, relative luminosity of, 113-115 

F 

Feedback, amount of, 577 
applied to modulation, 715 
bridge, 589-592 
current, 571, 573 

effect of, on half-power frequencies, 
594-595, 597 

in nonelectrical systems, 600 

in transistor amplifier, 794-795, 811 

negative, definition of, 577 

shunt, 589-592 

types of, 570 

voltage, 571-573 

Feedback amplifiers, 570-600; see also 
Amplifier, feedback 
Feedback factor, 572 
Feedback ratio, complex, 526 
Feedback transfer impedance, 573 
Feedback transfer voltage ratio, 571 
Feedback transistor characteristics, 789- 
792 

Field emission, mercury-pool-cathode, 
101, 245 

Figure of merit, for triodes, 450 


Figure of merit, for tuned circuit, 549 
for vacuum tube, 192, 525 
Filament, see Cathode; Oxide-coated 
cathode; Tungsten cathode 
Filament voltage, maximum, in gas 
tubes. 238 

Filter circuit, rectifier, capacitor, 315-328 
capacitor-input, sec Capacitor-input 
filter 

choke-input, see Inductor-input filter 
condenser-input, see Capacitor-input 
filter 

inductor, 329-334 

inductor-input, see Inductor-input 
filter 

necessity for, 316 
Firing, of gas diode, 233 
of thyratron, 257-258, 266, 270 
Fischcr-Hinnen method of harmonic 
analysis, 442-444 
Five-halves-power equation, 170 
Flicker noise. 498 

Flip-flop switching operation, sec Bi¬ 
stable switching operation 
Fluorescent screen, 21, 107-110 
Flywheel effect of tuned circuits, 638- 
640, 677 

Focusing, electrostatic, 25-29 
magnetic, 41-42, 59 

Focusing electrodes, in beam-power tube, 
212 

Force, between electrons, 6 
image, 95-97 

on a charged particle, 8, 12, 30, 33, 42 
Forming process, transistor, 787 
Forward transistor characteristics, 789- 
792 

Fourier integral, 488 
Fourier series, for full-wave rectifier, 294 
for half-wave rectifier, 289, 327 
for plate current, 440-444 
Free electrons, 62. 66, 71 
Free path, 141 

Free paths, distribution of, 143-145 
Free-running switching operation, 823- 
825 

Frequency, angular, instantaneous, 693, 
695, 770 
resonant, 548 
audio, 488 
carrier, 554, 699 
geometric-mean, 519 
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Frequency, half-power, 515-516, 552 
mid-band, 519 

middle range of, 512-514, 521, 542 

modulation, 699 

of atomic radiation, 136 

radio, 489-491, 554 

side, see Side frequencies 

threshold, 111 

video. 489-490 

wave, 691-592 

Frequency characteristic, 491-494 
logarithmic, 519-520 
with negative feedback, 594-598 
Frequency-converter tubes, 218-219, 757- 
761 

Frequency limits of thyratron, 266 
Frequency modulation, see Modulation, 
frequency 

Frequency-modulation tube, 217 
Frequency ranges, communication, 488- 
491 

of amplifiers, 487-491 
Frequency response, 491-494 
extension of, 563-570 
Full-wave rectifier, see Single-phase rec¬ 
tifier circuits, full-wave 
Functional notation, 280, 468 

G 

Gage, ionization, 256-257 
Gain, 400; see also, Amplification 
available power, 806-807 
loop, 572 

maximum available power, 807 
operating power, 806 
stabilization of, by feedback, 580-581 
voltage, see also Amplification, voltage 
cascade-amplifier, 493-194 
decibels of, 493-194 

Gain-bandwidth product, in resistance- 
capacitance-coupled amplifier, 525 
in tuned amplifier, 557 
Gain stability, feedback amplifier, 570 
Gas, breakdown voltage of, 152-154 
clean-up of, 243, 270, 271 
collision processes in, 139-148 
effect of, in a diode, 229-232, 239-243 
in a triode, 252-258 
on cathode evaporation, 239-241 
electron, 62-71 

in electronic devices, 124, 134-135 


Gas, inert, 135; see also Argon; Helium; 
Krypton; Neon; Xenon 
kinetic theory of, 140-145 
mean free path in, 141-145 
monatomic; see also Argon; Helium; 
Krypton; Mercury vapor; Neon; 
Xenon 

excitation energies of, 139 
ionization energy of, 139 
Gaseous discharges, 148-149, 154-155, 
162; see also Arc; Breakdown; 
Glow discharge; Townsend dis¬ 
charge 

classification of, 148-149 
low-pressure, spectrum of, 137 
Gas noise, 498 

Gas pressure, effect of, in gas tubes, 229- 
232, 239-243 
in thyratron, 269-271 
on grid current. 252-258 
on sparking voltage, 152-154 
in vacuum tubes, 124, 134, 145, 232 
252-258 

of mercury vapor, effect of tempera¬ 
ture on. 242 

Gas tubes, 6. 164, 229-276; see also Di¬ 
ode; Phototube; Rectifier; Thyra¬ 
tron; Triode 
amplifier, 259 

behave as short circuits, 234 
clean-up of gas in, 243, 276-271 
critical anode voltage of, 236-237 
glow-discharge. 354 
life of, 237-238 

maximum filament-voltage rating of, 
238 

pressure range permissible in, 241-243 
smoothing capacitor not used with, 
326, 334 

spacing effect in, 236 
use of inert gases in, 243, 276-271 
voltage-reference, 359 
voltage-regulator, 354-359 
Gas-type rectifier, 283-284, 297-392; 
see also Single-phase rectifier cir¬ 
cuits 

Gated-beam tube, 214-217 
Gating, 216, 390 
Gauss’ law, 128 
Geometric-mean frequency, 519 
Germanium rectifier, 783 
Glass, electrolysis of, 174 . 
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Glass, for electron tubes, 172 
puncture of, 107 
Glow, anode, 155-156 
negative, 155-156 
Glow discharge, 155-160 
abnormal form of, 158-159, 160 
cathode voltage drop in, 157 
in thyratrons, 270 
normal form of, 157-159 
positive column of, 155-157; see also 
Plasma 

transition to arc from, 160-161 
Glow modulator lamp, 276 
Gradient, 8 

potential, in mercury-arc plasma, 245- 
246 

Graphical analysis, of nonlinear circuits, 
280-282, 395-397 
of transistor circuits, 789-798 
Grid, 7 

accelerator, 214 
blocking, 268 
control, 201 

in polyphase rectifiers, 267 
in thyratron, 267-269 
trigger action of, 258-259 
in vacuum tubes, control of current 
by, 176-187 

electron loading of, 220 
emission current from, 174-175, 254 
heating of, 174-175 
nonuniform, 211-212 
limiter, 214 
quadrature, 214 
screen, 202, 206, 425-428 
shield, 268 
space-charge, 201 

suppressor, 206-207, 212-213, 714-715 
trigger, 268 

Grid-bias voltage, 395; see also Cathode 
bias 

Grid control, in polyphase rectifier cir¬ 
cuit, 267 

in vacuum tubes, 176-187 
of thyratron rectifiers, 366-382 
Grid control ratio of thyratrons, 262 
Grid current, 195-196; see also Screen- 
grid current 
causes of, 252-255 
gated-beam tube, 217 
thyratron, 259-260, 263-265 


Grid current, thyratron, effect of, in 
phase-shift circuit. 381-382 
effect of, on grid-voltage waveform, 
371, 373 

limiting resistor necessary for, 367 
vacuum-tube, 174-175, 190-192 
displacement, 420 

effect of, in amplifiers, 393, 404-405, 
523 

effect of, in oscillators, 665, 670-672, 
675-678 

electron, 178, 254-258 
limits grid resistor, 523 
magnitude of, 191-192 
positive-ion, 254-258 
reduction of, 192 
subscript indication of, 403-405 
Grid-driving power, 619 

in Class C amplifiers, 637, 641-642 
in oscillators, 674-678 
Grid emission, in thyratron, 268; see also 
Grid current 

in vacuum tubes, 174-175, 254 
Grid-leak-and-cnpacitor bias voltage, 642- 
643 

build-up of, 670-672 
effect on oscillator stability of, 676-678 
Grid-signal voltage, 399-dOO 
Grid voltage, bias, 395; see also Cathode 
bias 

customary reference point for, 393 
cut-off, 180, 186 

remote, 211-212 

Grounded-base transistor amplifier, 789, 
793-796, 807-808, 812 
Grounded-base transistor pulse circuit, 
819-823 

Grounded-collector transistor amplifier, 
810-811, 813 

Grounded-emitter transistor amplifier, 
796-798, 808-810, 812-813 
Grounded-emitter transistor pulse circuit, 
824-825 

Gun, electron, 21; see also Focusing; 
Lens, electron 

H 

Half-power frequencies, effect of feed¬ 
back on, 594-595, 597 
Half-power frequency, transistor, 818 
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Half-wave rectifier, see Single-phase rec¬ 
tifier circuits, half-wave v 
Hall effect. 68, 780 

Harmonic analysis. Fischer-Hinnen 
method of, 442-444 

Harmonic generation, see also Distortion 
effect of feedback on, 584-585 
in Class A amplifier, 43S-444 
per cent, 441, 443 
permissible maximum, 441, 451 
push-pull, 465-467, 474-475 
Harmonics, see also Distortion; Har¬ 
monic generation 
in polyphase rectifiers, 307-308 
in single-phase rectifiers, 289, 294 
Heating, anode, 172-173, 445-447 
grid, 174-175 
induction, 658 
plate, 172-173, 445-447 
Heating time of heat-shielded cathodes, 
239 

Helical path of charged particles, 40-41 
Helium, 110, 139, 143, 232,829 
use of, in gas tubes, 243, 270 
Heptode, 164 
Hexode, 164 
Holes, 67 

conduction by, 779-780 
Hook-collector transistor, 788 
Hot spots on oxide-coated cathode, 94 
Hum, 495, 584 

Humps, potential-energy, 64, 70, 73 
Hydrogen, atomic weight of, 829 
mean free paths in, 143 

I 

Iconoscope, 488 

Igniter, band, 252; see also Ignitor 
Ignition angle of rectifier circuit, 299 
Ignition voltage, 152 
Ignitor, 251 

reverse current detrimental in, 382 
Ignitron, 251-252, 365 
Ignitron circuits, 382-384 
Image charge, 96 

Impedance, effect of feedback on, 585- 
589 

Impedance angle, 331 
Imperfections in crystal lattice, 780 
Imprisonment of radiation, 148 
Impurities in semiconductors, 780 


Incremental resistances, of transistor, 799 
801-803 

of vacuum tube, see Coefficients; Plate 
resistance 

Induced-grid noise, 497 
Inductance, cathode lead, 220-221 
critical, 344, 346, 374 
incremental magnetizing, 536 
Inductor; see also Choke 
Q of, 340, 553, 650 
Inductor-input filter, 338-348 
critical inductance in, with thyratrons, 
374 

inductors for, 346 
internal impedance of, 340-341 
multi-section, 345 
Inelastic collisions. 141, 145 
Inert gas, see also Argon; Helium; 
Krypton; Neon; Xenon 
use of, in gas tubes, 243, 270-271 
Initial velocities of emission, 255-256 
Initial voltage, 152 
Injection, electron and hole, 785-787 
Input impedance, sec also Driving-point 
impedance 

of two-loop network, 562, 586-587 
Input-resistance curves, 793-796 
Input resistance of two-terminal-pair 
networks, 805 

Input signal voltage, 430-431 
Instability in transistor circuits, 794, 796, 
804 

Insulator, 67, 779 
secondary emission from, 107-110 
Integrating amplifier, 592 
Intcrelectrode capacitance, 181 
effect of, on input admittance, 410-428 
grid-to-plate, 201-202 
incremental equivalent circuit includ¬ 
ing, 420, 426, 427 
limits amplification, 202, 425 
measurement of, 419 
pentode, 425-427 

reduction of, by screen grid, 202-203, 
425 

tetrode, 201-203, 425-427 
Interference, radio, minimization of, 492, 
554, 767-773 

Intermodulation distortion, 744 
Intrinsic semiconductor, 780 
Inverse feedback, see Feedback 
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Inverse-peak voltage, in rectifier circuits, 
291-292, 297, 313-314, 316, 318, 329. 
334 

Inverse-peak-voltage rating, of gas tube, 

241-243 

of vacuum tube, 174 

Inverter, d-c to a-c, similarity of, to oscil¬ 
lator, 657 

phase, 530-533, 592 
Ion, 4 

energy of, 137-139 
multiple-charged, 4, 146 
negative, see Negative ions 
positive, see Positive ions 
Ionization, 137-139, 145-148 
by collision, 147 
by photons, 148 
by positive-ions, 147 
increase of space-charge-limited cur¬ 
rent by, 229-232 
multistage, 148 
probability of, 146 
residual, 150 
Ionization gage, 256-257 
Ionization time in thyratrons, 266 
Ionizing energy, 139 

Ionizing potential, drop in gas tube dif¬ 
fers from, 230 

Ionizing power of electrons, 146 
Isotopes, 34 

J 

Jones und Langmuir tables, 85-88 
Junction transistor, 784-788 

K 

Kenotron, 165; see also Diode, vacuum 
Kinescope tube, 19-25, 35-36, 488 
Kinetic energy of electron, x-associated, 
71-72 

Kinetic theory of gases, 140-145 
Klystron, 221-225 
Konel metal, 92 
Krypton, 139, 232, 829 
use of, in gas tubes, 243, 270 

L 

L/C ratio, 558, 648 
Lamp, fluorescent, 359 


Lamp, gaseous-discharge, 137 
cathodes for, 239-241 
glow modulator, 276 
incandescent, radiation from, 115 
mercury-arc, problem on, 361 
neon, characteristic curve of, 159 
oscillator-stabilizing, 684 
Langmuir’s equation, 132 
Lattice, atomic, 62, 65, 96, 780 
Leakage current, grid, 255 
Lens, electron, 28-29, 41-42 
Level, energy, see Energy levels 
Life, cathode, 84, 85. 88, 94 
excited state. 136 
metastable atom, 137 
thermionic gas tubes, 237-238 
vacuum tube, 176 
Light, speed of, 4. 829, 831 
Limitation of current by space charge, 
125-134; see also Three-halvcs- 
power equation 

effect of ionization on. 229-232 
in positive-ion sheath, 235-236, 262-264 
Limiter, amplitude. 217, 390, 765-766, 771 
Linear amplifier, Class B. 626 
Linear approximations, for diodes, 282- 
284 

for triodes, 198-200, 406 * 

Linear operation of vacuum tube, condi¬ 
tions for, 195, 198-200, 391, 399- 
405. 737 

Lines of electric force, 127 
Load line, 395-397, 452-460, 471; see also 
Path of operation in amplifier 
a-c, 459 
d-c, 458-459 

dynamic, shift of, 458-460 
Load resistance, Class Ai amplifier, 192- 
193, 394 

for maximum power output, 452-455 
for push-pull connection, 475 
for resistance-capacitance coupling, 
521-523 

Class B amplifier, 628 
Class C amplifier, 637 
plate-to-plate, 463. 475 
Loading, electron, of the grid, 220 
Logarithmic diode characteristic, 170 
Logarithmic frequency characteristic, 
519-520 

Loop transmission, 572, 575 
Loud speaker, winding of, 450 
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Lumen, 115, 119 

Luminosity curve, relative, for eye, 113- 

/T . 

Magnetron. 48-54, 60, 103 
cavity, 225-226 
Majority carrier. 785-786 
Mass, alpha-particle, 58 
dependence of, on speed, 4 
electron, 3, 829 
positive-ion, 137 
rest, 4, 829 

Matched transistor load resistance, 807 
Matched transistor source resistance, 807 
Matching, impedance, 451-458, 806-808 
Matrix representation, of electronic cir¬ 
cuits, 574, 811 

Maximum available power gain, 807 
Maximum peak inverse voltage, double¬ 
way rectifier, 313-314 
full-wave rectifier, 297 
half-wave rectifier, 291-292 
polyphase double-way rectifier, 316 
with capacitor filter, 318, 329 
with inductor filter, 334 
Muximum power output, see Power out¬ 
put, maximum 
Mean free path, 141-145 
Measurement, of charge-to-mass ratio, 
34, 48 

of charged-particle velocity, 43-44 
of Class C amplifier grid-driving power, 
642 

of constants for Richardson’s equation, 
80-84 

of h, n, and k, 69 
of interelectrode capacitance, 419 
of phototube spectral sensitivity, 114- 
115 

of potential distribution in triodes, 183 
of power-series coefficients, 737 
of thermionic-emission constants, 80 - 
84 

of tube coefficients, 198 
of vacuum, 256-257 

Mechanical model of rectifying device, 
277 

Melting points, of metals, 79, 113 
Mercury-arc rectifiers, 101, 161, 247-252 
circuits for, see Polyphase rectifier cir¬ 
cuits 


Mercury-arc rectifiers, conditions for high 
efficiency in. 301-302 
extinction in. 247 
glass bulb. 247-248 
grid control of. 267 
Mercury vapor, atomic weight of, 829 
cathode-disintegration voltage for, 237 
condensation of, in rectifiers, 247-248 
energy levels of, 138-139 
excitation and ionization energies of, 
139 

ion speeds in, 232 
mean free paths in, 143 
pressure of, 241-243 
secondary emission by ions of, 110 
Meson, 3 

Metal, atomic structure of, 62, 67 
boundary of, 64 

conduction in. 62, 66-68, 779-780 
electron gas in, 62-71 
Metallic rectifier. 782 
Metastablc atom, 137-139, 148, 230 
Meter-kilogram-second units, 830-831 
Microphonic noise, 495 
Microscope, electron, 25-26 
Microwave frequency, 489 
Microwave tubes, 221 
Mid-band frequency, 519 
Middle range of frequencies, 512-514, 521, 
542 

Miller effect, 422, 593 
Minority carrier, 785-787 
Mixer. 210, 390, 757-761 
pentagrid, 219, 758 
Modulated wave, amplifier for, 626 
components of, 700-704, 763-767 
differs from beat wave, 757 
envelope of. 699, 717-720 
sinusoid differs from, 699-700 
Modulation, 490, 689-777 
alternating-current, 689-691 
amplitude. 692-693, 698-705 
definition of, 692 
linear, 705-706 

modulation characteristic for, 705- 
706 

square-law, 704 

vector representation of, 693, 700- 
701 

wave zeros during, 697, 701 
angular, 692-697, 761-773 
wave zeros during, 697, 701 
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Modulation, balanced, 750-753 
cathode, 714 
definition of, 689 
density. 221-222 
distortion in, 746 
for d-c amplification, 503 
frequency, 692-697, 761-773 
alternator example of. 694 
comparison of, with phase modula¬ 
tion, 695-697 
definition of, 693 
interference with, 767-773 
modulation index for, 763 
narrow-band, 762-763 
wide-band, 764-766 
frequency deviation in, 765, 766-768 
frequency translation by, 690-691, 702- 
703 

grid-bias, 713-714 
Hcising, 707 
in radio, 690, 702-703 
pentode, 714-715 
per cent, 699, 704 
maximum for detector, 724 
phase, 692-697, 765 
alternator example of, 695 
comparison of, with frequency mod¬ 
ulation, 695-697 
definition of, 694 
plate, 630, 705-713 
pulse, 692, 697-698 
single-sidc-band, 704, 753, 771 
square-law, 737 
with diodes, 738-742, 750 
with triodes. 742-746, 750, 753 
suppressor grid, 210, 714-715 
tetrode, 714 

time-varying-parametcr, 689, 741-742, 
759 

types of, 691-698 

Van der Bijl, 713, 744-746 

velocity, 221-225 

Modulation characteristics, 70S-706 
Modulation factor, 698-699 
for square-law modulation, 740 
Van der Bijl, 746 
Modulation frequency, 699 
Modulation index for frequency modula¬ 
tion, 763 

Modulator, 390; see also Modulation 
amplifier as, 707 
balanced, 750-753 


Modulator, semiconductor, 725 
Molecules, average kinetic energy of, 141 
concentration of, 142 
mean free path of, 142-145 
radius of, 5 

Monatomic gases, 139; see ulso Argon; 
Helium; Krypton; Mercury va¬ 
por; Neon; Xenon 

Monostablc switching operation, 821-825 
Motion of charged particles, sec Charged 
particles, motion of 

Multiplication with vacuum tubes, 218, 
592 

Multiplier, frequency, 622, 765 
Multiplier phototube, 44-48, 103, 119-121 
Multivibrator. 390 
Music, frequency range of, 488-489 
Mutual conductance, 194 
average, 668 

constancy of, 195 
in pentodes, 210 
Mutual impedance, 562, 586 

N 

M-/WI transistors, 785-788 
Negative conductance, at input of triode, 
423-425 

Negative feedback, see Feedback 
Negative glow, 155-156 
Negative ions. 4, 137-138 
effect of oxygen on formation of, 138 
properties of, 137-138 
Negative resistance, in diode, 220 
in secondary-emission tube, 218 
in tetrode, 205-206 
Negative transconductance, 216 
Negative-transconductance oscillator, 
685. 688 

Neon, 139, 143, 232, 237, 829 
in Strobotron, 276 
use of, in gas tubes, 243, 270 
Neon lamp, sec Lamp, neon 
Neon sign, 155, 160 
Neutralization, electron-space-chargc, 
147, 229-232 

in amplifiers, 425, 558, 562, 707 
positive-ion, at walls, 147 
Neutrino, 3 
Neutron, 3 

Nitrogen, mean free paths in, 143 
Noise, amplifier, 494-499 
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Noise, electrical contact, 814 
low-frequency, 502 
reduction of, by feedback, 570 
thermal, 495-496 
transistor, 498, 814-817 
Noise figure, 498-499 
transistor, 816-817 

Nonlinear circuit element, os modulator, 
689. 740-742, 757 
as rectifier, 277-280 

Nonlinear function, power series for, 725- 
730 

Taylor series for, 730-734 
Nonself-maintaining gaseous discharge, 
149-152, 154-155; see also Town¬ 
send discharge 

Normal current density, 157-158 
Nucleus, atomic, 62 
Nyquist criterion. 578-580 

O 

Oct ode. 164 

Offset of tungsten filament, 89 
On-or-off control of thyratrons. 365, 376- 
371, 374 

One-shot switching operation, 821-825 
Operating power gain, 806 
Oscillation, in amplifiers, 596, 598-600, 
681-682 

in transistor circuits, 794, 796, 798, 804, 
823-825 

Oscillators. 390. 657-688 
amplitude stability of. 668-670, 672, 
675-678, 684-685 
analogy of, with clock, 616 
analysis of. 659-664. 672-678. 680-681 
Barkhausen criterion for, 662-664, 680- 
681 

Barkhausen-Kurtz. 56, 659 
beat-frequency. 754-757. 771 
blocking. 390, 678 
classification of, 658-661 
Colpitts, 679 
dynatron, 206, 659 
feedbag, 596, 658-6S5 
self-excitation in, 660-664, 666, 668, 
680-681 

frequency stability of, 660, 680, 754 
Gill-Morrell, 659 
Hartley, 678-679, 681-682 
heterodyne, 754-757 


Oscillators, local, 757-761 
magnetostriction, 659 
magnetron, 53, 659 
master, 754 
modulated, 697, 707 
negativc-rcsistunce, 658, 822-826 
negative-transconductancc, 685, 688 
nonelectrical, 657 
nonlinearity stabilizes, 669, 684 
piezoelectric, 659, 680 
Q of tuned circuit for, 674-675, 677-678 
relaxation, 388. 659, 822-825 
resistance-capacitance, 68^685 
self-starting of, 670-672' 
shunt feed in, 678-679 
sinusoidal, 659, 682-685 
transistor, 825-826 
tuned-grid, 679 

tuned-grid tuned-plate. 670-680 
tuned-plate, 664-670, 672-678, 680-681 
design of, 672-678 

frequency of oscillution in, 666-667, 
674, 680-681 

self-excitation in. 664-670, 680-681 
starting of, 668-671 
vector diagram for, 673-675 
types of, 658-660 
ultra-high-frequency, 225 
Wien-bridge, 682-685 
Oscilloscope, electron, 10-25, 35-36, 58, 
508 

Outgassing, temperature for, 172 j 
Output impedance, see also Driving-point 
impedance 

Output-resistance curves, 793-794 
Output resistance of two-terminal-pair 
networks, 805 

Overexcited operation of vacuum tube, 
404-405 

Overshoot, transient, in amplifiers, 568 
Oxide-coated cathode, 91-95 
diode with, 167-168 
disintegration of, by positive ions, 236- 
238 

effect of field on emission from, 93 
gaseous-lamp, 241 
heat-shielded, 239 
emission efficiency of, 239 
heating-time requirement of, 239 
hot spots on, 94 

indirectly heated, 94-95, 238-239 
Oxygen, 138, 143 
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P 

p-n-p transistors, 785-786 
Parabolic path of charged particles, 16, 23 
Parallel-T network, 682 
Particles, elementary, 2-6 
Partition noise, 497 
Paschen’s law, 154, 241 
Passive circuit elements, 801 
Path, free, 143 
mean free, 141-145 

Path of charged particles, circular, 33-34 
cycloidal, 44-48 
helical, 40-41 
in beum-power tube, 214 
in electron lens, 28-29 
parabolic, 16, 23 

Path of operation in amplifier, 395-397 
curved for push-pull operation, 473 
elliptical, 412 
for composite tube, 471 
for maximum power output, 452-455 
on constant-current curves, 631 
with transformer, 457-458 
Pauli exclusion principle, 68 
Peak-current rating, of mercury-arc recti¬ 
fier, 247 

of thermionic gas tube, 238 
with smoothing capacitor, 326, 334 
Peaked waves for grid control, 375-376 
Peaker, 390 

Pentagrid converter, 219. 761 
Pentugrid mixer, 219, 758 
Pentode. 164, 206-212 
as cathode follower, 435 
as mixer, 758 
cathode-bias for, 399 
characteristic curves of, 207-209 
coefficients of, 210 

impedance matching in, 450 
in Class At amplifier, 425-428 
in Class B audio-frequency amplifier, 
618 

in tuned amplifier, 555, 558, 560, 562- 
563 

incremental equivalent circuit for, 407, 
426-428 

input admittance of, 428 
input capacitance of, 428 
intcrelectrode capacitances in, 425-427 
interstage transformers with, 547 
maximum power output from, 456 


Pentode, modulation with. 714-715 
output capacitance of. 428 
potential distribution in, 206-207 
remote-cut-off, 211-212 
shielding required for, 428 
voltage amplification with, 416, 428 
Permatron, 271 

Permeability of free space, 829 
Permittivity, see Dielectric constant 
Perveancc of vacuum tube, 134, 181 
Phase characteristic, 438, 491, 525-527, 
543-544, 565-568 
Phase inverter, 530-533, 592 
difference amplifier as, 508-509 
Phase modulation, see Modulation, phase 
Phase-shift control of thyratrons, see 
Thvratron circuits 
Phase-shifting device, 372, 378 
Phase-shifting methods for thyratron 

control. 378-382 
Plmsor, 379-380 
Phosphor, 21. 107-110 
Photoelectric emission, 75, 110-121; sec 
also Phototube 
grid current from, 254 
laws of, 112-113 

linearity of, with light intensity, 112 
spectral-sensitivity characteristic of, 
114-116 

threshold wavelength of, 111, 114 
Photon, 111, 136; see also Radiation 
in gas discharge, 148 
release of electrons at cathode by, 148 
Phototransistor, 788 

Phototube, see also Photoelectric emis¬ 
sion 

cesium. 115-117 

control of thyratron by, 367, 370, 380 
gas, 117-121, 150-152 
characteristic nines of, 150-151 
manufacture of, 117 
response of, to incandescent lamp. 115 
spectral sensitivity of, 114-116 
vacuum. 117-119 
Plasma. 235-236. 245-246 
formation of. 235, 270 
Plasmatron, 259 
Plate. 6; see also Anode 
carbonized-nickel, 173 
emission current from, 173 
forced-air-cooled, 173 
graphite, 173 
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Plate, heating of, 172-173. 446-447 
permissible power dissipation of, 173 
water-cooled, 173 

Plate characteristic curves, see Charac¬ 
teristic curves 

Plato current, a function of two varia¬ 
bles. 187, 189 
average value of, 441 
Fourier scries for, 446-444 
rectified component of, 441 
space-charge limited, 132, 133 
total differential of, 195, 405 
Plate dissipation, 445-447 
during modulation, 710-712 
in Class C amplifier, 638 
in push-pull amplifier, Class AB. 612 
Class B. 615-617 

in tuned Class B amplifier, 628-628 
permissible, 173 
quiescent, 445 

Plate efficiency, Class A amplifier, 448, 
455-456 

Class AB amplifier, 613 
Class C amplifier, 638. 640-641 
during modulation, 710, 711-712, 714, 
715 

in push-pull amplifier, Class AB. 613 
Class B. 615-617 

Plate modulation, see Modulation, plate 
Plate power supply, to be understood in 
diagrams, 503-504 

Plate resistance, composite-tube, 470 
constancy of. 195 
diode. 732 
negative, 220 
dynamic. 194 
incremental. 194 
negative. 205-206 
pentode, 210 

variational, 194 

Plate-to-platc load resistance, 463, 475 
Plate voltage. 12, 129. 133 
customary reference point for. 393 
limitations on. 174 

maximum-inversc-pcak. 174; sec also 
Maximum peak inverse voltage 
reference direction for, 392-393 
Plutonium, 62 

Point-contact transistor, 784, 787-788 

Point discharge. 155 

Poisson’s equation, 128-130, 234 


Polarity, 395; see also Directions of cur¬ 
rents and voltages, reference 
Polyphase rectifier circuits, 302-312, 314- 
316 

advantages of. 302-303 
bridge. 314-316 
commutation in, 304 
delta, six-phase, double-wye. 310-312 
delta-wyc-connected. 303-304 
direct output voltage in. 304 
double-way, 314-316 
effect of leakage reactance in, 312 
harmonics in, 307-308 
interphase transformer in, 310-312 
load current in. assumed constant. 309 
losses in, 312 
P- Phase, 306-310 
transformer rating for, 309-310 
reactor in, 309 

rectified voltage in. 304, 306-307 
transformer effect in, 304 ^ 

Polyphase rectifiers. 248, 302-312; 314- 
316; sec also Mercury-arc recti¬ 
fiers; Polyphase rectifier circuits 
Positive column in glow discharge, 155- 
157; sec also Plasma 
Positive ions, 4, 137 
cathode disintegration by, 236-238 
current augmentation by, 147, 151 
deactivation by, 91, 93 
diffusion of, in thyratrons, 266-267 
disintegration voltage for, 236-238 
grid-current contribution of, 254-258 
ionization by, 147 
motion of, in plasma. 235-236 
neutralization of, at walls, 147 
neutralization of electron space charge 
by. 147, 229-232 
random current density, 265-264 
recombination of, with electrons, 137 
secondary emission by. 110 
speed of. relative to electrons, 232 
sputtering by, 148, 161, 236-237, 241 
transfer of energy at collisions by, 147 
Positron. 3 


Potential difference, contact, 74-75, 168, 
186, 255 

Potential distribution, sec Distribution, 
potential 

Potential-energy barrier, 65, 71, 96-99, 
101, 103, 111 
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potential-energy distribution, .tee Distri¬ 
bution, potentiul-energy 
Potent ini minimum, in diode, 169 
in triode, 180 

Power, n-e output, 446-448 
cools plute, 447 
available, 450, 806 
d-c load, 445 
direct-current, 440-445 
Power-emission chart. 82-83 
Power output, maximum, Class A, am¬ 
plifier, for large amplitude*. 451- 
456 

Class A amplifier, for push-pull con¬ 
nection, 474-475 

Class A amplifier, for small ampli¬ 
tudes, 448-451 

from square-luw modulator, 740, 742 
from transistor, 818-819 
^ maximum undistorted, 452 
%0ower sensitivity, 449 

maximum, Class A amplifier, 448-451 
Power series, 725-730; see nUo Taylor sc¬ 
ries 

effect of square term in, 730-740 
for dynamic transfer characteristic, 440, 
444, 737 

utility of. 725. 730, 738 
Pre-emphasis circuit, 772-773 
Pressure, gas, see Gas pressure 
Probability, collision, 143-145 
electron-escape, 77, 111 
excitation. 146 
ionization, 146 
Propagation, radiation, 490 
Proton, 3, 62 

Proximity effect limits Q, 553 
Pulse carrier, 698 
Pulse modulation, 692, 697-698 
Pulse operation of transistors, 819-825 
Pulse train, 698 
Puncture of glass, 107 
Push-pull amplifier, Class Aj, 460-476 
uutotrunsformcr effect in, 462-466. 
468 

cathode-bias in, 463 1475 

harmonic generation in, 465-467, 474- 
incrementul equivalent circuits for 
linear operation of, 463-465 
load resistance for, 475 
maximum power output from, 474- 
475 


Push-pull amplifier, nonlinear operation 
in. 465-476 

plate-to-plate loud resistance in, 463. 
475 

quiescent operation in. 461-462 
Class AB, 609-613 
Class B, 614-619 

composite characteristics for, 467-475. 
610-018 

composite tube for, 467-474 
even hurmonics eliminated in, 466, 472 
plate-to-platc loud resistance in, 463, 
475 

transformers in, 462-466 
Pyrometer, optical, 80, 82 

Q 

Q, coil, 449-450. 553, 650 
effective, in tyned amplifiers, 557, 560, 
648-652 

filter-inductor, 340 
interstage-transformer, 543 
piezoelectric-crystal, 680 
tuned-circuit, 549 

in oscillators, 674-675, 677-678 
loaded, 648-652. 674-678 
relation of, to energy storage, 639, 
677 

Quantized values for pulse modulation, 
698 

Quantum of energy. Ill, 136 
Quiescent operating point. 397 
Quiescent operation of amplifiers, 394- 
399 

R 

Radar frequencies, 489 
Radar, microwave, 48 
Radiation, black-body, 115 
excited-atom, 136 
of a-c power, 690. 702-703 
imprisonment of. 148 
photon of, 111, 136 
propagation of. 490 

recombination seldom a cause of, 137 
Radio communication, amplitude-modu¬ 
lation, 754-755 

frequency-modulation, 761-773 
frequency range of, 489-491 
modulation essential for, 690, 702-703 
single-side-band. 704, 753, 771 
system for, 754-755 
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Radio frequency, 489-491, 554 
Radio receiver, 754, 757-761. 777 
Radius, electron. 5 
molecule, 5, 141 

of curvature of electron path. 33 
Ramsnuer effect. 143 

Random current density of electrons. 66 
Ration, absolute maximum, 175 
design-center maximum, 175 
gas-tube, inverse-peak-voltuge. 241-243 
maximum-filninent-voltage. 238 
maximi.m-forward-anode-voltagc 
270-271 

peak-current. 238 

mercurv-arc-tube, peak-current, 247 
vacuum-tube. 172-176 
maximum-inverse-poak-voltage. 174 
maximum-plate-voltage. 174 
plate-heating. 173 
Rationalized units, 17, 830-831 
Reactance, leakage, effect of in rectifier 
circuits, 312 

Reactor; sec also Choke; Inductor 
load, polyphase rectifier, 309 
Reciprocity theorem. 800 
Recombination of electrons and ions, 137 
Recontrol time in thyratrons, 266-267 
Rectification, 278; see also Polyphase 
rectifier circuits; Rectifier; Single- 
phase rectifier circuits 
sufficient condition for. 737 
Rectification characteristics, 721-724 
Rectified component of plate current, 
441. 737 

Rectified voltage, 304; see also Poly¬ 
phase rectifier circuits 
Rectifier, 165; sec also Detector; Diode; 
Mercury-arc rectifiers 
barrier-layer, 277, 782 
battery-charging tube. 241 
cold-cathode, 271-272 
copper-oxide, 277. 314, 783 
copper-sulphide. 783 
definition of, 277 
elementary theory of, 278-280 
gas-type, 283-284 

a|>proximatc representation of, 283- 
284 

power loss in. 301 
high-voltage, 174 
ideal. 283-284 
mechanical analogy of, 277 


Rectifier, mercury-arc, sec Mercury-arc 
rectifiers 

mercury-pool, 244-252 
nonlinear, 277-280 

polyphase. 248. 302-312. 314-316; *cc 
also Mercury-arc rectifiers; Poly¬ 
phase rectifier circuits 
selenium. 277 

semiconductor, as modulator, 725 
synchronous-switch, 278-280 
time-varying. 278-280 
vacuum-type. 283-284 1284 

approximate representation of 283- 
power loss in. 290, 295 
Rectifier circuits, see Polyphase rectifier 
circuits; Single-phase rectifier cir¬ 
cuits; Thyratron circuits 
Rectifier filter circuit, see Filter circuit, 
rectifier 

Rectifier-type instrument, 313-314 
Rectifying device, sec Rectifier 
Rcctigon. 241 
Regeneration, 570, 571, 598 
Regulation, in single-phase rectifier, with 
inductor-input filter, 343 
with smoothing capacitor, 325-326, 
352 

Relativity, 4 

Resistance, bleeder, 338, 339, 344 
Resistance, grid, for thyratrons, 367 
for vacuum tubes. 523 
grid leak. 642-643, 670-671, 677 
load, sec Load resistance 
plate, sec Plate resistance 
plate-to-plate load, 463, 475 
reflected. 560, 647 
Resistors, carbon, noise in, 498 
Resonance. 547-553; see also Tuned eir-* 
. cuits 

Resonance curve, universal. 551 
Resonator, cavity, 223-224 
Rest mass of electron, 4, 829 
Return ratio, feedback, 572 
Richardson’s equation, 77-81, 102 
Ripple, suppression of, by feedback, 584 
Ripple factor, 291, 297 
with capacitor-input filter, 328, 329 
with inductor-input filter, 342, 345 

S 


Samples for pulse modulation, 698 
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Saturation current, 80, 93, 96, 100; see 
also Emission current; Space cur¬ 
rent 

effect of gas on, 231 
from oxide-coated cathode, 93 
from thoriated-tungsten cathode, 90 
in gas discharge, 150 
in phototubes, 118 

true value of, 100 

Saturating-reactor ignitor excitation, 384 

Schottky effect. 96-101. 167-168 
with oxide-coated cathode. 93 
with thoriuted-tungsten cathode. 90 
Screen, fluorescent, 21. 107-110 
Screen-grid current, 204 , 208-209 
Screen-grid tube, sec Beam power tubes; 
Pentode; Tetrode 

Secondary emission, 22. 45, 75, 103-110 
by positive ions, 110 
elimination of. in beam power tubes. 
212-213 

in pentodes, 206-207 
grid current from, 254 
in tetrode, 203 
in vacuum tubes, 175 
limits tetrode power output, 205 
Secondary-emission electron multiplier, 

44-48, 103, 119-121 
Secondary-emission noise, 498 
Secondary-emission ratio, 104, 107 
Secondary-emission tubes, 217-218 
Sec-saw, electrical, 593 
Selected-ordinate method of harmonic 
analysis, 442-444 

Selectivity, 557-558, 560, 563, 645, 651 
feedback improves, 570 
of coupling network, 645-646, 651 
of detector, 724 
Selenium rectifier, 782 
Self-impedance, 562, 586 
Self-maintained gaseous discharges. 149, 
154-155, 163; see also Breakdown 
Sclsyn, 378 
Semiconductor, 67, 92 
classes of, 780 
definition of, 778 
Semiconductor rectifiers, 778-784 
Semi-graphical analysis, Class B and 
Class C amplifier, 631-638 
Series, Fourier, see Fourier series 
power, see Power series 
Taylor, see Taylor series 


Servomechanisms, 600 
Shannon sampling theorem, 698 
Shearing in graphical analysis, 282 
Sheath, anode. 245-246 
cathode. 235, 245 
l»ositive-ion. 235 
around thy nitron grid, 262-265 
at mercury-pool cathode, 245 
overlapping of, 264 , 266 
Shell, atomic, 65 

Shielding, pentodes and tetrodes require. 
428 

to prevent hum. 495 
Shields to prevent backfires. 248-250, 251, 
253 

Shift of dynamic load line, 458-460 
Short-circuit current amplification, tran¬ 
sistor. 809 

Short -circuit unstable transistor, 808 
Shot noise, 496 
Shunt feed, 530. 678 

Side bands, amplitude-modulation, 702- 
704 

separation of, from enrrier, 704, 753 
frequency-modulation, 763, 766-768 
Side frequencies, 700-702 
for frequency modulation. 763. 766-768 
power in, 703 

separation of carrier from, 704, 753 
Signal-source line, transistor, 793-794 
Signal-to-noise ratio, 498, 582-584 
Silicon rectifier, 783 

Single-ended tubes, advantages of, 428 
Single-phase rectifier circuits, 277-364 
battery-charging, 302 
biphase, sec full-wave (below) 
bleeder resistor in, 338, 339, 344 
■bridge, 312-314 
conduction angle of. 298-299 
controlled, sec Ignitron circuits; Thy- 
ratron circuits 

d-c power output of, 290. 295 
diametric, sec full-wave (below) 
double-way, 312-314 
efficiency of. 296-291, 296 
extinction angle of, 319 
full-wave-circuit advantages. 295-297 
full-wave gas-type with R load, 302 
full-wave vacuum-type with R load, 
292-297 

efficiency of, 296 
Fourier series for, 294 
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Single-phase rectifier circuits, full-wave 
vacuum-type with R load, similar¬ 
ity of. to Class B amplifier, 615 
full-wave with capacitor-input filter 

285- 286. 348-354 

full-wave with inductor-input filter 
337-348 

full-wave with smoothing capacitor 
321. 328-329 

gas-type with R load, 297-302 
graphical analysis of, 280-282 
grid controlled, sec Thvratron circuits 
half-wave gas-type with battery load. 
302 

half-wave gas-type with R load, 297- 
302 

Imlf-wave vacuum-type with R loud. 

286- 292 

efficiency of, 290-291 
Fourier scries for, 289 
similarity of, to Class B amplifier, 
616 

half-wave with C load. 317-318 
half-wave with smoothing capacitor, 
316-328 

as linear detector, 715-725 
half-wave with smoothing inductor, 
329-334 

ignition angle of. 299 
peak currents with smoothing capaci¬ 
tor in, 326. 334 

regulation of, with smoothing capaci¬ 
tor. 325-326, 352 
ripple fuctor of, 291, 297 
simplifying assumptions for analysis of, 
282-286 

transformer effect neglected in, 284-285 
vacuum-type with R load, 286-297 
voltage-multiplying connections of, 
334-337 

Skin effect, limits Q, 553 
Smoothing-filter circuit, see Filter-cir¬ 
cuit, rectifier 
Solid state, 778 

Solids, atomic structure of, 61-63 
Space, dark, see Dark space 
Space charge, 7 
around thyrutron grid, 262-265 
density of, related to potential dis¬ 
tribution, 234-235 

effect of, on potential distribution in 
diode, 125-132 


Space charge, effect of, on potential dis¬ 
tribution in triode, 185-184 
limitation of current by, 125-134; see 
also Limitation of current by space 
charge; Threc-halves-power equa¬ 
tion 

necessary for grid control. 177-178 
neutralization of, by positive-ions, 147, 
229-232 

unimportant in phototube, 118 
utilization of. in beam j>owor tubes, 
212 

Space-charge distribution, glow-dis¬ 
charge, 156 
vacuum-diode, 132 
Space current, in tetrode. 204 
Spacing, effect of, in gas tubes, 236 
on sparking voltage, 153-154 
Spark. 154 

Sparking voltage. 152 
Spectral sensitivity of phototubes, 114- 
116 

S|>ectro!ncter, muss. 34 
Spectrum, characteristic line. 136 
forbidden lines in, 139 
frequency, 488 

for amplitude modulation, 701-704 
for frequency modulation, 763, 765- 
768 
line, 136 

of low-pressure gaseous discharges, 137 
mercury-vapor, 138-139 
visible, 112 

Speech, frequency range of, 488-489 
Speed; sec also Velocity 
effect of, on mass, 4 
of light. 4. 829, 831 
positive-ion, relative to electron, 232 
Spot, cathode, see Cathode spot 
Sputtering, by positive ions, 148, 161, 
236-237, 241 

effect of gas pressure on, 241 
of electrodes in arc, 161 
of oxide-coated cathode, 241 
of thoriated-tungsten cathode, 236-237 
Square-law modulation, sec Modulation, 
square-law 

Square term in power series, effect of, 
739-740 
Squegging, 678 

Stability, gain, in amplifiers, 570, 580- 
581 
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cfahilitv in feedback amplifiers, 576-581 
of oscillators, amplitude, 668-670, 672, 
675-678, 684-685 
frequency, 660. 680, 754 
Stability criterion, transistor, 804-805, 
808, 810 

Stabilization of direct voltage, electronic, 
357-359 

by gus tube, 354-357 
Stage, driver, 619 
Stage of amplification, 487 
Stagger-tuning. 563 
Starter anode, 273 
State, of atom, excited, 136, 148 
metastable. 137-139 
normal, 136 
Static, 764, 767 

Static characteristics of vacuum tnode, 
187-192; see also Characteristic 

curves 

Statistical methods, 68-71 
Stefan-Boltzmann law, 82, 173 
Sticking potential, 110 
Storage tubes, 103 
Stroboscope, 388 

Stroboscopic photography, 275-276 
Subcarrier, 698 

Successive approximations, method of, 
733-734, 736-737, 743 
Sum component, in d-c amplifier, 505 
Superheterodyne, 757-761, 777 
Superposition method of feedback analy¬ 
sis. 574-576 

Suppression of carrier wave, 753 
Suppressor grid, 206-207, 212-213, 714- 
715 

Surges, in thyratron grid circuit, 265 
Sweep generator, 390 
Switching operation, transistor, 819-625 
Symbols, for electron tubes, 391-392 
for grid current, 403-405 
for grids, 201 
for transistor, 788 
for vacuum-tube circuit analysis, 391— 
393, 441, 476-477 
problem on, 485-486 
for vectors, 8, 32 
functional notation, 280, 468 
Symmetrical components in d-c ampli¬ 
fier, 505 
Synchro, 378 
Synchrocyclotron, 38 


Synchronous commutator as rectifier, 
278-280 
Synchrotron, 36, 39 


Tantalum, 84, 173 

Taylor series, 198, 406; see also Power 
series 

for diode. 730-734 
for diode and load, 732-734 
for nonlinear functions, 198, 730-735 
for triode, 198, 734-738 
for triode and load, 736-738 
utility of, 730, 734, 738 
Telegraphy, frequency range of, 488-489 
Telephone transmitter, 689 
Telephony, carrier-current, 691, 744-746, 
753 

frequency range of, 488-489 
Television, frequency range of, 489-490 
Temperature, brightness, 82 
condensed-mercury, 242 
distribution of, along filament, 170-171 
for outgassing of glass, 172 
of electron gas, 147 
practical-operating, oxide-coated- 
cathode, 94 

thermionic-emitter, 84, 88, 90, 94 
thoriated-tungsten, 91 
Tetrode, 7, 164, 200-206; see also Beam 
power tubes 
as mixer, 758 

gas, see Strobotron; Thyratron, shield 
grid 

incremental equivalent circuit for, 407, 
427 

in tuned amplifier, 558, 560, 562-563 
input admittance of, 428 
intcrelectrode capacitances in, 201-203, 
425-427 

modulation with, 714 
negative resistance in, 205-206 
plate characteristic curves of, 202-203, 
205 

potential distribution in, 203-204 
screen-grid, 202-206 
secondary emission in, 203 
shielding required for, 428 
space-charge-grid, 201 
transistor, 787-788 
voltage amplification with, 416, 428 
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Thermal noise, 495-496 

m.onic emission ’ 75 ~95; *ee aho 

Oxide-coated cathode; Thoriated- 
tungsten cathode; Tungsten 
cathode 

constants of. 77-80, 89. 93 
current density of, 77 7 g 
^in'a thrnrrm .. u S 0 of. 5U . 539 . 589 
1 honutod-tungsten cathode, 89-91 
carburization of, 89-90 
dWitejration of, by positive ions, 236 - 

limitations of, 91 

Three-halves-power equation, derivation 
of, 127-132 

for positive-ion sheath, 236. 263 
>n triodes, 187 

Thyratron, 254. 259-271; see also Thvra- 
tron circuits 

control characteristic of, 261 - 262 , 370 , 
375 

current-limiting impedances necessary 
with, 259, 265 
definition of, 258 
de-ionization time in. 266-267 

effe< lo f negative grid v oltage in, 258, 
262-265 

grid action after firing in, 262-265 
grid action before firing in, 260 
grid in, 257-259, 267-269 
grid sheath in, 262-265 
hydrogen, 266-267 
negative-control, 262 , 268 
phototube control of, 367, 370, 380 
positive-control, 262 , 266 , 268 , 270 
shield-grid, 268-269 
starting characteristics of, 260-262 370 
375 

trigger action of grid in. 258-259 
Thyratron circuits, average current in, 
368-369 

classification of control methods in 
365 

continuous control of, by amplitude of 
a.c., 377-378 
by d.c., 367-371 
by d.c. and a.c., 376-377 
by phase-shift of grid voltage, 372- 
382 

critical-grid-voltage curve for, 366-367 
effect of grid current in, 371, 373, 381- 
362 


Thyrai™, circuit*, grid control in, 368- 

grid resistor for, 367 
on-or-off control of, by a .c 374 
by d.c., 370-371 

by phase shift of grid voltage, 374 

phase-shift control in, 372-382 
Time-varying circuit element, a* modu- 
lator. 689. 741-742, 759 
as rectifier. 278-280 
Tolerance in vacuum-tube ratings. 176 
total differential of plate current, 195 , 

Townsend discharge. 149-152, 159 
Trajectory*, see Path of charged particle 
i ranconductance, conversion. 760-761 
grid-plate. 194; sec al.s 0 Mutual con¬ 
ductance 

negative. 216. 685. 688 
Transfer characteristic curves, 189; see 
nlso Characteristic curves 
Transformation, conformal, 183 
Transformer, air-core, 558-563 

effect of. in polyphase rectifiers, 304 
in push-pull amplifier, 462-466, 468 
in single-phase rectifiers, 284-285 
input, 533 
interphase, 310-312 
interstage. 533-547 
output, 456-458, 533-534 
for plate modulation, 712-713 
push-pull, 462-466 
Peaking, 375-376 

rectifier, sec Polyphase rectifier circuits 
shielded, 530 

Transformer coupling, in amplifierc, 533- 
547, 558-563, 578-579, 595-598 
Transient response of compensated am- 
plifier, 568-569 
Transistor, see Transistors 
Transistor amplifier, 803-814 
Transistor coefficients, 798-803 
Transistor cut-off frequency, 818 
Transistor incremental equivalent cir¬ 
cuits, 798-803, 808, 810 
Transistor oscillator, 825-826 (819 

Transistor performance limitations, 814 - 
Transistor pulse operation, 819-825 
Transistor switching operation, 819-825 
Transistors, 778, 784-826 
advantages and disadvantages of, 778 
feedback with, 570, 576 
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Transistors, frequency limitations of, 
817—818 

maximum power output from, 818-819 
noise in, 498, 814-817 
power efficiency of, 818-819 
types of, 784-788 

Transit time. 14, 15, 25. 54, 56. 166, 219- 
220, 222, 437 
in oscillators, 667 
transistor, dispersion in, 818 
Transition, between energy levels, 136- 
139 

from glow to urc, 160-161 
from vacuum to gas diode, 220-232 
from vacuum triode to tbyratron, 257 
Translation, frequency, by modulation, 
490, 690-691, 702-703 
Trigger action of thyratron grid, 256-259 
Trigger generator. 390 
Triode, us mixer, 758 
cathode-bius for, 399 
definition of, 7, 164 
gas. 252-258; sec also Thyratron 
vacuum, amplification factor of, 189, 
193 

at ultra-high frequencies, 220, 223 
capacitance ratio in, 185, 193 
characteristic curves of, 187-192; 

see also Characteristic curves 
coefficients of, 192-198 
cut-off grid voltage in, 180 
disadvantage of, 201-202 
effect of contact potential difference 

in, 186 

electric field in, 178-180 
figure of merit for, 450 
grid current in, see Grid current 
linear approximations for, 198-200, 
406 

maximum power output from, 456 
mutual conductance of, 194 
plate resistance of, 194 
potential distribution in, 178, 183 
potential minimum in, 180 
ratings of, 174-176 
reflex coefficients for, 196 
space charge in, 176-178 
Taylor series for, 734-738 
Triplcr. frequency, 622 
Tubes, band-igniter, 252 
battery-charging, 241 
beam power, 212-215 


Tubes, capacitron. 251-252 
cathode-ray, 19-25. 35-36 
characteristic curves of, see Character¬ 
istic curve* 

cold-cathode, 164, 271-276 
com|K>site, 467-474 
corona discharge, 273, 354 
counting. 275 
critical-distance. 212 
diode, see Diode 
disc-seal, 221 
electrometer, 191-192 
electron-beam, classification of, 20 
electron-multiplier, 44-48, 103, 119-121 
electronic-computer, 217, 275 
excitron. 250-251 

frequency-converter, 218-219, 759-761 
frequency-modulation, 217 
gas, sec also Gas tubes 
amplifier, 259 
gated-beam, 214-217 
glow-discharge, 354 
high-vacuum, see Vacuum tubes 
ignitron, 251-252, 365 
inductive-output, 224 
Kenotron, 165 
Klystron. 221-225 
lighthouse, 221 

mercury-arc, see Mercury-arc rectifiers 

microwave, 221 

pentode, see Pentode 

Permatron, 271 

plasmatron, 259 

radar, 210 

reactance, 764-765 

Rectigon, 241 

remote-cut-off, 212 

secondary-emission, 217-218 

sharp-cut-off, 212 

stepping-relay, 275 

storage, 103 

Strobotron, 275-276 

supercontrol, 212 

telephone ringing, 275 

television, 19. 25, 210 

tetrode, sec Tetrode 

thyratron. see Thyratron 

traveling-wave, 225-226 

trigger, 217-218 

triode, see Triode 

Tungar, 241 

ultra-high-frequency, 219-226 
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Tubes, vacuum, « e Vacuum tubes 
variable-/i, 212 
velocity modulated. 221-225 
voltageyeference. 359 ^ 

^ volTage-regulator. 272-273. 354-359 
Tuned circuits, 547-553 
Class B and C amplifiers require, 619- 
620 

coupled, 644-652 
flywheel effect of. 636-640. 677 
Imlf-power frequencies in. 552 
in oscillators, Q of. 674-675. 677-678 
L ' C r »tio in. 558, 648 
losses in, 547-550 
representation of, 547-550. 556 
••sluggishness of. 677-678 
stored energy in, 638-640, 677 
Tungur, 241 

Tungsten cathode. 79, 84-89 
emission constants for. 79, 85-88 
life of. 84, 85, 88 

U 

Unipolar field-effect transistor, 788 
Units, numerical computations with. 17- 
19 

rutionulizution of, 17, 830 
tables of. 830-831 
Uranium. 62 

Utilization factor, 310, 316 
V 

Vacuum, test for, in vacuum lubes. 254 
Vacuum measurement, ionization gngc 
for. 256-257 

Vacuum tubes, 6. 164-228; see uUu Di¬ 
ode; Pentode; Tetrode; Triode 
applications of, classified, 390 
at very high frequencies, 219-226 
coefficients for, 192-198 
effect of gus pressure on grid current 
in. 252-258 

figure of merit for, 192, 450, 525 
gas pressure in. 135. 145, 232. 252-258 
grid control in, 176-187 
mean free path in, 145 
multi-electrode, 218-219 
multiplication of voltage in, 218 
rautuul conductance of, 194 


Vacuum tubes, perveance of, 134, 181 
plate resistance of, 194 
rating of. 172-176 

Vacuum-type rectifier, 283-284; sec aha 
Single-phase rectifier circuits 
Valence electrons. 779 
'alve. 277, 640; see nUo Gas tubes; 

Tube*; Vacuum tubes 
Vector cross products, 32 
Vectors, representation of. 8, 32; see al*o 
Complex numbers 
\ elocity, angular, of electron, 37 
charged particle, measurement of, 43 - 
44 

diift. in a metal, 62. 6G 
in plasma. 235-236 

initial emission. 14, 169. 180. 186. 255- 
256 

random, of electrons in a metal, 66 
Velocity distribution, in plasma, 236 
of emitted electrons. 255-256 
Velocity-modulnled electron beam 221 - 
225 

Video frequencies. 489^190 
Visible s|>ertrum, 112 
Visibility curve. 113 
Volt, electron. 17-19, 829 
Volt-umpere characteristic, sec Charac¬ 
teristic curves 

Voltage, anode, sec Anode voltage 
control. 621. 667 
grid, see Grid voltage 
inverse, see Inversc-peuk voltage 
plate, sec Plate voltage 
reference direction for, 391-393, 395, 
476 

Voltage equivalent of work function, 
73. 79 

Voltage feedback, 571-573; sec also 
Feedback 

Voltage-multiplying connections of sin¬ 
gle-phase rectifiers, 334-337 
Voltmeter, peak-indicating. 329 
peak-to-peak indicating, 336 
rectifier-type, 314 
Volume expundor, 219 

W 

Wuvo, definition of, 689 
modulating, 689 
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Wave nature of electron, 5, 77, 101-102 
Wavelength, threshold. 111, 114 
White noise, 497 
Wien bridge, 682 
Work function, 78-75 
definition of, 73 
effect of field on, 96-99 
of oxide-coated cathodes, 93 
photoelectric, 113-114 
variation of, 80 
voltage equivalent of, 73, 79 


X 4 

x-uswialed kinetic energy oi an elec- 
tron, 71-72 

X-rays, contribution of, to grid current, 
254 

Xenon. 139. 232. 829 
use of, in gas tubes, 243, 270 

Z 

Zero-drift, 502 
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